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This book haa been prepared to bring before college students 
certain of the more important aspects of physical chemistry, 
together with accurate modern data which illustrate the appli- 
cabihty of its laws to the phenomena observed in the laboratory. 
It has been assumed that the student is familiar with inorganic 
and analytical chemistry, that he has had an adequate course in 
college physics, and that the simple processes of calculus are 
familiar to him. 

No attempt has been made to cover the whole of physical 
chemistry in a single volume; its most important topics have 
been treated at such length as the size of the volume allows, and 
numerous references to recent periodical literature are included 
for those who would pursue any given topic further. 

The limitations of the orthodox laws of physical chemistry 
have been emphasized more than is commonly done in beginning 
courses of physical chemistry. To this end the illustrative data 
have been carefully chosen from modern experimental work, in 
order to minimize the "experimental errors" which are so often 
used to conceal real deviations of a law from the facts it is in- 
tended to express. A trusting belief in inadequate physical laws 
will only retard the scientific progress of a student, and weaken 
his faith in adequate laws; whereas a wholesome appreciation 
that physical chemistry is an unfinished and growing science may 
stimulate though tfuln ess and research. The proper time to 
encourage a research attitude is in the very beginning of a stu- 
dent's chemical career. 

A qualitative treatment of the subject, so-called descriptive 
physical chemistry, may be obtained from the text alone; but 
careful consideration and study of the numerous tables of data 
will be required if anything approaching an appreciation of quan- 
titative physical chemistry is desired. A quantitative point of 
view has been maintained as far as possible, even in the de- 
scriptive material. 

Rather more tabulated data has been presented than might 
seem necessary in a beginning text. This is done to furnish the 
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basis for numerous problems of a quantitative character. Many 
such problems should be solved in the course of a term, since 
they stimulate interest and increase the usefulness of the material 
taught in the class room. The problems at the end of each chap- 
ter will not be sufficient to test the ability of general classes; 
they are type problems in many instances, and should be supple- 
mented by others designed by the teacher to suit the needs and 
ability of his particular class. Problems should often be assigned 
for which data must be obtained directly from tables in the text. 
Much of the value of problem working is lost when a student 
knows he must use all of the data given him and no other; this 
too often results in suggesting the entire solution of the problem. 
Moreover, fresh problems must be given every year if fresh 
interest in physical chemistry is maintained; this can be done 
only when ample data are at hand. Some of the more difficult 
problems at the end of a chapter should be worked by the instruc- 
tor in class. 

References to original sources are not intended primarily as 
citations of authority for statements made; they are first of all 
suggestions for further reading. With this in mind, most of the 
references are to periodicals in English, and to those which are 
available in small libraries. The author has not hesitated to 
draw upon little known periodicals when the material to be 
obtained in them suited the needs of the text; he has not ignored 
foreign publications in the search for material; but for obvious 
reasons much of the best data is published in the widely circulated 
journals, and to these most of the reference work is confined. 

The author is greatly indebted to Professor James F. Norris 

and to Mr. Charles R. Park for reading the manuscript and 

making many helpful suggestions and criticisms based on their 

teaching experience. Their assistance has aided materially in 

detecting errors. He is also indebted to many other friends for 

kindly interest and encouragement during the preparation of the 

manuscript. It will be considered a favor if those who find 

errors of any kind in the text will communicate them to the 

author. 

E. B. Millard. 
Massachusetts Institute of Technology, 
Cambridge, Mass., Marchj 1921. 
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CHAPTER I 

INTRODUCTION. DETERMINATION OF ATOMIC 
WEIGHTS 

Physical Chemistry treats of the applieationa of fuDdamental 
physical laws and theories to the phenomena of chemistry. A 
proper understanding of these laws and their applications enables 
U8 to predict, for example, the conditions under which certain 
chemical substances arc at equilibrium, or the extent and velocity 
of reactions which takes place between them. The usefulness of 
these calculations will be apparent from the many applications 
cited in the following pages. 

Laws of Nature. — Some of the general laws relating to chemis- 
try are absolutely exact; they describe faithfully the most care- 
fully conducted experiments; apparent deviations of these laws 
become less and less as the manipulative skill employed in testing 
them increases. Among these may be mentioned the indestruc- 
tibility of matter {conservation of matter), the law of definite 
proportions, and Faraday's law of electrolysis. Other laws 
exhibit deviations which are not due to experimental errors, and 
which are of considerable magnitude. They are approximations 
which show in a quaUtative way the behavior of substances, and 
which more or less accurately describe their quantitative rela- 
tions. Thus no law is known which expresses exactly the change 
of pressure of a gas as the volume is decreased ; but laws are known 
which show this change to within less than 1 per cent for moderate 
variations in volume. 

We shall compare each law with the results of experiment, and 
aim to form an opinion as to whether judgment is required in the 



2 PHYSICAL CHEMISTRY 

use of a *4aw," or whether it is rigidly accurate under all 
conditions. Some approximate laws describe the results of ex- 
periment quite accurately under certain conditions, but deviate 
to a larger extent under other conditions. When this is the case, 
the limiting conditions under which the law is accurate to within 
1 or 2 per cent will be stated. 

The statements put forward as laws of nature are sometimes 
the result of experience alone (empirical laws). There is in these 
cases a possibiUty that some future experience will demonstrate 
the untruth of what we have considered as a law, but the proba- 
biUty of this becomes less and less as the number of experiments 
increases. No change has ever been observed in the total mass 
of the substances involved in a chemical reaction; that is, no 
matter has ever been destroyed in changing it into other forms. 
As the methods of experiment have become more and more 
refined, and as the experimenters have become more skilful in 
their work, this law remains unshaken as a statement of universal 
experience, and it is now commonly accepted as an exact law of 
nature. But it has never been demonstrated that such a change 
of mass, or a destruction of matter, is absolutely impossible. 
Other simple laws, such as Boyle's law for gases, are also the 
result of experience, but as the experimental methods have 
become more refined, real deviations of these laws from 
the facts observed have been discovered. These experiences 
point to a failure of the known laws to explain completely the 
behavior of substances, and are not to be traced to errors of 
experiment. 

There is another type of law which is not the result of experi- 
ence, but which may be derived from a proper combination of the 
consequences of other laws based on experience. Thus, a great 
many equations expressing laws of nature may be derived from 
the exact law of the conservation of energy (also called the first 
law of heat or of thermodynamics) and from the law Umiting 
the conversion of heat into work (the second law of thermo- 
dynamics). They are called thermodynamic laws. Since the 
fundamental laws are rigidly exact, the deductions based on them 
are also exact. But the equations so derived are often combined 
with less exact laws (for example, the ideal gas law). These com- 
bined expressions are therefore no longer based on thermodynamics 
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DETERMINATION OF ATOMIC WEIGHTS 3 

alone, and they may fail to express accurately the known facta 
to which they relate. Examples of the varioua kinds of laws will 
be encountered frequently in the following chapters. 

Proper reserve should always be exercised in drawing general 
conclusions from a set of experimental data. The phenomena of 
nature are often more complex than we think, and what appears 
tiO be a general law is often true only under restricted conditions. 
A statement of such a law without at the same time mentioning 
the conditions under which it is true is therefore a misrepresenta- 
tion of the facts. 

Theories are plausible beliefs advanced to explain observed 
facts. They serve to guide further experiments in a given field, 
but are often incapable of direct proof. Thus the theory that a 
gas consists of molecules, separated from one another by consider- 
able distances and in rapid motion, offers a ready explanation of 
the compressibiUty of gases, of their diffusion, of their ability to 
mix with other gases in all proportions, and of practically all 
their properties, but the theory is not capable of direct proof. 
That is, no one has been able to see or experiment with a single 
gaseous molecule. The evidence in favor of the truth of the 
theory is, however, abundant and convincing; no facts are known 
which contradict it; and deductions baaed on this theory are in 
accord with the results of experiment. It ia therefore universally 
accepted as a fact, but is referred to as the kinetic theory of gases. 

Many such theories are found in chemistry. They are ac- 
cepted so long as they are in accord with the facts; they may be 
altered to fit new discoveries, but they should be discarded in 
favor of newer and more satisfactory ones when they seriously 
conflict with the results of experiments. 

Indestructibility of Matter.— It is a familiar fact that matter 
can be changed into various forma (by combination and re- 
arrangement of the elements in various ways} without any loss 
in the total mass of material- In other words the total mass of 
all the substances taking part in a chemical reaction is unchanged 
by the reaction. The many operations of analytical chemistry 
depend on the validity of this fact; but since there is no reason 
why there might not be a change of mass during chemical change, 
it has been necessary to test this belief experimentally before 
accepting it as a fact. Perhaps the best known tests of this 
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character are Landolt's experiments^ extending over a period 
of 20 years, and devoted to a careful study of 15 different chemical 
reactions, which were examined with great skill and care. The 
reacting substances were enclosed in the separate arms of sealed 
vessels, such as that of Fig. 1, to prevent the possibility of me- 
chanical loss of material. The tubes were weighed on a very 
sensitive balance, using a counterpoise of the same size and shape. 

Then by tipping the vessel, the two solu- 
tions were brought in contact a little at a 
time, so that any heat effect of the reaction 
would not expand the bulb and thus cause 
an apparent change in weight by increasing 
its air displacement. After the reaction 
had been completed the vessel was weighed 
again. The weighings were made several 
times, and an average taken. As a result 
of his work, Landolt concluded that if there 
was a change in mass during chemical reac- 
tion, it was less than the error of weighing, which was about one 
part in 10,000,000. 

The later work of Manley^ on the reaction OAgNOs + 6FeS04 
= 6Ag + 2Fe2(S04)3 + Fe2(N08)6 was carried out with exceed- 
ing care. Two tubes of the form shown in the figure were filled 
with silver nitrate solution in one limb and ferrous sulfate solu- 
tion in the other, and their weights were made as nearly equal as 
possible, after which the tubes were sealed shut and hung on the 
arms of a very sensitive balance. After a series of careful weigh- 
ings extending over a period of several days, it was determined 
that the difference in weight of the two tubes was 0.026 mg. in 
one experiment. The contents of one tube were mixed, causing 
the reaction given above to take place, and after a time the differ- 
ence in weight was again determined. Now if there is a change 
in mass during chemical reaction, the difference in weight be- 
tween the two tubes should change, as a reaction has taken place 
in one of them and not in the other. After the reaction the 
difference in weight between the two tubes was found to be 0.022 
mg., which corresponds to a change of 0.004 mg. Since the total 

iZ. physik, Chem., 12, 1 (1893); Sitzh. Prema. Akad. Wisa.j 1908, 354. 
*Phil. Trans. Roy. Soc. London (A) 212, 227 (1913). 
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weight of reacting substance was about 127 grams, the change ii 
weight was one part in 32,000,000, which is again less than the 
probable error of the weighing. In another series of experiments 
the reaction between barium chloride and sodium sulfate was 
examined with the same care, and it was shown that any change 
in weight must be less than one part in 100,000,000. 

In making these weighings the balance was carefully main- 
tained at a constant temperature and shielded from air currents; 
the tubes were handled by a system of levers so as to protect the 
balance from heat from the body of the operator; and a period of 
some days elapsed between the chemical reaction and the final set 
of weighings. During this time the tube was kept under a bell jar 
and otherwise protected from dusfc or contamination of any kind. 

In the light of these experiments there is no room for doubt aa 
to the exactness of the law of indestructibility of matter. We 
may therefore state as an exact law of nature that matter (any- 
thing which has mass) does not change in mass during combinar 
tioD or chemical decomposition. 

Elements and Compounds-^The number of kinds of matter is 
very great indeed, but attempts to resolve matter into its ultimate 
constituents have brought to light about 92 substances which 
cannot be decomposed into simpler substances. These are 
called elements. The number of experiments performed upon 
the known elements is so great as to make it improbable that any 
of them consist of two substances which may be separated later 
1 by some chemical process. There are a few more elements yet 
' to be discovered, but the periodic arrangement of the elements 
makes it probable that the number of undiscovered elements is 
small. Thus, the discovery of an element similar to manganese 
and of higher atomic weight would not disturb the periodic ar- 
rangement, for in the periodic table it was necessary to leave a 
blank corresponding to such an element. But the discovery of 
an alkali element with an atomic weight between sodium and 
potajssium would give us an element for which there was no place 
ID the periodic table, and thus disturb this arrangement. Hence, 
the existence of such an element is improbable. All of the known 
kinds of matter consist of combinations of these elements in 
various proportions. Practically all kinds of matter have been 
decomposed into their elements, or into simple compounds which 
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may be so decomposed, and a vast number of the substances in 
nature have been built up from the elementary substances in the 
laboratory. In addition, many substances not found in nature 
have been so made. Certain substances, notably the complex 
compounds occurring in plants and animals, have not so far been 
prepared synthetically. 

Law of Definite Proportions. — This law states that the quantity 
of an element which will combine with a given weight of another 
element to form a pure chemical compound is a fixed quantity, 
regardless of the method of preparation of the compound. In 
other words, the percentage of each element in a pure compoimd is 
always the same, and the presence of an excess of one element 
does not result in the formation of a compound containing more 
of it. 

Table 1 shows data^ on the synthesis of silver bromide from 
carefully purified silver and bromine, together with the weight of 
bromine combined with each gram of silver. Elaborate precau- 
tions were taken to assure the purity of the substances weighed, 
and to avoid mechanical loss during the synthesis. 



Table 1 



Weight 


Weight of 


Grams of bromine 


of 


silver bromide 


combined with each 


silver 


formed 


gram of silver 


5.01725 


8.73393 


0.74078 


5.96818 


10.38932 


0.74079 


5.62992 


9.80039 


0.74077 


8.13612 


14.16334 


0.74080 


5.07238 


8.82997 


0.74079 


4.80711 


8.36827 


0.74081 


5.86115 


10.20299 


0.74078 


6.38180 


11.10930 


0.74078 


6.23696 


10.85722 


0.74079 


9.18778 


15.99392 


0.74078 


8.01261 


13 . 94826 


0.74079 


8.59260 


14.95797 


0.74079 


8.97307 

• 


15.62022 


0.74079 




Average 0.74078 



J Baxter, J. Amer, Chem. Soc, 28, 1322 (1906). 
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The synthesis was conducted by supplying ammonium bromide 
to a weighed quantity of silver which had been converted into 
nitrate, imtil no more bromine would combine with the silver, 
after which the silver bromide was collected and weighed. 

Another example of the law of definite proportions is shown in 
Table 2. A quantity of iron was converted into ferric oxide and 
heated with an excess of oxygen until no more would combine 
with it.^ The ferric oxide was weighed, then heated in a current 
of hydrogen until all of the oxide had been completely reduced 
to iron, which was then weighed. 



Table 2 



Weight of iron 


Weight FeaOi 


Per cent Fe in Fe208 


2.78115 
3.42558 
3 . 04990 
4.99533 
4.49130 


3.97557 
4.89655 
4.35955 
7.14115 
6.42021 


69.956 
69.959 
69.959 
69.951 
69.956 



The synthesis of tin tetrabromide is shown in Table 3. It 
will be seen again that the composition of the product is constant,^ 
in so far as it is possible for the best quantitative chemistry to 
determine it. 

Table 3 



Weight of tin 


Weight of SnBr4 formed 


Per cent tin in SnBr4 




2.8445 


10.4914 


27.113 




4.5735 


16.8620 


27 . 123 




4.5236 


16.6752 


27.119 




3.0125 


11.1086 


27.116 




2.8840 


10.6356 


27.113 




3.0060 


11.0871 


27.123 



Molecular Theory. — The theory that matter of all kinds 
consists of very small particles or molecules, is now commonly 
accepted as a fact. This theory is in complete accord with all the 

» Richards and Baxter, Proc, Am, Acad. Sci.j 35, 253 (1900). 
« Bongart and Classen, Berichte, 21, 2900 (1888). 
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known facts of chemistry; it explains in a simple way all of our 
chemical reactions; and it forms the basis of modern chemical 
thinking. The molecules of which a substance consists cannot 
be divided into smaller particles without a complete change in the 
properties of the resulting particles. They are the Umit of 
divisibiUty for a given kind of matter. When all of the molecules 
in a mass of matter are exactly aUke, this mass of matter is 
called a pure substance. When there are two or more kinds 
of molecules present the mass of matter is called a mixture. A 
pure substance may be prepared from one containing other 
kinds of substances by treating it with a solvent which will 
dissolve one substance and not the others, by distilUng it if the 
undesirable substances are not volatile, by treating it with a 
reagent which will convert the undesirable matter into an in- 
soluble form or a volatile form, by crystalUzing it several times 
from some solvent, etc. It is probably true that we are unable 
to prepare specimens of a substance which contain only one kind 
of molecule, but when the other molecules have been so far 
eliminated that their efifect is not detectable by our most sensitive 
means, we call the resulting product a pure substance. 

If all of the molecules of a pure substance are exactly alike, 
each of them must contain the same percentage of each consti- 
tuent element as the whole mass of substance. It is certain that 
all of the molecules must be exactly alike in every respect, for 
otherwise by avaiUng ourselves of the properties in which they 
differ we could effect a separation into two portions having dif- . 
ferent properties, that is, into two pure substances. Hence 
every molecule must have the same composition as the whole 
mass of pure substance. Two matters at once claim interest; 
the relative weights of the molecules of different substances, 
and the way in which the molecules are formed from their 
constituent elements. 

The relative molecular weights cannot be determined from 
comparisons of single molecules, on account of their small size. 
But equally satisfactory results may be obtained if we had a way 
of counting out the same number of molecules of each substance 
for comparison. Avogadro's law furnishes such a method. 

Avogadro's Law. — This law states that equal volumes of all 
gases under the same conditions of temperature and pressure 
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contain the same number of molecules. Aa this law is discusBed 
in some detail in the next chapter we will not take up here the 
Une of thought on which it is based or the proof of its validity. 
In order to determine the relative weights of the molecules of 
two substances, we need only compare the weights of equal 
volumes of them in the gaseous state under similar conditions, 
since we are then comparing equal numbers of molecules. 
Naturally the next step is to adopt some substance aa a standard 
of reference for relative molecular weights, and chemists now by 
common consent have adopted 32 as the "molecular weight" 
of oxygen. Since they employ the gram as a unit of weight, 
32 grams of oxygen is therefore accepted as a "gram-molecular 
weight," or a gram-molecule. On account of the extensive use 
of this term, it has been abbreviated to "mol," which is written 
without a period. It ia notan abbreviation of the word molecule, 
but a separate new word meaning gram-molecular weight. 

A molecular weight of a gas is that weight of it which occupies, 
under any conditions of temperature and pressure, the same 
volume as a molecular weight (32 grams) of oxygen under these 
same conditions. "Standard" conditions are a temperature of 
0° and a pressure of one atmosphere, but it should be made clear 
that comparisons are not restricted to these experimental condi- 
tions. A molecular volume of a gas is the volume of 32 grams of 
oxygen. Then the molecular weight of a gaseous substance is that 
weight of it which occujnes a itwlecular volume. We may of course 
determine the molecular volume under any convenient conditions 
from the volume of 32 grams of oxygen, and compute the weight 
of a molecular volume from the weight of any known volume. 
Experimental procedures for this are described in the next 
chapter. 

The choice of 32 aa the molecular weight of oxygen is in con- 
formity with 16 as its atomic weight. The following reasoning 
will show that the two numbers are not separate standards. 

One volume of oxygen and two volumes of hydrogen combine to 
pve two volumes of water vapor. Avogadro's law therefore 
requires that the number of molecules of water vapor formed be 
equal to the number of hydrogen molecules used, and that it be 
twice the number of oxygen molecules used. But each molecule 
of water must contain a whole atom of oxygen, since the atoms 
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are indivisible, and it follows that the oxygen molecules contain 
two atoms each. In conformity with our choice of 32 for the 
molecular weight of oxygen, which often forms compounds con- 
taining only a single atom per molecule, it will be necessary to 
take 16 as its atomic weight. Thus 32 grams of oxygen will 
contain the same number of molecules as 16 grams of oxygen 
contains atoms 

Atomic Weights. — Mention has been made of the fact that 
molecules of compound substances contain more than one kind 
of element. A molecule is therefore not the smallest division of 
matter, though it is the smallest one capable of separate existence. 
The parts of molecules are called atoms, and molecules are made 
of a whole number of atoms, since these are defined as the smallest 
particles of matter. When a pure substance is an elementary 
one, all of the atoms in its molecules are exactly alike. The 
number of atoms in a molecule of an element may be one (as in 
heUum and argon, the vapors of metals, and other substances at 
very high temperatures), two (in most of the common elementary 
gases) or more, but the atoms are all exactly alike, since when 
these elements react with another elementary substance, there 
is only one kind of product formed. When the molecule (the 
particle capable of separate existence) contains only a single 
atom, the atomic weight is identical with the molecular weight. 
If an elementary molecule contains two atoms its atomic weight 
is half of its molecular weight. Thus the molecular weight of 
hydrogen is two, and its atomic weight is one; just as the choice 
of 32 as the molecular weight of oxygen made necessary 16 as its 
atomic weight. 

An atomic weight of an element is the smallest weight of it 
found in a gram-molecule of any of its compounds. A molecule 
must contain a whole number of atoms of any element; a gram- 
molecular weight of a compound contains a whole number of 
atomic weights of each element in it. Thus the accepted values of 
atomic weights represeijt the smallest quantity of each element 
found in a gram-molecule of any compound so far; and the possi- 
bility of discovering a compound with less of the element per 
molecular weight always exists. The probability of this dis- 
covery becomes less as the number of compounds studied in- 
creases. There are also other ways in which the value of an 
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atomic weight may be checked, such as its specific heat, its place 
in the periodic system, and the relation between its compounds ' 
and other similar compounds. The atomic weights given in the , 
table on page 16 are probably the true ones in every case. 

Atomic Weight Methods. — (a) From Gas Densities Ahne. — 
In cases where the number of atoms in a molecule of an elemen- 
tary substajice has been established from the volumes of the gase- 
ous substances formed by it upon reaction with other gases, the 
atomic weight may be determined by dividing the molecular 
weight by the proper whole number. Similarly the atomic 
weight of bromine may be determined by subtracting from the 
molecular weight of hydrogen bromide the atomic weight of 
hydrogen, since its molecule is known from combining volumes 
to contain one atom of each element. But Avogadro's law is one 
which becomes more exact aa the gases under comparison are 
studied at lower pressures. On the other hand, the difficulty of 
determining the weight of a volume of gas increases aa the pres- 
sure is reduced, since the quantity of substance weighed becomes 
smaller in comparison to the weight of the vessel in which it ia 
contained. Skillful work will overcome the last mentioned diffi- 
culty, but from the deviations of Avogadro's law at higher pres- 
s there is no escape. The problem of determining exact gaa 
densities at pressures for which Avogadro's law is also exact haa 
been solved by the careful experiments of Guye and his students. 
Their work on methyl fluoride' may serve aa an illustration of 
the method, and of the results obtained. The weight of a liter 
of gas at 0° was determined for pressures of one atmosphere, two- 
thirds of an atmosphere, and one-third of an atmosphere; and 
from these figures a value of d/p at 0° was calculated for each 
pressure. These values represent the weight which a Uter of 
methyl fluoride would have at one atmosphere if the devia^ 
. tion of Avogadro's law were as small as they are at the pressure 
of the determination. The data are shown in Table 4. 

The deviations become smaller at still lower pressures, but the 

jatity of gas to be weighed is too small for accurate work. 

They therefore plotted the values of d/p against the pressure and 

(since the points come on a straight line) extended the line to 

where it cuts the axis of zero pressure. This gives the " limiting 

' Moles and. Batuecas, J. chimie physique, 17, 537 (1919). 
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Table 4 



Pressure 
(atmospheres) 


Weight of a liter 

of methyl fluoride at 0° 

(grams.) 


Ratio d/p 


1.0000 
0.6667 
0.3333 


1 . 5454 
1 . 0241 
0.5091 


1 . 5454 
1 . 5361 
1 . 5269 



density'' or the weight of a liter of the substance if it behaved 
as an ideal gas. As will be seen from Fig. 2, this value is 1.5177. 



1.6460 



1.6400 
« 1.6860 

9 

o 1.6800 



I 1.6260 
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1.6200 
1-6160 
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Pressure In Atmospheres 
Fig. 2. 



Since the volume of a mol of ideal gas under standard conditions 
is 22,410 c.c, the exact molecular weight of methyl fluoride is 
22.410 X 1.5177, or 34.012. The formula is CHgF, and the atomic 
weights of carbon and hydrogen are accurately known, namely 
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H 12.00 and 1.008 respectively. Thus 12.00 + 3 X 1.008 + F = ^H 
H 34.012, from which the atomic weight of Suorine is 18.99. ^^M 
^M (ft) From Molecular Weights and Compositions by Weight.^ ^^H 
^H A molecular weight of a compound must contain a whole number 1 
^M of atomic weights of each element in it. When large numbers of B 

^H gaseous compounds of any element are examined, thesmallest | 

^1 weight of an element found in a mol of any of its compounds is ^^H 
H called the atomic weight of that element. On account of the ^^H 
^B fact that deternainations of molecular weight are not usually ^^H 
^B performed with great accuracy, careful analytical work is used ^^^H 
^1 to supplement this work. An example will make this point ^^H 
^H clearer. In the following table are given some approximate ^^^| 
^H data for gaseous nitrogen compounds, using only whole numbers. ^^H 


K 1 Weight 
■ Substance " volume"' 
^^m of gas 


Per cent 

nitrogen 

in the 

compound 


Weight ^ 
of nitrogen I 
in a mol J 
of gas ^^ 






47 
82 
64 
22 
21 
87 


1 




17 
44 
63 
66 
32 












^H It is seen from this table that no nitrogen compound contains ^^H 
^H less than 14 grams of nitrogen per molecular weight; this is then ^^H 
^^1 the approximate atomic weight. But it is not an exact value, ^^^| 
^H since it is based on rough data. An accurate value may, however, ^^H 
^^M be obtained from a quantitative analysis of nitric oxide or 
^H nitrosyl chloride, since exactly one atomic weight of nitrogen 
^^M combines with exactly 16 grams of oxygen in each ease. The 
^H following analyses^ show the composition of nitrosyl chloride. 
^^B From the average of these figures may be obtained the ratio 
^H N : O : CI - a: : 16.000 : 35.458, leading to an exact atomic weight 
^^B of nitrogen, namely 14.006, based on a known atomic weight ^^^1 
^H for chlorine. ^^| 
^H ) Ouye and Flusa, /. ckimie physique, S, 732 (190S). ^^M 
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Table 6 



Weight of 
NOCl 


Weight of 
chlorine 


Weight of 
oxygen 


Weight of 
nitrogen 


Loss 


0.5341 
0.4284 
0.7995 
0.5121 


0.2893 
0.2319 
0.4331 
0.2773 


0.1305 
0.1046 
0.1954 
0.1251 


0.1142 
0.0916 
0.1710 
0.1095 


0.0001 
0.0003 
0.0000 
0.0002 



(c) From Analytical Data and Specific Heats. — The metals 
and some other elements do not form gaseous compounds at 
temperatures suited to accurate work, and determinations of 
their atomic weights must therefore rest on other considerations. 
But the weight of a metal which combines with 16 grams of 
oxygen is either an atomic weight, two atomic weights, half an 
atomic weight, or two-thirds or three-fourths or two-fifths of an 
atomic weight, depending on whether the formula of the oxide 
is EO, E2O, EO2, E2O3, E3O4 or E2O5. Analysis of the oxide will 
give therefore an exact value of the atomic weight, or a simple 
fraction of it, and it requires only a rough determination in some 
other way to indicate which multiple of the weight combined 
with 16 grams of oxygen is the true atomic weight. The law 
of Dulong and Petit furnishes such a method of fixing the multiple 
for metals and the heavy elements. This law states that the 
atomic heat capacity of solid elements is about 6.2, that is, that 
the quantity of heat required to raise an atomic weight of an 
element through a degree is the same for all solid elements. 
The heat capacity of a gram multiplied by the atomic weight 
is therefore 6.2, or the atomic weight is 6.2 divided by the heat 
capacity of a gram of element. From the data of Table 2 we 
see that iron oxide is 69.956 per cent iron; hence the weight of 
iron combined with 16 grams of oxygen is x : 16 = 69.956 : 
(100.00 - 69.956), or x = 37.256. This is either the atomic 
weight of iron or a simple fraction of it. The specific heat of 
iron is 0.115, and 6.2 divided by 0.115, is 54, which is approxi- 
mately the true atomic weight. It will be seen that 37.256 is 
about two-thirds of 54, whence the true atomic weight is 1.5 X 
37.256 or 55.88. 

The atomic weight of bromine has been established by methods 



DETERMINATION OF ATOMIC WEIGHTS 15 I 

(a) and (b) at 79.92. From this we may compute the atomic l 
weight of silver from the data of Table 1, since an atomic weight | 
of silver combines with a whole number of atomic weights of j 
bromine. Thus Ag :Br = 1.000 : 0.74:078 = x : 79.92, whence 
: = 107.88. The specific heat of silver is 0.056, and 6.2/0.056 \ 
3 110. Thus the true atomic weight of silver is 107.88. 

An example of a more complete set of experiments is the follow- 
ing one, which serves to determine the atomic weights of silver, 
chlorine and hthium with reference to oxygen. By reducing | 
lithium perchlorate to chloride it was found' that 100 grams of 1 
the former gave 39.845 grams of the latter. The formula of the j 
perchlorate is LiClO^, whence it follows that the molecular ] 
weight of lithium chloride is a; : (x + 4 X 16.00) = 39.845 : 
100.000, or a; = 42.393. The hthium chloride was then treated 1 
with silver nitrate solution made from a weighed quantity of 
silver, from which it was found that each gram of Uthium chloride 
required 2.54460 grams of silver, giving the atomic weight of | 
silver as 2.54460 times the molecular weight of lithium chloi'ide, 
or 107.871, This will be seen to be in accord with its atomic i 
weight calculated above from the synthesis of silver bromide. 
Then by weighing the silver chloride formed the ratio of silver to ' 
silver chloride was found to be 1 : 1.3287, from which the atomic 
weight of ehlorinc is given by 107.871 : (107.871 + y) = 1.000 : 
1.3287, or y = 35.454. Returning now to the ratio of lithium 
chloride to perchlorate, we see that the atomic weight of Uthium 
may be calculated from the atomic weight of chlorine just found. 
LiClO, :LiCl = z + 35.454 + 4 X 16.000 :z + 35.454, or aa 
100.000 : 39.845, whence a = 6.936. 

The atomic weight table published each year is based on all of 
the determinations made by various methods, the weight assigned ' 
to each determination in computing the value for a given element 
being determined by the number of experiments in a series and 
the probable error of the average value. These calculations are 
made by an International Commission appointed for the purpose 
by the largest chemical societies of the world The atomic 
weight of an element is changed when new experiments show 
that the accepted value is in error, in the opinion of the membera 
of the International Commission. All of the figures stated are i 
' Richards and Waiard, J. Am. Chem. Soc. 33, 4 (1014), 
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Table 7. — International Atomic Weights,* 1921 



Symbol 



Atomic 
weight 



Symbol 



Atomic 
weight 



Aluminum Al 

Antimony Sb 

Argon A 

Arsenic As 

Barium Ba 

Bismuth Bi 

Boron .B 

Bromine Br 

Cadmium Cd 

Caesium .Cs 

Calcium Ca 

Carbon C 

Cerium Ce 

Chlorine CI 

Chromium Cr 

Cobalt Co 

Columbium Cb 

Copper Cu 

Dysprosium Dy 

Erbium Er 

Europium. Eu 

Fluorine F 

Gadolinium Gd 

Gallium Ga 

Grermanium Ge 

Glucinum Gl 

Gold Au 

Helium He 

Holmium Ho 

Hydrogen H 

Indium In 

Iodine I 

Iridium Ir 

Iron... Fe 

Krypton... Kr 

Lanthanum La 

Lead Pb 

Lithium Li 

Lutecium Lu 

Magnesium Mg 

Manganese Mn 

Mercury Hg 



27.1 

120.2 
39.9 
74.96 

137.37 

208.0 
10.9 
79.92 

112.40 

132 . 81 
40.07 
12.006 

140.25 
35.46 
52.0 
68.97 
93.1 
63.57 

162.5 

167.7 

152.0 
19.0 

157.3 

70.1 

72.5 

9.1 

197.2 
4.00 

163.5 
1.008 

114.8 

126.92 

193.1 
55.84 
82.92 

139.0 

207.20 
6.94 

176.0 
24.32 
54.93 

200.6 



Molybdenum Mo 96 . 

Neodymium Nd 144 . 3 

Neon Ne 20.2 

Nickel Ni 68.68 

Niton (radium emana- 
tion) Nt 222.4 

Nitrogen N 14.008 

Osmium Os 190.9 

Oxygen O 16.00 

Palladium Pd 106.7 

Phosphorus P 31.04 

Platinum Pt 196.2 

Potassium K 39. 10 

Praseodymium Pr 140 . 9 

Radium Ra 226.0 

Rhodium Rh 102.9 

Rubidium Rb 85.46 

Ruthenium Ru 101 . 7 

Samarium Sa 150 . 4 

Scandium Sc 46. 1 

Selenium Se 79.2 

Silicon Si 28.3 

Silver Ag 107.88 

Sodium Na 23.00 

Strontium Sr 87.63 

Sulphur S 32.06 

Tantalum Ta 181.6 

Tellurium Te 127.6 

Terbium Tb 159.2 

Thallium Tl 204.0 

Thorium Th 232. 16 

Thulium Tm 168.6 

Tin Sn 118.7 

Titanium Ti 48.1 

Tungsten W 184.0 

Uranium U 238.2 

Vanadium V 61 . 

Xenon Xe 130.2 

Ytterbium (Neoyt ter- 
bium) Yb 173.5 

Yttrium Yt 89.33 

Zinc Zn 66.37 

Zirconium Zr 90 . 6 



1 J. Amer. Chem, Soc.^ 42, 1763 (1920). 
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r significant. Thus 14.008 for nitrogen indicates that this atomic 
weight is accurate to a thousandth of a unit, 27.1 for aluminum 
indicates that the second decimal place is still uncertain. Table 
7 gives the atomic weights for use in 1921. 
A summary of all the atomic weight work done prior to 1910 
ia given in the Smithsonian miacellaneoua coUectiona, volume 54, 
number 3. Work done since that time is summarized each year 
in connection with the report of the International Committee on 
atomic weights. 
Units and Standards. — It will be convenient here to define 
and record the numerical values of some of the terms used 
throughout the book. We shall use the centimeter-gram- 
second system of units and the Centigrade temperature scale, 
most of the units of which are familiar from work in phyBicB 
. and chemistry. 

^^m A liter is the volume of 1,000 grams of water at a temperature 

^B A kilo is a thousand grams, and is the abbreviation of kilogram 
commonly employed. 

A mol is the molecular weight of a substance in grams. This 
term is identical with gram-molecule or gram-molecular weight. 

I A calorie is the quantity of heat required to raise a gram of 
water from 15° to 16°. It is abbreviated cal. ; and the large 
calorie which is a thousand small calories is written Cal. A 
email calorie is 4,182 joules, or 4.182 X 10' ergs. 
A dyne is the force which will impart to a gram mass a velocity 
of one centimeter per second in a second. The acceleration of 
gravity at sea level and 45° latitude is 980.6. An erg is the work 
done by a force of one dyne acting through a distance of one 
centimeter. 

I Pressure is the force acting on a unit area. The absolute 

unit is one dyne per square centimeter, or one bar. A million 
bars is one megabar, which is very nearly the pressure of the 
atmosphere at aca level. Pressures arc also commonly stated 
in atmospheres; a pressure of one atmosphere will support a 
column of mercury at 0° C, 76.00 cm. high at a point where the 
acceleration of gravity is normal, that is, at 45° latitude and at 
sea level. The force of one atmosphere is therefore 76.00 X 13.60 
X 980.6 = 1,013,200 bare, or 1,0132 megabars (13.60 being the 
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mass of a centimeter cube of mercury at 0°). In spite of the 
convenient size of the megabar unit, which is more nearly 
the average atmospheric pressure than the standard atmosphere, 
the latter remains the common unit of pressure in scientific work. 
The adoption of the absolute unit has been strongly urged, but 
largely on account of the definition of boiling points and of the 
Centigrade te^^^perature scale in terms of the standard atmos- 
phere, the megabar has not come into common use. 

The work done when a piston of one square centimeter area 
moves one centimeter against a pressure of one atmosphere is 
called a cubic-centimeter-atmosphere. This quantity of work 
is done for each cubic centimeter increase in volume during 
evaporation of a liquid at atmospheric pressure, that is, at the 
boiling point of the liquid. One small calorie is equivalent to 
41.24 c.c.-atmospheres, or one c.c.-atmosphere is equivalent to 
0.02425 cal. 

Temperature is measured on the Centigrade scale, on which 
the melting point of ice under a pressure of 1 atmosphere 
is 0° and the boiling point of water under a pressure of 1 
atmosphere is taken as 100°. The absolute scale (or Kelvin 
scale) consists of Centigrade degrees, but takes its zero point 
273.09°^ lower than the melting point of ice, for reasons 
explained in the next chapter. On this scale water therefore 
boils at 373.09. 

In chemical considerations the formula weight is a more 
convenient unit of quantity than the gram, and it is more definite 
than the chemical equivalent, which may be different for a 
substance taking part in dififerent reactions. A formula weight 
of substance is that weight of it in grams which is the sum of the 
atomic weights of the elements in its chemical formula. Thus, 
63.57 + 32.06 + 64 or 159.63 grams of CUSO4 is a formula 
weight of the anhydrous substance, but 159.63 + 5 X 18.016 or 
249.71 grams of the blue crystals make a formula weight of 
CUSO4.5H2O. 

Concentration. — When a formula weight of a substance is 
dissolved in a liter of solvent, a formal solution results. This 
will not in general be exactly a liter of solution, but a formal 
solution is defined in this way to facilitate calculating mol 

1 Keyes gives 273.14°, J. Am, Chem, Soc^ 42, 64 (1920). 
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fraction (to be defined later) from coacentration. We shall 
define a normal solution as in volumetriu analysis; one containing 
a chemical equivalent of substance in a liter of solution. When 
the properties under consideration depend on the relative quanti- 
ties of solvent and dissolved subetance, formal concentrations will 
be employed. These are in general identical with molal concen- 
trations, since the formula is written to correspond to the mole- 
cular weight. When the properties depend on the volume of the 
solution, normal or equivalent concentrations will be used. In 
very dilute solutions a liter of solvent is contained in what ia 
essentially a hter of solution, but tlie difference in volume between 
a solution and the solvent in it is often considerable for strong 
solutions. 

The chief advantage in using formula weights rather than mols 
of solute is in connection with ionized solutes, as shown in 
Chapter VI. Thus we shall later define the molal lowering of the 
freezing point for an aqueous solution as 1.86°, but a solution 
of sulfuric acid having this freezing point is not a molal solution 
in the light of its chemical reactions. However a formal solu- 
tion is one containing 96 grams of sulfuric acid, and it produces 
a larger depression than 1.86°, owing to its ionization into other 
solutes; hydrogen ions and sulfate ions. For such a solute as 
NaiHPOia normal solution will depend upon the reaction involved, 
but a formula weight is a perfectly definite quantity. 

A coulomb is an ampere-second, or that quantity of electricity 
which will deposit 0.00111800 grams of silver from solution in 
a standard coulometer, A faraday is 96,500 coulombs of electric- 
ity, and it will deposit one atomic weight of silver or its chemical 
equivalent of some other element. 

An ampere is a current of one coulomb per second. 

A volt is the electromotive force of a cell such that the elec- 
trical work done by it is 96,500 joules or 23,074 cal. when the 
quantity of electricity passing through it is one faraday. 

An ohm is such an electrical resistance that a potential of 
1 volt across it causes one ampere current to flow; it is the 
resistance at 0° of a column of mercury 106.3 cm. long and one 
square millimeter in cross section. 
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Questions 

1. The weight of a liter of hydrogen bromide at 0** is as follows: 

Pressure Weight of a liter 
1.0000 3.6441 

0.6667 2.4220 

0.3333 1.2074 

Compute a value of d/p for each pressure, plot these values against the 
pressure and extrapolate the curve. From its intercept on the axis of 
zero pressure calculate an exact value of the molecular weight of hydrogen 
bromide and of the atomic weight of bromine. The ideal molal volume at 
0**C. is 22,410 c.c. and the atomic weight of hydrogen is 1.008. 

2. From the atomic weight of bromine obtained in the previous problem 
calculate an exact value of the atomic weight of tin by means of the data in 
Table 3. 

8. Assuming the atomic weight of silver to be 107.880, compute a value 
for the atomic weight of bromine from Table 1. Calculate the per cent 
deviation of this value from the one given in the International Table of 
Atomic Weights. 

4. Potassium chlorate contains 39.154 per cent of oxygen, and a gram of 
silver when converted into silver nitrate will react with 0.691145 gram of 
potassium chloride, (a) Calculate the molecular weight of potassium chlo- 
ride and the atomic weight of silver from these data. (6) Calculate the 
atomic weight of chlorine from that of silver just found and the ratio of 
silver to silver chloride given in the text, (c) Calculate the atomic weight 
of potassium from the composition of potassium chlorate and this atomic 
weight of chlorine. 

5. Silver bromate contains 20.35 per cent oxygen. Calculate the mole- 
cular weight of silver bromide. Calculate the atomic weight of bromine 
from the data of Table 1 and the atomic weight of silver obtained in the 
previous problem. Compare these values with the ones in Table 7. 

6. Pure silicon tetrachloride was decomposed with sodium hydroxide 
solution, and the chloride was precipitated with silver nitrate made from 
weighed portions of silver. (J. Am. Chem. Soc. 42, 1194 (1920).) 



Weight SiCl4 


Weight silver 


RAtioSiCl4:4 Ag 


10.4353 
5.9785 
8.7905 
6.8352 


26.4952 
15.1830 
22.3213 
17.3562 


0.39386 
0.39376 
0.39381 
0.39383 



Calculate from each experiment the molecular weight of silicon tetrachloride, 
and calculate an average value of the atomic weight of silicon, using as the 
atomic weights of silver and chlorine 107.880 and 35.457. Calculate the 
percentage error in the value for silicon in the International table. 
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7. The following data (Morley) relate to the composition of water : 



Weight hydrogen 


Weight oxygen 


Weight water 


3.2559 
3.8382 
3.8523 
3.8211 


25.8531 
30.4700 
30.5818 
30.3429 


29.1052 
34.3151 
34.4327 
34.1559 



Calculate exactly the atomic weight of hydrogen from each set of weighings, 
and compare the average value with that in the International table. 

8. Lead chloride is 74.545 per cent lead, and the heat capacity of lead is 
0.029 calories per gram. Calculate exactly the atomic weight of lead. 

9. Cadmium bromide is 41.29 per cent metal. From this data and its 
specific heat, which is about 0.05, calculate its atomic weight, assuming 
Br = 79.92. 

10. The ratio of hydrogen to bromine in hydrogen bromide is 1.000: 
79.307. From this ratio and the atomic weight of hydrogen derived in 
question 7 calculate the atomic weight of bromine. 



CHAPTER II 
PROPERTIES OF SXIBSTANCES IN THE GASEOUS STATE 

A gas may be defined as a substance which distributes itself 
uniformly throughout any space in which it is placed, whatever 
quantity of gas is employed, and regardless of the amount of 
space. It should be kept in mind that a substance may or may 
not be a gas, according to the conditions imposed upon it. All 
of the substances we refer to as gases have been liquefied at low 
temperatures; all except heUum have been solidified. Nearly 
all of the common Uquids and soUds may be changed to the 
gaseous condition at high temperatures, and at low pressures. 
The exceptions to this statement are substances which decompose 
on heating. Substances such as the common metals, sodium 
chloride and most metallic halides are readily changed to gases 
by heating to a high temperature; but nitrates and sulfates, 
complex organic compounds and salts of organic acids generally 
decompose before reaching their temperature of vaporization. 

When a quantity of gas cannot be separated into two fractions 
having different properties, such as density, solubiUty, or color, 
by any physical methods, it is a pure substance. It will be 
remembered that a pure substance is defined as one whose mole- 
cules are all exactly aUke. Mixtures of two or more kinds of 
molecules exhibit most of the physical properties of a gas contain- 
ing only one kind of molecules, follow the laws which describe 
the behavior of gases, and may usually be treated as a single gas. 
They should always be referred to as a mixture of gases, however. 

Structure of a Gas. — On accoimt of the ability of a gas to fill any 
quantity of space, it is necessary that the molecules of which it 
consists may be separated from one another with considerable 
ease. The fact that a small quantity of liquid gives a very much 
larger volume of vapor or gas at the same pressure is evidence 
that the molecules of a gas are separated from one another by 
considerable distances compared to the diameters of the molecules 
themselves. Eighteen grams of liquid water, or one molal 
weight, occupy 18.8 c.c. in the liquid state at 100° and 1 
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r atmosphere pressure, but these same molecules occupy about 30 
liters when changed to a gas (steam) at this temperature and 
pressure. Thus in the gaseous phase^ the volume available for 
the use of each molecule is over a thousand times what it was in 
the liquid state. We do not believe that the volume of the 
molecules themselves has changed in size to any considerable 

I extent during evaporation, but only that the free space around 
them is larger. This will be taken up in more detail in connection 
with the kinetic theory of gases. 
The molecules of a gas are not stationary, but are moving 
about in space with very high velocities. They collide with 
each other frequently and with the walls of the containing vessel, 
giving rise to the pressure exerted by the gas. If the volume 
of the gas is increased, the number of collisions on a given area is 
decreased, that is, a smaller number of molecules strike any area 

I of the wall in a given time and the pressure decreases. The 
pressure of a gas at constant volume increases as the temperature 
is raised (Gay Lussac's law, page 28), which means that there are 
more colUsions of the molecules with the walls in a unit of time, 
and hence that the velocity of the molecules increases at higher 
temperatures. The pressure exerted by a gas does not decrease 
with time, so we are led to the conclusion that the collisions be- 
tween molecules are perfectly elastic and that no decrease in 
average velocity results from a collision. The "empty space" 
between molecules bears some resemblance to that between the 
spokes of a rapidly revolving wheel. The spokes do not fill all 
of the space in which they revolve at any one time, but the whole 
' The homogeneouB parts of aii> sjstem which are separated from one 
another by definite phjaical bound<uiee are often called its phases. For 
example, the homogeneouH parts ice hqmd water and wateriaporare the 
phases or states of agRre);atioii cumtnon to nater A solution ia a single 
phase because there are no visible boundanei between the parts of it, sol- 
vent and dissolved substance A nurture cf several gabes constitutes a 
Bingle phase, for gases mix in all proportions and there ts no physical 
boundary between one gae and another A niL\ture of solids forms as many 
phases as there are kinds of aclid present since each is dii ded from the 
others by definite boundaries UTien a single solid substance is capable of 
existing in two different cri stallme modifications each of these is considered 
a separate phase. Rhombic and monoclmic sulfur red phosphonis and 
yellow phosphorus, gre\ tn and white tin are familiar examples of pure 
substances forming two different sohd phases. 
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of this space is eflfectively occupied, so that nothing else can be 
kept in the space. In the same manner, other molecules cannot be 
inserted into the empty space between molecules without increas- 
ing the number of collisions, and hence the pressure of the gas. 

The treatment of gases at moderate pressures and at tempera- 
tures well removed from their condensation points is compara- 
tively simple, for all of them have properties in common, which 
are expressed approximately by a few simple laws. 

Boyle's Law. — This law states that at any constant tempera- 
ture the volimie occupied by a quantity of gas is inversely 
proportional to the pressure exerted upon it. While all sub- 
stances undergo a decrease in volume with increasing pressure, 
it is only with gases that the volume is inversely proportional to 
the pressure or, as is commonly said, the ** pressure-volume prod- 
uct" is constant at a given temperature. Very careful experi- 
ments made since the discovery of the law have shown that it is 
not very exact, but that it is a Umiting law which describes 
the behavior of actual gases more closely as the pressure is de- 
creased or as the temperature is raised. For gases under small 
pressures the deviations of Boyle's law are small, as shown by the 
following tables, and illustrated in Fig. 3. 



Table 8. — Helium^ at 


o 


Pressure in 


Volume of 


Product 


atmospheres 


a molecular weight 


1 . 1021 


20.65 


22.41 


1 . 0458 


21.42 


22.41 


1 . 0020 


22.37 


22.41 


0.9634 


23.27 


22.41 


0.8067 


27.78 


22.41 


0.7387 


30.33 


22.41 


0.6847 


32.73 


22.41 


0.6086 


36.80 


22.41 


0.5387 


41.61 


22.41 


0.4720 


47.48 


22.41 


. 3550 


63.10 


22.41 


0.2626 


85.30 


22.41 


0.1937 


115.65 


22.41 



1 Burt, Trans. Faraday Soc, 6, 19 (1910). 
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Tablb 9a. 


— Abgon at 


Vabious Temper/ turkh 


1 


Pressure 




Pressure-volume product at 




(meters 






















of Hg.) 


0** 


50** 


100** 


160** 

* 


200** 


0.76 


1.0003 


1.1841 


1 . 3676 


1.6611 


1.7346 


1 


1.0000 


1.1839 


1 . 3676 


1 . 6612 


1 . 7347 


5 


0.9962 


1.1815 


1 . 3666 


1 . 5616 


1 . 7367 


10 


0.9893 


1.1786 


1.3666 


1 . 6622 


1 . 7371 


16 


0.9S33 


1.1767 


1.3647 


1 . 6628 


1.7387 


20 


0.9774 


1.1730 


1 . 3639 


1.6636 


1.7404 


25 


0.9717 


1.1704 


1 . 3633 


1.6643 


1.7423 


30 


0.9662 


1.1680 


1 . 3628 


1 . 6652 


1.7442 


35 


0.9609 


1.1657 


1.3624 


1 . 6561 


1.7463 


40 


0.9558 


1.1636 


1 . 3622 


1 . 6673 


1.7484 


45 


0.9611 


1.1617 


1.3620 


1.6686 


1.7506 


60 


0.9465 


1 . 1599 


1.3621 


1.6601 


1 . 7629 


66 


0.9422 


1 . 1582 


1 . 3622 


1 . 6616 


1 . 7663 


60 


0.9381 


1.1568 


1 . 3626 


1 . 6632 


1 . 7578 


65 


0.9342 


1 . 1555 


1 . 3631 


1 . 5648 


1.7604 


70 


0.9305 


1.1544 


1 . 3638 


1.6664 


1 . 7630 


75 


0.9270 


1 . 1535 


1.3646 


1 . 6681 


1 . 7658 



1 Holbom and Schultz, Ann. Physiky 47, 1089 (1915). These figures are 
expressed in meters of mercury as the unit of pressure, and the volume of a 
liter of gas under 1 meter pressure is taken as the unit quantity of gas. 
To obtain the molal volume in liters at any pressure given, multiply the 
pressure-volume value by 17.035/p, using the value of p in meters of mer- 
cury. To convert a pressure in meters to standard atmospheres, multiply 
by 1.316. 
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Table 96.— Air at Various Temperatures 








Pressure-volume product at 




Pressure 
























0** 


50** 


100° 


150° 


200° 


0.76 


1.0002 


1.1838 


1.3674 


1.5508 


1.7342 


1 


1.0000 


1.1838 


1 . 3674 


1.5509 


1 . 7344 


5 


0.9969 


1 . 1830 


1.3682 


1.5525 


1 . 7369 


10 


0.9934 


1.1823 


1 .3693 


1.5549 


1.7403 


15 


0.9901 


1.1818 


1.3707 


1 . 5578 


1.7440 


20 


0.9870 


1.1816 


1 . 3724 


1 . 5609 


1.7480 


25 


0.9842 


1.1816 


1 . 3742 


1 . 5641 


1 . 7522 


30 


0.9817 


1 . 1818 


1 . 3762 


1 . 5674 


1 . 7565 


35 


0.9793 


1.1822 


1.3783 


1 . 5708 


1.7608 


40 


0.9773 


1 . 1827 


1.3806 


1 . 5742 


1 . 7651 


45 


0.9755 


1.1833 


1 . 3829 


1 . 5777 


1 . 7695 


60 


0.9740 


1.1842 


1 . 3854 


1 . 5813 


1 . 7739 


55 


0.9728 


1.1852 


1.3880 


1.5849 


1.7785 


60 


0.9720 


1.1864 


1.3908 


1 . 5887 


1.7831 


65 


0.9714 


1.1880 


1 . 3938 


1 . 5927 


1 . 7878 


70 


0.9712 


1.1898 


1 . 3970 


1 . 5969 


1 . 7927 


75 


0.9712 


1.1918 


1.4003 


1 . 6013 


1 . 7977 



Table 9c. — Helium at 


Various Temperatures 


Pressure, 
meters 


Pressure-volume product at 








of mercury 


0° 


50° 


100° 


0.76 


0.9998 


1 . 1827 


1 . 3657 


1 


1.0000 


1 . 1829 


1 . 3659 


5 


1.0028 


1.1856 


1.3685 


10 


1.0062 


1.1890 


1.3718 


15 


1.0097 


1.1923 


1.3751 


20 


1 . 0132 


1.1957 


1 . 3784 


25 


1.0167 


1.1990 


1.3816 


30 


1.0202 


1 . 2024 


1 . 3849 


35 


1.0236 


1 . 2057 


1.3882 


40 


1.0271 


1 . 2091 


1.3915 
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These data present what is perhaps the better side of the case. 
When gases with more complex molecules are concerned, or when 
the temperature of observation is close to the point at which 
condensation takes place, the deviations from Boyle's law become 
quite large. Some data^ for such substances will be found on 
page 61 in connection with methods of allowing for these devia- 
tions in certain calculations. Thus when at 0° the pressure of 
carbon dioxide is actually 26.7 atmospheres the value to be 
expected from the constancy of the pressure-volume product is 
29.4, which is in error by over 10 per cent. Similarly ether vapor 
at 220° has a calculated pressure-volume product which is 33 
per cent in error when the pressure is 30 atmospheres. Hence 
some judgment is required in the appUcation of Boyle's law, as is 
the case for the other gas laws about to be stated. But the law 
is true to within 1 or 2 per cent for most permanent gases under 
pressures up to about 10 atmospheres, at ordinary or high 
temperatures. 

Law of Gay Lussac. — When a quantity of gas at 0°C. is heated 
while the volume is kept constant, the pressure increases a definite 
fraction of its value at 0° for each degree rise in temperature. 
This fraction is 0.003667, or 1/273 of the pressure at 0°. For ex- 
ample, if the original pressure at 0° were 1 atmosphere, it would 
be 1.003667 at 1°, 1.03367 at 10°, 1.3667 at 100°. Since this frac- 
tional increase per degree is 1/273, the pressure would reach 2 

atmospheres at 273°. If the temperature were reduced until the 

273 

pressure was 3^ atmosphere, this temperature would be -s™ degrees 

273 4- t 
below zero. Thus at any temperature t the pressure is — ^yT 

times the pressure at 0°C. 

Scale of Temperature. — By choosing as a temperature scale 
one composed of Centigrade degrees, with 273 as the melting 
point of ice (Centigrade zero), we would have a scale such that 
the pressure of a gas at constant volume is proportional to the 
temperature. For if the pressure is unity at 0°C. where the newly 

* Data for other substances may be found in the Landolt-Bomstein Tables; 
in the Communications of the Physical Laboratory of the University of 
Leiden in Holland (available in English) ; and in the tables published by the 
Smithsonian Listitution. 
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chosen temperature is 273, and it increases 1/273 of this pressure 
for every degree rise in temperature, it would be 2 atmospheres 
at 273''C., and this temperature on the new scale is 273 + 273, or 
double the temperature corresponding to 0°C, This may be 
called a gas-scale of temperatures; it is more often called the 
absolute scale or Kelvin temperature scale after the physicist of 
that name. There are reasons other than the temperature coeffi- 
cient of expansion of gases for behoving that — 273''C. is an 



Table 10. — Change of Press nRB-voLTi me Pboddct of Helium with 

Temperature' 

A quantity of helium which at 0°C. aod 1 utmoaphsre pressure was 

1,000 c.c. was subjected to various temperatures and pressures. Under pv 

the observed preasiires multiplied by the observed volumes. From these 

products and the weight of helium employed, 0.17860 gram, the value of 

pii/TTora mol of helium has been calculated and is shown in the last column. 

It the ideal gas law described accurately the behavior of helium, all of 

these values would be 82.07. The deviations are not due to experimental 

arrora in the measurements; they show real deviations ot the gas laws. 



Temperature 


T 


Pressure 


■pv 


pi- 


Contigrade 


absolute 


in atmospheres 




T 


100.3 


373.3 


42.574 


1387.25 


83.2 






54.459 


1393,14 


83.6 






66,590 


1399.29 


83.9 


30 


293 


27 . 539 


1086.64 


83.0 






36,303 


1090 28 


83.2 






53.708 


1099.18 


83.9 





273 


1.000 


1000.00 


82.0 






26.634 


1013-92 


83.0 






38,565 


1018,50 


83.6 






50.240 


102.T.21 


84.1 


-103.6 


169.5 


20.580 


631.35 


83.2 






24,100 


632.96 


83.6 






29.185 


635.97 


83.7 






33.383 


638.45 


84.1 


-182.8 


90.3 


13,751 


337.87 


83,7 






16,019 


338.98 


83.9 






18.189 


340.25 


84.1 


-216.56 


56.5 


9,564 


211.32 


83,7 






10.502 


211-71 


83.9 






11.448 


212.19 


83.9 



'Onoes, Comm. Phyn. Lab. Univ. Leiden, lOSo, (1907). 
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"absolute zero'* of temperature below which it is impossible to 
go by any means whatever. Some of these reasons will be given 
later in their proper place. It will be sufficient to consider that 
absolute temperatures are gas-scale temperatures; that is, tem- 
peratures such that the pressure-volume product for a quantity 
of gas is proportional to the temperature. This law, Uke Boyle's 
law, is not strictly true for gases at low temperatures (where 
condensation is possible) or at very high pressures, but it is the 
Umiting law which describes the behavior of gases more and more 
closely as higher temperatures and lower pressures are employed. 
An example of actual experimental results is given in Table 10. 
To change Centigrade temperatures to absolute temperatures, 
add 273° to them^ In this book the usual custom of denoting 
these temperatures is followed. Centigrade temperatures by <, 
absolute temperatures by T. Thus T = (273 + t) in every case. 
Gas Thermometer. — Since the increase of the pv product is 
proportional to the absolute temperature for an ideal gas, and 
nearly so for an actual gas, a thermometer may be constructed 
on this principle. If a quantity of gas at constant volume has a 
pressure po in melting ice, a pressure pioo when surrounded by 
water boil ng at 1 atmosphere, and a pressure p« at some unknown 
temperature t, then this temperature may be determined from 
the equation* 

PlOO — Po 

This expression is the quotient of (p^ — po)» the actual increase, 
and (pioo — Po)/100» the increase of pressure per degree. That 
is, {Vi "" Po)/iPioo " Vo) is the fraction of the increase per 
hundred degrees, and 100 times this fractional increase is the 
increase in temperature in degrees. 

A corresponding set of measurements of the volume of a quan- 
tity of gas at constant pressure at the two standard temperature 
points and at an unknown temperature t leads to the expression 

t = 100 ^^^^^ (16) 

1 More exactly, 273.09**. Dushman, General Elec. Rev.^ Feb., 1915. Keyes, 
J. Am. Chem. SoCj 42, 54 (1920), summarizes the researches conducted to 
determine this figure, and gives 273.14°. 

2 Buckingham, Bull Bureau Standards^ 3, 237 (1907). 
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Except in work of the greatest precision, the deviations of these 
scales from true temperatures are not important when the ( 
employed obeys Boyle's law approximately. On the absolute 
scale we may write 

ST = ~ (p = constant) or ^ = ^ (i* = constant). (Ic) 

These scales are known respectively as the constant pressure 
gas scale and the constant volimie gas scale. They both give 
true absolute temperatures to within very small fractions of a 
degree. It should be noted that equation (Ic) is true only if 
the expansion per degree is-1/273 of the volume at zero. This is 
not the case in equation (la); here it is only necessary that the 
temperature coefficient of pressure increase at constant volume 
iG the same throughout the temperature range to lOO'C; 

that is, it is only necessary that ir = a constant; or, using the 
integral of this expression, it is necessary that p = fci + a; 
equation (Ic) requires that a is 273fc. For example, a gas which 
is not an ideal gas, but which is described by van der Waals' 
equation, to be given later, will give correct Centigrade tempera^ 
tures when equation (lo) is employed, but will not lead to correct 
absolute temperatures as shown in equation (Ic). 

Ideal Gas Law. — By combining the two laws just given we 
obtain the equation 

P" . 

Y = const., 

where the numerical value of the constant depends on the units 
«hosen for expressing p and v and on the quantity of gas under 
ronaide ration. If we consider a^mol" of gas {i.e., the molecular 
'I'eight of it in grama) as the standard quantity, then the nu- 
merical value of the constant in a given set of units is independent 
™ the nature of the gas, and is usually denoted by R. The 
illation then becomes, for one niol of any gas, 

pv = RT (2) 

A ml of gas (or gram -molecular weight) is chosen as a unit in 
preference to a gram, since the molecular weight of any gas 
occupies the same volume as the molecular weight of any other 
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gas. Then from the known value of the constant R which appUes 
to all gases we may calculate the pressure or volume of a mol of 
any gas. 

Since the volume of n mols of gas is obviously n times as great 
as the volume of one mol, the equation may be written so as to 
describe the behavior of any quantity of gas in terms of the one 
constant R, 

pv = nRT (3) 

where n is the number of molecular weights or mols of gas under 
consideration. 

The numerical value of R depends only on the imits chosen 
to express p and v. It should be noted that R has the dimensions 
of work, since the product pv is force per unit area X volume, 
or force X distance; and the quantities n and T are numbers. 
Suppose a cylinder of area a, fitted with a tight piston. When 
this piston moves through a distance h against a pressure of 
p on each square centimeter of the piston, the force exerted 
is pa, and it acts through the distance h; but since ah is the 
volume of the cylinder, pah is pv, and this has the dimensions 
of work. 

Let us express p in dynes per square centimeter and v in cubic 
centimeters; and calculate the value of R from the density of 
oxygen. Morley^ found that a liter of this gas at 0° and 76.0 cm. 
of mercury pressure weighed 1.4290. Since the density of 
mercury is 13.60, the mass of the column of mercury supported 
on a square centimeter of gaseous surface is 13.60 X 76.0, and 
the force is the product of mass and the acceleration of gravity, 
or 13.60 X 76.0 X 980 = 1,013,300 dynes per square centimeter. 
The value of n is 1.4290/32.00 = 0.0446 mols. Substituting 
in (3) we have 

1,013,300 X 1000 = 0.0446 X ft X 273 
p V = n R T 

whence 

R = 8.316 X 10^ ergs = 8.316 joules. 

^Smithsonian Contr. Knowledge j 29, 1-117 (1896). 
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rif we wish to keep R in terms of the cubic centimeter and 
atmosphere, then, using the same data 
1.00 X 1000 = 0.0446 X fi X 273 
and R = 82.07 c.c. -atmospheres' or 0.08207 liter-atmospherea. 
In later calculations it will be convenient to have the value of 
R expressed in heat units, calories. Since one calorie is 4.182 
joules, R = 8.316/4.182 = 1.99 calories. 
Equation (3) describes the behavior of most gases under 
wide variations in pressure and temperature with an accuracy of 
about 1 or 2 per cent. An "ideal gas" is one whose behavior 
would be exactly in accordance with this equation. No such 
substance is known, but all actual gases approach the condition 
of the ideal gas more closely as the pressure upon them decreases 
and as the temperature increases. The "ideal gas" is thus the 
limiting condition for all gases, and equation (3) is called the 
ideal gas law or ideal gas equation. The term "perfect gas" 
is also commonly employed in this connection, but "idea!" 
serves to keep constantly before us the imaginary character of 
Buch a substance. In a later section (page 57) we shall consider 
gases under conditions of high pressure and at temperatures 
near the condensation point, where the ideal gas laws do not 
apply even roughly in some cases. But for calculations at 
ordinary temperatures and moderate pressures (up to 10 atmos- 
spherea for example) the deviations of ordinary gases from the 
equation pv — nRT are commonly less than 2 per cent. 

Mol Fraction.^ — A common method of expressing the composi- 
tion of a mixture is in terms of the number of niols of a substance 
present, divided by the total number of mols of all substances 
present. As an example, the composition of the earth's atmos- 
phere may be computed in terms of the mol fractions of the 
constituents. Analysis shows that 100 grams of air contain 
23.25 grams of oxygen, 75. S grams of nitrogen and 1.24 grams of 
argon. On dividing each of these weights by the molecular 
weight of the substance in question we find 0.727 mols of oxygen, 
2.70 mols of nitrogen and 0.032 mols of argon, total mols 3.459 in 
' A cubic-centimeter-atmosphere is the work necessary to move a piatan 
of one square centimeter area through a distance of one centimeter against 
a pressure of one atmoHphere. One email calorie ia equivalent to 41.24 
c .c .-atmospheres . 
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100 grams of air. The mol fraction of oxygen is therefore 

0.727 2.70 

Q^KQ = 0.210, that of nitrogen is qTkq = 0.781, and that of 

. 0.032 ^^^^ 
argon is o-Trq = 0.009. 

At 20® and 1 atmosphere pressure the volume of 32 grams of 
oxygen is 24 liters. By mixing 5,050 c.c. of oxygen, 18,800 c.c. 
of nitrogen and 150 c.c. of argon, a total volume of 24,000 c.c. 
is obtained and the mixture has properties identical with those 
of air. The mixture contains 0.210 mols of oxygen, 0.781 mols 
of nitrogen and 0.009 mols of argon, therefore a total of 1 mol. 
We may thus properly speak of this 24 liters of air as a mol of 
air, though it contains less than a mol of any one substance. 
A mol of a gaseous mixture is that quantity of it which occupies 
the same volume as 32 grams of oxygen under the same conditions 
of temperature and pressure. This quantity of gas would of 
course condense to a mol of liquid mixture. By multiplying the 
number of mols of each substance in a mol of air by its molecular 
weight and adding, we find that a mol of air weighs 29.00 grams. 
This ''molecular weight of air" is useful in applying the simple 
gas laws to air, and in calculating molecular weights of gases 
from the densities expressed as multiples of the density of air 
under the same conditions. For example, refer to the description 
of molecular weight determinations by the method of Victor 
Meyer, page 42. 

Dalton's Law. — This law states that in a mixture of gases 
each exerts its pressure independently of the others, or in other 
words the ''partial pressure'' of one gas is imaltered by the 
presence of another gas which also exerts a pressure. By partial 
pressure we mean that part of the total pressure due to the 
particular species of molecule under consideration. Obviously 
the total pressure in any gaseous mixture must be the sum of the 
partial pressures of all the gaseous substances present. Suppose 
the three bulbs A, B, and C, of Fig. 4 to be of equal volume and 
filled with oxygen, nitrogen and hydrogen, each under a pressure 
of 1 atmosphere. If the stop-cock a is opened and the nitrogen 
is forced from B into A (by flowing mercury into B) the total 
pressure in A should rise to the sum of the two partial pressures; 
Po + Pn» According to Dalton's law the pressure exerted by 
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oxygen on the walls of vessel A is still 1 atmosphere, or the same 
as its pressure when it was 




alone in the vessel. The law • ▼ 

further requires that the par- 
tial pressure of the nitrogen be I ^""^S^" 
1 atmc^phere, since it is in a 
vessel of the same size as for- 
merly. Direct experiment 
shows that the total pressure 
is indeed very close to 2 atmos- 
pheres as required by the law. 
If the hydrogen be similarly 
forced into vessel A the total 
pressure rises to 3 atmos- 
pheres; i.e., Po + Pn + Ph = 3. 

The following table^ shows the percentage increase in volume 

Table 11 

Ck>lumn 1 gives the volume of the gas first written at the head of each 
succeeding column in 100 c.c. of mixture. The other columns show the 
percentage increase in volume due to mixing, when the total pressure is 
kept at 1 atmosphere. As an illustration, when 20 c.c. of carbon dioxide 
and 80 c.c. of nitrogen are mixed, the resulting total volume is 101.96 c.c. 
but when 80 c.c. of carbon dioxide and 20 c.c. of nitrogen are mixed, the 
total volume is 101.46 c.c. 




Fig. 4. 



Volume 


Per cent increase in volume on mixing at 20° 


per cent 

of first 

gas 


N,0 + N, 


CO2 + N2 


N2 + O2 


N2O + 
CO2 


N2O + 
O2 


CO2 + 
O2 


10 


1.07 


1.02 


0.37 


0.38 


0.96 


0.98 


20 


2.14 


1.96 


0.79 


0.85 


1.78 


1.53 


30 


2.86 


2.49 


1.07 


1.17 


2.51. 


2.01 


40 


3.16 


2.72 


1.21 


1.34 


2.88 


2.34 


50 


3.06 


2.61 


1.27 


1.42 


3.03 


2.41 


60 


2.81 


2.41 


1.11 


1.17 


2.70 


2.20 


70 


2.34 


2.00 


0.89 


1.02 


2.11 


1.88 


80 


1.79 


1.46 


0.61 


0.64 


1.43 


1.33 


90 


0.97 


0.81 


0.34 


0.41 


0.85 


0.71 



1 p. Fuchs, Z. v^y«^^' Chem,, 92, 641 (1918). 
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when gaees at 1 atmosphere pressure are mixed in varying 
quantities and the total pressure is kept at I atmosphere. All of 
the figures should be zero if Dalton's law were exact. It will be 
noticed that the deviations are all of the order of 1 or 2 per cent, 
as with the other simple laws stated above. 

While it is diiBcult to state general rules, it will be observed 

that the volume changes are larger the more the components 

differ from one another in physical 

properties, (such as condensation 

point) and in chemical structure. 

: The maximum deviations occur in 

: the presence of an excess of the gas 

I with the lower critical temperature 

(page 78) in the mixture. When 

: the gases approach each other in 

; physical properties the maximum de- 

; viation from Dalton's law occurs in 

; the 1 :1 mixture; this is not true when 

the components differ considerably. 

It has been possible in some cases^ 
to find materials which allow the free 
passage of the molecules of one gas 
but not of other gases, and thus to 
measure partial pressures directly. 
The arrangement of the apparatus is shown in Fig. 5. The 
porcelain vessel A contains a platinum tube B sealed to a porce- 
lain tube connected to the pressure gage b. The apparatus, 
except the gages, is enclosed in an electric furnace which main- 
tains a h^h temperature. When hydrogen is introduced 
through the inlet pipe c gages a and b record the same pressure, 
since the platinum tube does not retain hydrogen molecules at 
a high temperature, but allows them free passage. If nitrogen 
is introduced through the c inlet, gage a shows an increase in 
pressure, since it records the total pressure of all gases present. 
But the platinum tube does not allow nitrogen to pass, and gage 
b still records only hydrogen pressure. It is found by experi- 
ment that the introduction of nitrc^en does not change the read- 
ing of gage b, which shows that the pressure of hydrogen in A is 

■ Lohnstein, Z. physik. Chem., E4, 715 (1906). 
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unchanged by the introduction of nitrogen, Tiie difference 
between the readings of the two gages is of course the partial 
pressure of the nitrogen, and this is also found to agree with 
that demanded by Dal ton's law. 

Dalton's law may also be stated as follows: The partial 
pressure of any gas in a mixture of gases is proportional to the mol 
fraction of that gas. If p is the total pressure on a mixture 
of several components, a, b, c . . . 

Po = pXa-, pb = pxb; pe^ px, . . . (4) 

From this relation the mol fraction may bo calculated if the 
partial pressure is known, or the partial pressure may be com- 
puted from a mol fraction determined by analysis. These 
calculations wOl be made frequently in the chapter on chemical 
equilibrium. 

Avogadro's Law. — The number of molecules contained in a 
given volume of gas under any fixed conditions of temperature 
and pressure ia independent of the nature of the gas. A more 
common statement of the law is that equal volumes of all gases 
under standard conditions of temperature and pressure contain 
the same number of molecules; but it should be made clear that 
so long as the two gases compared are at the same temperature 
and pressure, it is immaterial what the actual conditions are. 
The truth of this proposition was not conceded for a long time 
after it was put forth, and until recently its main support was 
the fact that the volumes of gases entering chemical reactions 
were simple whole multiples of each other and of the gaseous 
product formed. For example, since a volume of hydrogen 
and one of chlorine unite to form two volumes of hydrogen 
chloride without excess of either constituent remaining, it follows 
that the volume of hydrogen contained just the same number of 
particles as the volume of chlorine, or else just twice as many 
or half as many. Further, the number of molecules of hydrogen 
chloride is equal to the sum of the numbers of hydrogen mole- 
y cules and chlorine molecules, for there are two volumes of gas 
* after the reaction just as there were two volumes before it. 
Since no substance has ever been prepared which contained less 
chlorine per molecular weight than hydrogen chloride it is 
natmai to conclude that there is only a single atom of chlorine 
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in each molecule of hydrogen chlorine. The same statement 
holds for hydrogen. So it seems safe to state that the volume 
of chlorine contains exactly the same number of molecules as 
the volume of hydrogen. It follows also that the molecules of 
each of these substances contain two atoms, for the molecules of 
hydrogen chloride all contain hydrogen and there are twice as 
many of them as there were molecules of hydrogen used in their 
formation. 

It has been shown by careful experiments that two volumes 
of hydrogen and one of oxygen form two volumes of water 
vapor. Avogadro's law states that the number of particles of 
water vapor formed is twice as great as the number of molecules 
of oxygen used, hence the oxygen molecule also contains two 
atoms. While definite conclusions should not be drawn from a 
single set of experimental facts such as these, the facts here 
stated are supported by all reactions in which oxygen gas takes 
part. 

Avogadro's Number. — Within the last 10 years experiments 
have been made (some of which will be mentioned later in their 
proper place) from which it is possible to calculate the number of 
molecules in a gram-molecule. The experiments have been made 
by numerous investigators, using a variety of methods based on 
widely different phenomena, but among all of them the agree- 
ment is excellent. Each of the methods has been subjected to 
searching tests and it may be said with absolute conviction that 
the numbers found are true, in spite of the inconceivably large 
value of them. It would of course be quite impossible for any 
set of experimenters to count such numbers in a life time, but 
fortunately this has not been found necessary. All of the 
determinations are of the order of 6 X lO^^, or 600,000,000,- 
000,000,000,000,000, and the molal volume of all gases contains 
this number of molecules. 

In the following table are given some of the more recent 
determinations of this number, commonly called ''Avogadro's 
number," or Avogadro's constant. A review of the experi- 
mental methods on which these determinations are based would 
be beyond the scope of this book, since the experimental pro- 
cedures are usually complex, and the calculations in connection 
with them are somewhat involved. There is an agreement 
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among them which would be gratifying if the same method had 
been used by all the observers; when it is considered that the 
determinations have been made by methods which are quite 
different in principle, to say nothing of the apparatus used, the 
concordance is truly remarkable and convincing. 

Table 12. — Ayogadro's Number^ 

The table shows the number of molecules in a gram molecule as deter- 
nuned by the method noted. 



Observer 


Method 


Molecules 
per gram- 
molecule 


Perrin 


Mean free path of a molecule 

Brownian movement of colloids 

Intensity of Brownian motion 

Intensity of Brownian motion 

Rate of fall of oil drops in air 

Scattering of solar radiation 

Scattering of solar radiation 

Charge on an alpha particle 

Determination of unit electric charge . 

Radiation laws 

Angular displacement of a • colloidal 
particle 

Alpha particles in helium from radium 

Alpha particles from polonium 

Kinetic energy of an alpha particle 

Change of distribution of colloidal par- 
ticles 


5 to 6 X 10" 
6.8 


Svedberg 

BriUouin 

Fletcher 

King'.. 


6.2 
6.9 
6.03 
6.2 


Pacini'. . 


5.7 


Rutherford 

Millikan 

Planck 


6.0 

6.06+0.01 

6.06 


Perrin. 




Boltwood 

Curie... 


6.5 
6.3 
6.5 


Rutherford 

Westgren* 


6.2 
6.09 



Among these determinations that of Millikan is perhaps the 
niost accurate, and it may be said with certainty that we know 
the "population" of a gram-molecule as accurately as we know 
that of any large city. Probably no human mind is able to 
grasp the meaning of such an exceedingly large number as this, 

^References to the original articles dealing with these experiments, 
tolSether with a brief description of some of them, will be found in the 
GWoi Electric Review, 18, 1159 (1915). 

* Trans. Roy, Soc. Canada, 8, 59 (1914). 

^Nuovo Cimento, 10, 131 (1915). 

*Arkiv. Mat, Astron, och Fysik, 18, 14 (1918). 
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but a clear concept of its size is fortunately not required in order 
to benefit from the truth of Avogadro's law. The actual deter- 
mination of the number is important to us chiefly as real tangible 
proof of the law. Indeed the table shows such agreement among 
the experiments quoted (which are by no means all of the 
researches made in this field, but only selected examples) as to 
leave little doubt of the validity of the law. The actual deter- 
mination of the number was accomplished just a hundred years 
after the first statement of the law (1811) by Avogadro. 

Viewed in the light of this number the attainment of a 
*' vacuum" seems quite hopeless, for the lowest pressures ever 
observed, after the most eflScient removal of gas from a container 
are about 0.001 dy=ne per square centimeter (this is less than 
KoOjOOOjOOO oi an atmosphere), and in this ''vacuum'' the 
number of molecules per cubic centimeter is greater than the 
population of the earth. 

Molecular Weight Determinations — ^Dumas Method. — When 

the ideal gas equation is written pv =j^RT, it will be seen that 

the molecular weight of a gas may be determined when the weight 
of a known volume at some definite temperature is known. Of 
the many experimental procedures for molecular weights, that 
of Dumas is perhaps the best known, and most simple. It 
consists in immersing a weighed bulb with a small neck in a bath 
of boiling water while a quantity of liquid within the bulb boils 
until all air is expelled, and there is no excess of liquid remaining. 
(For liquids boiling higher than water, an oil bath may be used.) 
The bulb is then sealed quickly, and the barometer is read. At 
the moment of seaUng, there is in the bulb vapor at the baro- 
metric pressure and at the temperature of the bath. Thus 
T and p are known, m is determined by weighing the bulb, 
and V by filling the bulb with water and weighing again. As the 
bulb when first weighed is filled with air which is expelled by the 
boiling liquid, it is necessary to compute the weight of air expelled 
and subtract it froia the first weighing in order to obtain the 
weight of the emp^ bulb alone. Commonly a bulb of about 
500 c.c. is used. A6 it is diflScult to weigh this bulb accurately, 
a modified procedure has been devised as follows:^ A quantity 

» Schultze, Physikalische Zisch,, 14, 922 (1914). 
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of the liquid whose vapor is under examination is placed in a 
glass vessel of the form shown in Fig, 6, and this bulb is heated 
in a bath of constant known temperature until the excess of liquid 
is expelled; the bulb is then sealed at c and removed from the 
bath. Now the small bulb a is immersed 
in liquid air, while the large one is heated, 
until all of the substance is condensed into 
the tiny bulb. This is then sealed off and / 
weighed, emptied and weighed again, thus j 
giving the weight of vapor present at the \ 
temperature T and pressure of the atmos- 
phere at the time of sealing. The large 
bulb is weighed roughly, its tip is broken 
off under water, which then completely fills 
the bulb, and it is weighed again to about a tenth of a gram. 
This difference in weight gives the volume of the large biJb, to 
which is added that of the tiny bulb (less than 3 c.c), also 
determined by filling with water. Some results obtained in this 
way are shown below. 

: Dumas Method 




wnicn IS added tnat oi tn 
determined by filling with t 

I way are shown below. 
TaBI,E IS.^MOLBCI'L; 
Substance 
Ether 
Ether 

Ether 

C&rboQ disulfide 

Acetone 



I Metn: 

^nthyl 
^Mitrol 



Chloroform 

Alcohol 

Uethyl alcohol. . 



liter 
of vapor 



Molecular 

weight 
found by 
experiment 



74.03 
77.84 
58.22 
78,01 

120.40 
45.87 
32.17 
86,16 
88.16 

123,70 



Formula 
weight 



74.08 
76.14 

58.05 



The divergences between experimentally measured molecular 
weights and those calculated from the formula of the substance 



J 
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are not due to errors in the experiments themselves, but to a 
failure of the ideal gas equation to describe accurately the 
behavior of the vapor. Such deviations can be eliminated from 
this method to a large extent by the " limiting density " procedure 
mentioned in the previous chapter. 

Victor Meyer's Method. — This procedure is adapted to eub- 
Btances which vaporize at somewhat higher temperatures than 
those suited to Dumas' method; indeed it can be applied at all 



?\ 



PiQ. 7. — Victor Meyer apparatus. 

temperatures below the softening point of glass. In principle 

the method consists in dropping a weighed quantity of the 
liquid or solid substance into a vessel filled with hot air at such a ' 
temperature that the substance vaporizes readily. The hot 
bulb is made much larger than the volume which the substance 
will occupy as a vapor, and since a constant pressure is main- 
tained in the bulb, a volume of air equal to that of the vapor 
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, a vapor 



formed is expelled into a measuring vessel. That i 
has been substituted for an equal volume of a 
in measuring. 

One form of Victor Meyer apparatus is shown in Fig. 7. The 
substance whose molecular weight is desired is weighed in a little 
bulb a, which has a capillary stem, and is supported on the rod fe 
so that a turn of the rod releases it. The bulb falls into the 
heated portion of the vaporizing chamber c, where the substance 
evaporates, and displaces an equal volume of air from the top 
of the chamber. This air is collected in the buret and measured. 
It represents the volume which the vaporized substance would 
have at the temperature of the buret if it were a gas at this 
temperature. Knowing the barometric pressure and the temper- 
ature in the buret, we have all of the necessary data for substi- 
tuting in the equation "pv = (m/M) RT, and the molecular weight 
Af is readily calculated. The temperature used in this calcu- 
lation is that of the gas in the buret, not the temperature of 
the vaporizing chamber; for the vaporized substance has dis- 

I placed a volume of hot air equal to its volume while hot, and 
this air has been cooled for convenience in measurement. Some 
typical results are shown in Table 14. 
Table 14.— Molecular We 



uHTs Obtained Br 
Mbthob' 
Bromine, formula weight 159. S 



» 



Wdght taken 

Vol air displaced 

Buret lemperature (aba.) . . 
fteasme (corr. for aqueous 

tenaon in the buret) 

Mol. wt. caled 



0.1970 



0-2015 



0.1475 
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The experimental results are uniformly higher than the 
accepted values which accord with the simple molecular formula. 
This is to be expected since all of the substances have large 
molecules, the vapors in the heated bulb are at pressures which 
are not far removed from the condensation pressures, and the 
molecular weights were calculated from the simple gas laws. If 
the results are calculated from the van der Waals equation (for 
example) they will be found much closer to the accepted formula 
weights. That is, the differences are due to the failure of the law 
of ideal gases to describe accurately the behavior of the vapor. 

KINETIC THEORY OF GASES 

Fundamental Equation. — The molecules of a gas are not at 
rest, but move about through the confining space with great 
rapidity,^ colliding frequently with each other and with the walls 
of the vessel surrounding them. This statement is supported 
by the fact that when two gases are brought in contact and the 
mixture is allowed to stand, it finally becomes homogeneous or 
of uniform composition throughout. If a quantity of chlorine 
be placed in the bottom of a vessel by displacing part of the air 
in it, a distinctly greenish layer will be seen. If this is allowed to 
stand for some time the green layer diffuses throughout the 
whole vessel, and, there is no longer any visible boundary between 
the two gases. This mixing is not dependent on any stirring, it 
will take place if the vessel is kept absolutely quiet and at a 
constant temperature. 

The pressure exerted on the walls of a container by a gas is 
entirely due to collisions which take place between the moving 
molecules and the walls. It is known that the pressure does not 
decrease if a gas is allowed to stand indefinitely in a closed 
space at constant temperature, and that a gas does not continu- 
ously absorb heat from the surroimdings to supply the energy of 
motion of its molecules. This can be true only if the molecules 
are perfectly elastic as regards their collisions with one another,, 
for otherwise the collisions would absorb energy and the inten- 
sity of motion would gradually decrease; and cause the pressure 

^ The molecules in air move at about a half mile per second, 'but the 
average straight line distance travelled between collisions is only about 
0.0001 m.m., thus making the number of hits per second for each molecule 
about five thousand million. 
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to faU off. The pressure is perfectly constant on all the walls 
at all times, so the bombardment of the walls must be uniformly 
distributed. 

Within a gaa the molecules move about in the utmost chaos, 
with no regularity whatever, and at widely different velocities. 
A molecule which has a high velocity at one instant may suffer 
a collision which changes its direction and velocity at any moment. 
Indeed the path of each molecule is absolutely haphazard, and 
the state of a gas must be thought of as absolute confusion. 
But it is convenient in visualizing the behavior of molecules, as 
regards pressure exerted on the surrounding walls, to consider 
their motions along three axes perpendicular to the faces of a 
confining cube; and to consider the average velocity of all the 

I molecules, in place of the rapidly changing velocity of a single 

\ molecule. 

Let us consider that the molecules, in place of moving about 

J in chaos, move in three directions perpendicular to the faces of a 

I cube, and that one-third of them move in each of the directions 
at any moment of time. This is equivalent to resolving the 
actual motions into their components along tliree perpendicular 

> axes and considering the motion in one direction at a time. Let 
1 be the mass of a single molecule moving in one direction with a 
velocity lii centimeters per second, and let the side of a cube 
containing the gas be I. In order for a molecule to make a 

» complete round trip from a given point to one wall, then to the 
other wall and back to the starting point, it must travel the 
21 
distance 21, which will require - ~ 
ani 



I 



I 
i 

I 



- seconds. To state this in 

other way, the molecule will make „. round trips per second, 

"and hence strike a given wall of the vessel sr times per second. 



'2i' 

This molecule approaches a wall with velocity Ui before the col- 
lieion, and after its collision the velocity is — ui. Its momentum 
9 then changed from mui to — mui, and this takes place at a wall 
very time a molecule strikes this wall. 

The total change in momentum of this molecule at a given 
^all per second is therefore 2mui X „)" Now let n be the 
T of molecules in the cube, and let u be the average veloo- 
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ity. We have already assumed that one third of the molecules 
moved in each of the three directions. The change in momen- 

turn per second at one wall of the cube for all of the « molecules 

striking it will be 

2mti X 1^ X I = / 

or — T- for each of the « molecules. The force/ exerted on a wall 

is the rate at which momentum is imparted to it,^ so this expres- 
sion is equal to the force exerted by the gas on a wall of the 
cube. Pressure is by definition the force exerted upon a unit 
area and the area of the wall is P, whence 

p = - = - X 2mi. X 2i X 3 = 3 -p- (5) 

But l^ is the' volume of the cube, which we will call v, and our 
equation then becomes 

P-H"^ (6) 

Since for a mol of gas pv is equal to RT (equation 3) we may write 

pv = }imnu^= RT, (7) 

which is the fundamental equation of the simple kinetic theory. 
If p is in dynes per square centimeter (bars), v is in cubic centi- 
meters, m in grams and u in centimeters per second, R has the 
value 83.2 X 10* ergs; and n is Avogadro's number. 

Validity of the Equation. — In deriving this equation we have 
assumed that the molecules of a gas move perpendicular to 
the faces of a cube with an average velocity u, whereas they 
move about in inconceivable confusion and strike the walls at 
all possible angles and with velocities varying from zero to very 
high values. Ordered motion could not possibly be established in 
the three directions and (owing to collisions) would not remain 
ordered for a finite length of time if established. Hence a 
reasonable suspicion, of the validity of the equation thus derived 
may exist, and it must justify its existence by according with the 
known behavior of gases or be valueless. Let us examine the 
case for and against our equation. 

^ Force has the dimensions, -^i and momentum is — r» hence -r- X t is 
the rate of imparting momentum to a surface. 
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In perfect random motion among a very large number of 
molecules, with millions of millions of collisions taking place, 
the same number of impacts would probably fall on each face of 
the cube in a given time, and among such a large number of 
perfectly random hits, they would probably be distributed about 
uniformly over the area; our assumption was an equal number 
of collisions on each wall, uniformly distributed over it. If we 
resolved the motion of each molecule in the totally chaotic state 
along three perpendicular axes at any given instant of time, 
we would probably find the same average velocity resolved on 
each axis, otherwise the pressure exerted on the different walls 
would not be the same, and this is contrary to experimental 
evidence. Our assumption is that equal velocities are resolved 
along each axis. 

If we write equation (7) in the form 

%n X Mmw^ = RT 
we see that the kinetic energy of a molecule, ^^mu^, must be 
directly proportional to the absolute temperature T, and that, 
since nothing has been assumed as to the kind of molecule 
ooncerned, the equation requires the kinetic energy of all mole- 
cules at a given temperature to be the same, since RT for a 
molecular weight of all gases has the same value. This state- 
ment requires that when two gases at the same pressure and 
temperature are mixed in any proportion there be no change of 
temperature. For in such a mixture the kinetic energies of all 
the molecules would speedily become the same at equilibrium. 
And if they were not the same before mixing, the change of 
kinetic energy should cause a change in temperature, since 
^mu* for each molecular species is proportional to the absolute 
temperature. The experimental fact that there is no change in 
temperature on mixing gases is thus evidence for the validity 
of the equation derived. The loss of kinetic energy of one 
species might be compensated by the gain for another (and hence 
ooDceal any temperature change) for one mixture of two gases, 
but a mixture in some other proportions would reveal this com- 
pensation effect. As a matter of fact, no change in temperature 
is observed, whatever the relative quantities of gas employed. 

Dalton's law of partial pressures is satisfied by the mixture, 
since there is no change of pressure and the total volume is the 



48 



PHYSICAL CHEMISTRY 



same as the sum of the volumes before mixing. Now a fixed 
number of molecules of one kind could not exert the partial 
pressure in the mixture required by Dalton's law (that is, the 
pressure which the gas would exert if it alone were present in the 
total volume) unless the kinetic energy of the molecules of this 
kind were unchanged by the process of mixing. Hence there 
is no change of kinetic energy on mixing; and the equation we have 
derived requires that there be none. 

Rate of Effusion of Gases. — At any given temperature the 
kinetic energies of two kinds of molecules should be the same 
according to our equation, that is 

or 



U2 Vmi \Mi \di 



(8) 



since the masses of the molecules are proportional to the mole- 
cular weights Ml and ikf 2, and to the densities di and ^2. This 
equation states that the velocity of the molecules should be 
inversely proportional to the square root of the density of the 
gas. Since effusion through a small hole is a manifestation of 
molecular motion, the correctness of this equation may be 
tested by comparing the rates of effusion of gases through 
a given opening. The statement in equation (8) is in fact 
Graham's law of effusion of gases. Some of his data are here 
quoted to show that this consequence of the fundamental 
equation (7) is proved by experiment. 

Table 15. — Rate op Eppusion op Gases* 



Gas 


Density 

relative 

to air 


Time of 

effusion 

relative 

to air 


Square root 
of density 


Velocity of 
effusion 
relative 
to air 


Velocity calcu- 

lated from 

square root of 

density 


Air 


1.0000 


1.000 


1.0000 


1.000 


1.000 


Oxygen 


1 . 1056 


1.053 


1 . 0515 


0.950 


0.951 


N, 


0.9714 


0.984 


0.9856 


1.016 


1.016 


CO 


0.9678 


0.987 


0.9838 


1.012 


1.016 


CH4. . . . 


0.5549 


0.765 


0.7449 


1.322 


1.342 


CO2. . . . 


1.5290 


1.218 


1 . 2350 


0.821 


0.809 


N2O.... 


1 . 5290 


1.199 


1 . 2350 


0.834 


0.809 



1 Graham, Phil. Trans, Roy. Soc. London, 186, 573 (1846). 
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If the kinetic energy of a gas molecule depends only on its 
temperature and is a quantity independent of the nature of the 
gas. 

If piVi — psfa at a given temperature the same volume of the 
two gases must contain the same number of molecules, i.e. 
til = na, since J^miUi^ = J-^maWa^ and thisis thelawof Avogadro. 

Thus we see that our fundamental equation (7) is in substan- 
tial agreement with all the known facts concerning gaseous 
substances at moderate pressures, even though we have made 
rather broad assumptions in its derivation. Evidently these 
assumptions, while contrary to the mechanism of the processes 
occuring in a gas, lead to the same consequences as the actual 
operations taking place. 

The equation may in fact be derived without assuming that 
the molecules have regular motion in given directions, and by 
taking into account the varied velocities shown at a given instant 
by the molecules, but such a derivation is beyond the scope of an 
elementary book. Students just beginning the study of physical 
chemistry will do well to concern themselves with the simpler 
derivation given above and the usefulness of the correct final 
equation (7) as an aid in forming a concept of the kinetic state 
of a gaa, rather than to attempt a rigid derivation. They should 
perhaps view the "derivation" above as an attempt to make 
equation (7) appear plausible, and consider the agreement of 
deductions based on it (such as the specific heat equation for 
monatomic gases in the next section) with experimental facts 
as "proof" of its validity. Certainly the remarkable agreement 
tetween the derived specific heat values and those determined 
in a calorimeter constitutes a suflSeient justification for the exist- 
ence of the equation; and it wQl materially aid us in forming a 
conception of the nature of a gas. 

Heat Capacity of a Monatomic Gas at Constant Volume. — 
The specific heat of a substance is by definition the ratio of the 
<iuantity of heat added to a gram of it to the attendant rise in 
temperature. The molal heat capacity would then be the ratio 
of the heat absorbed by a molecular weight of it to the rise in 
temperature. If the substance is a monatomic gas which is not 
allowed to expand during the heating (and hence does no work 
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against an external pressure), its molecular heat capacity may be 
calculated from equation (7). This calculation assumes that 
all of the energy added to a monatomic gas is used to increase 
the kinetic energy of the molecules; that none is used in producing 
rotation of the molecules or in any other way than in adding to 
the linear velocities of the molecules. It is for this reason 
that only monatomic substances are under consideration, for 
if 2 atoms are present in a molecule, energy is required to produce 
rotation of the atoms about axes perpendicular to the line 
joining their centers. Consequently in these substances the 
increase in kinetic energy of the molecules is not the only process 
absorbing heat. The derivation is as follows: 

Let u\ be the average velocity of the molecules at the absolute 
temperature Ti and u^ the average velocity at the higher temper- 
ature Ti after the quantity of heat Q has been absorbed by a mol 
of the gas. The increase in kinetic energy of all the moleculfes is 

where N is Avogadro's number of molecules in a mol of gas; 
and this increase in kinetic energy is equal to the heat added. 
Since we are concerned with a molecular weight of gas, the prod- 
uct Nm is equal to the molecular weight of the gas M. Writing 
the equation (7) for a molecular weight we obtain 

piv = }iMui^ = RTi 
and 

V2V = HMu2^ = RTz 

By multiplying each of these equations by ^ and subtracting 
the first from the second we obtain 

HMu2' - HMui^ = HR{T2 - Ti) (9) 

as the difference between the kinetic energies of the molecules 
at the temperatures Tz and Ti. This is therefore equal to Q, 
but Q is equal to the molal heat capacity of the gas, multiplied by 
the increase in temperature, that is Q = C^{T2 -- jTi), and, on 
substituting these quantities in equation (9) we have 

Q = C,{T2 - Ti) = MM(U2^ - UiO = ^R{T2 - Ti) (10) 

whence the molal heat capacity at constant volume is 

Cv = %R = 2.98 cal. per degree. (11) 
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Heat Capacity of a Monatomic Gas at Constant Pre&sure.- 

If the gas had been allowed to expand during heating, while the 

pressure was kept constant, work would have been done by the 

gas in pushing back the atmosphere, and a greater quantity of ' 

heat would have been required to 

produce the same increase of tem- 
perature. This additional quantity 

of heat absorbed and turned into 

work may be calculated as follows: 

The volume of the gas increases 

from Vi to V3 as a result of the 

increase of temperature from Ti to 

Ti. Suppose the gas was in a 

cylinder of area a and volume Vi, 

and that during the heating the 

piston rose through the height h 

until the volume was v^, as shown 

in Fig. 8. The piston has been 

raised through the height k against 

the pressure p exerted on each square centimeter of the piston. 

The work done is therefore force (p X a) times the distance h, 

and, since ah is va — vi, 

pah = W = p{v3 - vi) = RiTt - T,) 

since pvi — pvi is equal to RTa — RTi for a mol of gas. The j 
- value of fi is 1,99 cal., hence the work done by a mol of gas in 
expanding against a constant pressure, when the expansion is 
due to a temperature change, is 1.99 cal. per degree. The gas ' 
absorbs heat equivalent to this work done, and this quantity of 
heat should be added to that used in increasing the kinetic 
energy of the molecules, to give the total heat absorbed. That is, 
C,{Tt - Ti) + work = C^iTi - Ti) = H R(Ti - Ti) + 

R{Tt- 
or the molecular heat capacity at constant pressure is 

Cp = 5^fi = 4.97 cal., or C, - C, = R. (12) 

As mentioned above, this equation is applicable only in case 

energy is not used in increasing the rotation of the molecules, in 

causing their vibrations to increase, or in any other way than in 

increasing the kinetic energy of the molecules. At the time this 



-TO 



52 



PHYSICAL CHEMISTRY 



equation was first developed the only monatomic gas known was 
mercury vapor, and it was considered a triumph of the kinetic 
theory that the molal heat capacity of this substance was equal 
to that required by equation (12). Since that time five other 
monatomic gases, the so-called rare gases of the atmosphere, 
have* been discovered and subjected to experiment. As shown by 
the following table, these substances have the heat capacity 
to be expected from the kinetic theory of gases. It is indeed a 
useful equation from which we can predict the heat capacity of 
a substance before it has been discovered. 



Table 16. — Molal Heat Capacities op Monatomic Gases 



Substance 




Experiments by 



Mercury vapor 

Helium 

Argon 

Argon 

Argon 



4.97 


2.98 


5.10 


3.11 


4.99 


3.00 


4.97 


2.98 


5.07 


3.07 



Kundt and Warburg 

Behn and Geiger 

Niemeyer 

Pier 

Heuse* 



Ratio of the Specific Heats at Constant Pressure and at Con- 
stant Volume. — In addition to the evidence derived from experi- 
ments on the temperature change during expansion into a vacuum 
(to be discussed presently), there is another way in which 
the correctness of equations (11) and (12) may be tested. It 
will be remembered that these equations were derived on the 
assumption that all of the energy added to the gas increased 
the kinetic energy of the molecules, or performed work in over- 
coming the pressure of the atmosphere during expansion. Let 
us assume for the moment that there is some unknown absorp- 
tion of energy in addition to those stated. The equation Cp — 
Cv = R has been established by experiment; and the quantity of 
energy ^ R must be absorbed to increase the kinetic energy of the 
molecules and accoimt for the experimentally proven increase 
in pressure with the temperature. Let x denote the energy 
required for the unknown uses mentioned above. Then the 

1 Anndlen der Physik, 69, 86 (1919). 
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ratio of specific heats at constant pressure and at constant 
volume is 

?_" = MR+ ^ ^ 5 fi + 23; 

C, fiR + X 3R + 2x 
It is possible to determine the ratio of these two specific heats ^ 
from the velocity of sound in a gas,^ and the ratio for monatomic 
gases is 1.667. Now this ia %, and hence x in the above equation 
must be 0. This shows that the equations derived above are 
supported by the results of experiment. 

Heat Capacity of Diatomic Gases. — In case the molecules of 
a gas contain more than 1 atom, considerable quantities of 
energy may be absorbed in producing rotation of the molecule, 
or in producing internal vibrations (i.e., displacement of one of 
the atoms relative to another). Experiment shows that the 
pressure of the diatomic and triatomic gases increases with the 
absolute temperature in the same way as that of the monatomic 
gaaes; which could be true only if the kinetic energy of the 
molecules increased with the temperature in the same way. 
The energy absorbed and converted into vibrations or rotations 
must therefore be in addition to that required to increase the 
kinetic energy of the molecules, and in addition to that required 
to do work against the atmosphere during expansion. Let ua 
denote this additional energy by the term "internal energy," 
meaning thereby all of the energy absorbed which is not used in 
increasing the kinetic energy of the molecules or in external work. 
Then 

Cp ^ HR + R + £i„t 
and 

C. = hR + Ei„t. 
It will be seen from these equations that the ratio Cp/Cc will 
be smaller than 5i in case Ej^t has a considerable value. Table 
17 shows that this ratio is much smaller than 1.667; it is about 
1.4 for diatomic gases, and it approaches unity as a limit as 
the internal energy increases in comparison to the increase of 
' The equation for thia ratio is 

sound velocity = nX = ■^(p/d)y (13) 

where n is the frequency or "pitch" of tho sound, \ is its wave length, p 
and d are respectively the presaure and density of the gas, aod 7 ia the 
ratio Cf/C, for the gas in which the sound travels. It was derived by 
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kinetic energy. Thus for ether, a gas molecule containing 
15 atoms, the ratio^ is only 1.08. 

Table 17. — Ratio op the Molal Heat Cafacitibs op Gases at Con- 
stant Pressure to Those at Constant Volume* 



Gas 


Centigrade 
tempera- 
ture 


c. 


c. 




A 


15 
-180 

20 
-75 

20 
-30 
-70 

15 
-45 
-55 
-80 

15 

5 

-30 

-55 

-80 

18 


5.07 
5.31 
8.88 
8.07 
9.24 
8.79 
8.37 
7.25 
7.17 
7.26 
7.33 
8.50 
8.42 
8.14 
8.08 
8.08 
10.43 
9.13 
10.22 
9.17 
8.79 
8.64 
12.40 
11.04 
10.44 


307 
3.01 
6.85 
5.90 
7.20 
6.71 
6.23 
5.25 
5.16 
5.25 
5.31 
6.60 
6.41 
6.12 
6.05 
6.03 
8.38 
6.96 
8.18 
7.08 
6.63 
6.41 
10.33 
8.90 
8.15 


1.65 


CO. 


1.76 
1.30 


NiO 


1.37 
1.28 


NO 


1.31 
1.34 
1.38 


CHi 


1.39 
1.38 
1.38 
1.31 


C2H2 


1.31 
1.33 
1.34 
1.34 
1.25 


CjH4 


-70 
18 
-36 
-68 
-91 
15 
-35 
-82 


1.31 
1.25 


C2H6 


1.30 
1.33 
1.35 
1.20 




1.24 
1.28 



^ From the law of the equipartition of energy it can be shown that the 
heat capacity of a gas is }^R for each '^degree of freedom'' of its molecules. 
A diatomic molecule has 3 degrees of directional freedom (motion along the 
three axes) and 2 degrees of rotational freedom, about the two perpendicular 
axes which are each perpendicular to the L'ne oining the centers of the atoms 
of the molecule. Thus the heat capacity of oxygen at constant volume 
should be %R and at constant pressure J^Rt whence the ratio would be 1.40. 
These figures are in good agreement with the measured values recorded in 
the table. That the matter is not as simple as this is shown by an increase 
of the molecular heat capacity with the temperature. For this variation 
the kinetic theory has no simple explanation. 

« Heuse, Ann. PhyHk,, 59, 86 (1919). 
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All monatomic gase 

Nitrogen' 

Hydrogen' 

Oxygen' 

Carbon dioxide' 

Carbon monoxide'. 

Water vapor* 

Ammonia' 

Benzol vapor' 

Ether vapor' 

Air' 



1.667 
1.414 
1-403 
1.399 



1.37 
1.317 
1.13 



Mass of Gas Striking a Unit of Surface, — -Langmuir' has 
derived an equation expressing the mass of gas striking a square 
centimeter of surface per second. Since for a given tempera- 
ture the average kinetic energy of the molecules is fixed, and the 
pressure is due to the impacts of gas molecules, it will be seen 
that this mass must be proportional to the pressure of the gas. 
The equation is 

rw~ 



(i*Ji 



where m is the mass of gas in grams striking a unit of surface, 
p is the presBiu-e of the gas in dynes per square centimeter, 
Af is the molecular weight of the gas, ir is 3.1410, T is the absolute 
temperatiu-e and R has the value 8.32 X 10'' ergs. 

Energy Absorbed During Expansion when No Work is Done. — 
In the above derivation of the specific heat equation for mon- 
atomic gases at constant pressure (equation 12) it was assumed 
that all of the energy added was changed into the kinetic energy 
of the molecules or used in overcoming the external pressure. 

» Schulae and Rathjen, Ann. Phyink, 49, 457 (1916). 

' Shields, Phys. Rev., 10, 525 (1917). 

■ Partington, Pkysik Z., 14, 969 (1914). 

•Lediic, J. Physique, 6, 5 (1916). 

" Diishman. Gen. EUc. Rei-im, IB, 955 (1915). 

*Phys. Ber., a, 329 (1914). 
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There is another way in which energy might be used, and unless 
the quantity so used is zero, in a given case, equation (12) is 
not applicable to this case. If the molecules exert considerable 
attractive forces on one another, these forces will resist the 
expansion, and they must be overcome diuing expansion. If an 
experiment could be arranged in which no work was done diuing 
expansion, it would be possible to measure the energy required 
for the separation of the molecules against their own attractive 
forces, should these 6xist. Suppose one of the bulbs in Fig. 9 to 
be filled with a gas and the other to be evacuated; both being in 
a vessel of water containing a sensitive thermometer. When 




FiQ. 9. 

the stop cock is opened, gas will rush into the empty bulb and 
the pressure in the first vessel will fall until the pressure is the 
same in both bulbs. The gas does no external work in expanding 
into the vacuum, but the molecules of the gas are separated from 
each other. If work has been done in this separation, it must 
have been at the expense of energy absorbed from the gas itself 
or from the water in the calorimeter vessel, either of which would 
be shown by a change in the reading on the thermometer. 

Experiments have shown that under the conditions here 
outlined, there was no appreciable fall in the temperature as 
shown by the thermometer, when the pressure of a gas was small. 
Under high pressures, however, the molecules of gases come 
close together, and do exert some attraction on each other. If 
such an expansion be carried out from high pressures, there will 
be a considerable decrease in temperature (called the Joule- 
Thomson effect) during the expansion; and if very sensitive 
measuring instruments be employed, small cooling effects will be 
observed with ordinary gases at moderate pressures. For 
monatomic gases the cooling effect has been found to be negli- 
gible, and equation (12) leads to values for the heat capacity of 
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these gases which are in strict agreempnt with experiment. 
The cooling of diatomic and more complex gases is considered 
in the next paragraph. 

Deviations from the Simple Gas Laws. — The simple law pv = 
nRT no longer applies when the pressure is increased to quite 
high values, or when the gas approaches the temperature at 
which it condenses to a liquid under the applied pressure. 
The compressibility is less than that called for by this simple 
law; that is, doubling the pressure does not decrease the volume 
to half its original value. It is natural to conclude that comprea- 
Bion does not change the volume of the molecules, but only 
decreases the free space between them. At high pressures, the 
volume occupied by the molecules becomes considerable in 
comparison with the total volume of the system. A better 
representation of the obser\'ed compressibility is obtained by 
modifying the equation to allow for the volume of the molecules, 
by writing it 

piv -b) = RT (14) 

where t is understood to be about the volume occupied by the 
substance of the molecules. It is perhaps the volume which 
the molecules would occupy if brought to rest; certainly it is not 
Hmaller than this, and it may be larger. Let us consider it as 
that part of the volume which is not compressed by increasing 
the pressure on the gas. By subtracting the incompressible 
volume b from the observed total volume v we bring our equation 
into better accord with the facts. 

}oule-Thomson Effect. — In connection with the specific heat 
equation (page 49) the Joule-Thomson effect was mentioned. 
This effect is a cooling which is observed when a gas is allowed 
to expand from one pressure to a lower one without performing 
^y external work, such as pushing back the atmosphere to 
make room for itself. If there were no attraction between the 
molecules, there should be no absorption of energy in over- 
TOming it, and hence no decrease in the temperature of the gas. 
'n the following table are shown some figures which illustrate 
">^ Joule-Thomson effect' for a pressure decrease of about 3 
staioepheres. 
'fiuckin^ara, BuU. Cur. Skatdardg, 3, 237 (1907). 
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Table 19. — Cooling op Gases 


ON Expansion 


Gas 


Initial 
temperature 


Observed 
cooling 


Carbon dioxide 


0° 
40° 
80° 

10° 
90° 

7° 
90° 

8° 
90° 

7° 

90° 

-80° 


4.82° 


OxvKen 


3.47° 
2.90° 

1.07° 


Air 


0.80° 

0.88° 


Nitrogen 


0.51° 
1.03° 


Hvdroflren 


0.63° 
-0.10° 




-0.148° 
0.00° 



Effect of Molecular Attraction — ^van der Waals' Equation. It 

may be seen from this table that the molecules do attract each 
other and that the cooling (which may be assumed a measure 
of the attraction) is different for different substances. This 
attraction tends to bring the molecules closer together, just as 
does the applied pressure; it should therefore be added to the 
pressure term to show that both the applied pressure and this 
''internal pressure," A, are compressing the gas. Our equation 
now stands, for a mol of gas, 

{V-^ A){v - h) = RT 

A further inspection of the table will show that the attractive 
pressure, or internal pressure, decreases as the temperature is 
raised, therefore as the volume is increased by this rise of tempera- 
ture. It is thus evident that the attractive pressure is a function 
of the molal volume itself. This is supported by the known 
fact that the deviations of actual gases from the simple law 
pv = RT become smaller as the pressure becomes smaller, 
whereas if A is a constant, its importance would become greater 
relative to p at lower pressures. If we consider the layer of 
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molecules about to strike a given wall at any instant of time, 
we see that the attraction holding them back will be proportional 
to the number of molecules back of them, i.e., to the number of 
molecules attracting them. Since the number about to strike | 
at any instant is also proportional to the number present, it 
follows that this attractive force is proportional to the square of 
the density of the gas, or inversely proportional to the square | 
of the volume occupied by a mol of gas. Our equation may then 1 
be written with a/v^'ia place of A, when we have 



(15) 



(p + i) (» -b) -RT 



Thia ifl theequation of van der Waalsfor the behavior of a mol 
of gas, though the argument on which it is based is not the same 
as that used in it-a original derivation. In this form the equa- 
tion is able to represent quite accurately the behavior of gases 
under much higher pressures than those to which the equa- 
tion pv = ET is apphcable; but it is of course much more dif- 
ficult to handle. Unlike the simple gas law equation, it contains 
constants which depend on the nature of the gas under considera^ 
tion The quantities a and b are different for different gases, 
and must be calculated from experiments on the particular 
gas under consideration; these values are shown in Table 20. 

The equation of van der Waals also appUes to the hquid state 
of substances; that is, it describes the compressibility of a liquid 
and its change of volume with changing temperature, though in a 
less satisfactory way than with gases. Near the critical region 
(the highest temperature at which condensation to a liquid is 
passible) the equation fails completely. It will be recalled that 
in the derivation we did not assume that the attraction between 
the molecules varied as any particular function of the distance 
between the molecules; we assumed only that the attractive 
force was dependent on the number of molecules. A proper 
knowledge of the change of forces acting between molecules with 
the distance between them will doubtless explain some of these 
deviations. 

When the pressure becomes small and the volume of a mol 
of gas correspondingly large, the term a/v^ becomes so small in 
comparison with p that it may bo neglected; also the volume b 



60 



PHYSICAL CHEMISTRY 



is negligible in comparison with the molal volume v, and it may 
be neglected. The equation of van der Waals thus reduces to 
the simple gas law at large molal volumes. 

Richards^ states that the quantity b is about 1.2 times the 
molal volume of the liquid substance at its boiling point, and 
that it represents essentially the volume of the molecules them- 
selves. Others incline to the view that 6 is somewhat larger than 
the volume of the molecules, perhaps four times as large. The 
point has not yet been settled definitely. 

Table 20. — Values op van deb Waals' Constants a and b When The 
Presbube is in Atmospheres, and The Molal Volume in Cubic 

Centimeters' 



Substance 



h 

cubic 

centimeters 

per mol 



Value of the attrac- 
tive force a/v* at a 
molal volume of 
one liter 



H,... 

O2.... 

N2... 

CO2.. 

CO... 

SO2.. 

C2H6. 

Cell 6. 

CCI4. 

H2O.. 

Ether 

NHs. 



0.23 

31.6 

37.3 

42.8 

38.6 

56.5 

69.9 

120.3 

127.3 

33.2 

134.7 

36.4 



0.19 

1.36 

1.31 

3.61 

1.43 

6.69 

6.0 

18.71 

20.86 

5.87 

17.44 

4.05 



X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 
X 10 



0.19atm. 

1.36 

1.31 

3.61 

1.43 

6.69 

6.0 
18.7 
20.9 

5.87 
17.4 

4.0 



Other Equations for Gases. — The equation of van der Waals 
is not by any means the only equation which has been proposed 
to represent the changes of pressure and temperature of a gas 
with volume; many others have been suggested from time to 
time, and new ones are constantly being proposed. In general 
it may be said that the accuracy with which a given equation 
expresses the behavior of an actual substances increases some- 
what as the complexity of the equation employed increases, 

1 J. Amer, Chem. Soc, 36, 629 (1914). 

«For other data see Z. physik, Chem.y 69, 52 (1910). 
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though this is not necessarily true. For a compressed gas is 
a highly complex system in which must be considered the attrac- 
tion and repulsion of molecules for one another, the variation of 
these forces with the temperature, the variation of the volume 
of the molecules themselves with temperature, etc. It is not 



Table 21. — Pressure op Carbon Dioxide at Various Volumes.* Show- 
ing Deviations of Pressures Calculated from the Ideal Gas 

LAW, FROM VAN DER WaALS' EQUATION AND FROM KeYES' EQUA- 
TION, FROM Experimental Pressures 



Abs. 
temp. 



Volume 
of a 
mol 



Measured 

pressure, 

atmospheres 



Calculated pressures and percentage 
deviations 



Ideal 

gas 

law 



Per 
cent 



van 

der 

Waals 



Per 
cent 



Keyes 



Per 

cent 



273 



304 



321 



337 



373 



1,?20 

1,100 

880 

660 



1,320 

1,100 

880 

660 

1,320 

1,100 

880 

660 

1,320 

1,100 

880 

660 

1,320 

1,100 

880 

660 



15.07 
17.70 
21.22 
26.67 

17.22 
20.32 
24.58 
31.36 

18.40 
21.75 
26.41 
33.92 

19.50 
23.08 
28.13 
36.31 

21.98 
26.11 
32.01 
41.74 



17.0 


13 


15.4 


2 


15.10 


20.4 


15 


18.2 


3 


17.69 


25.5 


22 


22.1 


4 


21.33 


34.0 


27 


28.0 


5 


26.72 


18.9 


10 


17.4 


1 


17.23 


22.7 


12 


20.6 


2 


20.30 


28.4 


15 


25.2 


3 


24.68 


37.9 


20 


32.1 


2 


31.41 


19.9 


8 


18.5 


1 


18.40 


24.0 


10 


21.9 


1 


21.72 


30.0 


14 


26.8 


2 


26.52 


40.0 


18 


34.3 


1 


33.97 


20.9 


7 


19.5 





19.48 


25.1 


9 


23.1 





23.05 


31.4 


11 


28.3 


1 


28.23 


41.9 


13 


36.5 


1 


36.36 


23.1 


5 


21.9 





21.95 


27.8 


7 


25.9 


1 


26.07 


34.7 


8 


31.9 





32.11 


46.3 


11 


41.3 


1 


41.78 



0.2 
0.0 
0.5 
0.2 

0.1 
0.1 
0.5 
0.2 

0.0 
0.1 
0.5 
0.2 

0.0 
0.1 
0.5 
0.2 

0.2 
0.2 
0.4 
0.1 



* Keyes, Amer, Soc. Refrig, Eng.j 1916, Dec. 4. 
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surprising that a simple equation is unable to take all of these 
features into account. 

One recent equation which accords quite accurately with 
observed experimental data is that of Keyes,^ which may be 
written 

(p + (iTZip) iv-d)= RT (16) 

where a and I are constants and the logarithm of 5 is a function 
of the volume. Calculations based on this equation are rather 
difficult to carry out, but the agreement between observed and 
calculated pressures is excellent. 

In Table 21 are shown the pressures of carbon dioxide corre- 
sponding to temperatures and molal volumes there given, together 
with the pressure calculated from the ideal gas law pv = RT; 
from van der Waals' equation, using the values of a and b given 
in Table 20; and from Keyes' equation, together with the per- 
centage deviation of each of these calculated pressures from 
the experimental one. It should be noted that pressures calcu- 
lated from the ideal gas law are seriously in error, and that this 
error is smaller for lower pressures and for higher temperatures. 
The deviations of van der Waals^ equation are less serious, but 
are also smaller when the observed pressures are small and the 
temperature is high. 

Molecular Diameters. — The quantity b in van der Waals' 
equation represents about the volume of the molecules them- 
selves. A rough idea of the volume of a single molecule can 
be obtained by dividing the volume b, in cubic centimeters per 
molecular weight, by Avogadro's number; from which by extract- 
ing the cube root we obtain a measure of the diameter of a 
molecule. Two other equations of the kinetic theory, which 
are too complex to be considered here, also give a measure of the 
molecular diameter; one from measurements of the index of 
refraction of the gas, the other from measurements of the length 
of path of a molecule between collisions at small pressure. The 
results of these three methods agree remarkably, as will be seen^ 
from Table 22. Other methods of estimating the diameter of 
single molecules will be taken up in later chapters, where they 

1 Keyes, Proc. Nat. Acad. Sci., 3, 323 (1917). 

2 Dushman, Gen. Elec. Review^ 18, 1,049 (1915). 
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will be seen to be in good agreement with the figures derived from 
the kinetic theory. 

The value of b for ethane is 70 c.c. per mol. On dividing this 
by 6 X 10^^ we obtain 115 X lO"'^* c.c. as the volume of a single 
molecule. The cube root of this figure is roughly 5 X 10~^ cm., 
which is the diameter of a single molecule. The figures of 
Table 22, and those obtained by quite different methods in 
Chapter III are all of this order of magnitude. 

Table 22. — Molecular Diameter in Centimeters, as Calculated 
FROM Equations op The Kinetic Theory op Gases 



Gas 



From the aver- 
age free path 
of a molecule 



From the value 
of h in van der 
Waals' equation 



From the index 

of refraction 

of a gas 



H2.. 

He.. 

NH, 

H2O 

CO. 

N,. . 

O2.. 

A... 

CO2. 

Hg. 



2.4 X 10-« 
1.9 X 10-8 
2.97 X 10-8 

3 . 19 X 10-8 
3.15 X 10-8 
2.97 X 10-8 
2.87 X 10-8 
3.36 X 10-8 



2.34 
2.65 
3.08 
2.89 
3.12 
3.15 
2.92 
2.94 
3.23 
3.02 



X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 
X 10-8 



1.9 X 10-8 
1 . 17 X 10-8 

2.28 X 10-8 
2.52 X 10-8 
2.42 X 10-8 
2.32 X 10-8 
2.36 X 10-8 
2.78 X 10-8 



Questions 

1. Calculate the volume of a mol of helium at 100° and a pressure of 
65 cm. of^mercury. 

2. Calculate the temperature at which a liter of helium under a pressure 
of 1 atmosphere weighs a gram. 

3. A liter of gas at 20° and 1 atmosphere pressure weighs 2.66 grams. 
Calculate the molecular weight of the gas. 

4. At what pressure will ammonia gas have the same density as air at 
1 atmosphere, if the temperature is the same for each? 

5. What would be the volume of a balloon having at 20° a lifting power 
of a ton (910 kilos) if it is filled with hydrogen? Assume the molecular 
weight of air to be 29. 

6. Water gas is practically a mixture of equal mols of carbon monoxide 
and hydrogen. Calculate the weight of a liter of it under standard condi- 
tions. Calculate its lifting power in a balloon, in kilos per cubic meter of 
gas. 
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7. When air is passed over hot coke and cooled to the original temperature, 
the volume increases 6 per cent. Assuming that no oxygen remains, 
calculate the mol fraction of CO2 and of CO in the gaseous mixture. What 
will be the molal weight of the mixture? Air may be assumed 21 mol per 
cent oxygen and 79 mol per cent nitrogen. 

8. At 250° and 1 atmosphere PCU is 80 per cent dissociated into chlorine 
and PCls. Calculate the weight of a liter of the mixture under these 
conditions. 

9. When steam is blown through carbon at a red heat 80 per cent of it is 
converted into CO and hydrogen ("water gas"). Calculate the weight 
of a cubic foot of this gas at the mouth of the producer, where the tempera- 
ture is 500° and the pressure is 1 atmosphere. What is the partial pressure 
of each gas? A cubic foot is 28 liters. 

10. The pressure in an incandescent light bulb is about one dyne per 
square centimeter. If the gas in it is air, what is the weight of it in a 
200 c.c. bulb? Calculate the actual number of molecules in the bulb. 
Assume a temperature of 20°. 

11. Calculate the velocity of the oxygen molecules in air at 15°. Calcu- 
late the velocity of the nitrogen molecules. 

12. At what temperature is the velocity of the oxygen molecules a mile 
per second? At what temperature is the velocity of hydrogen molecules 
1 mile per second? (A mile is 1610 meters.) 

13. If 100 c.c. of nitrogen under a constant pressure will flow through a 
given orifice in 155 sec., what is the density of a gas of which 100 c.c. under 
the same pressure will flow through the same orifice in 175 sec.? (6) Assum- 
ing the gas to be a mixture of nitrogen and argon, calculate the mol fraction 
of argon in it. (c) Calculate the time of flow for a mixture in which the mol 
fraction of the nitrogen is 0.50. 

14. Calculate the mass of carbon dioxide striking each square centimeter 
of its containing vessel when the pressure is 0.001 atmosphere and the 
temperature 25°. 

15. A liter of helium at 0°C. and 1 atmosphere pressure weighs 0.1785 
grams. Calculate a value of the gas constant R, 

16. Calculate the pressure at which carbon dioxide has a molal volume of 
1,100 c.c. at 0°, employing the ideal gas law. Calculate this pressure from 
van der Waals' equation, using the values of a and b given in Table 20. 
(6) The observed pressure imder these conditions is 17.70 atmospheres. 
Calculate the percentage error in each of the calculated pressures. 

17. Make the same calculations as in question 16 for a temperature of 
200°. The observed pressure at this temperature is 26.1 atmospheres. 

18. Calculate the heat required to raise 25 grams of helium through 100 
degrees at constant volume; at constant pressure. 

19. What is the partial pressure of NO2 in a mixture containing 45 per cent 
of it by weight and 55 per cent of N2O4? What is the apparent molecular 
weight of the mixture? 
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CHAPTER III 
PROPERTIES OF SUBSTANCES IN THE LIQUID STATE 

All of the substances which we were considering in the previous 
chapter as "gases," more properly termed substances in the 
gaseous state, may be changed to liquids by suitably increasing 
the pressure and lowering the temperature. A sufficient reduc- 
tion in temperature will cause a gaseous substance to liquefy 
regardless of the pressure unless this is kept exceedingly small; 
but in general an increase of pressure will not cause a substance 
to liquefy regardless of the temperature. There is a certain 
"critical temperature" characteristic of each substance, above 
which its gaseous phase may not be liquefied, no matter how 
great the pressure exerted upon it. Similarly, nearly all of the 
familiar liquid substances may be changed to the gaseous state 
at higher temperatures or under low pressures. The liquid 
phase therefore, like the gaseous phase, depends upon the 
temperature and pressure for its existence. 

Liquids are characterised by a greater resistance to flow 
(greater viscosity), by a much larger cohesive pressure, by a 
greater density and smaller compressibility than the same sub- 
stances possess in the gaseous state. All of these changes are 
due to the much smaller distances between molecules; indeed the 
molecules in a liquid are probably touching each other a consider- 
able portion of the time. These molecules exhibit the same kind 
of thermal vibrations that were considered under the kinetio 
theory of gases, but the molecules have less freedom of motion. 
They have shorter paths between collisions, the motions are 
Beriously damped by the attractive forces acting between the 
molecules, which are much more powerful in virtue of the smaller 
distances separating the molecules, but the kinetic energy of 
their motion is the same as that in the gaseous state at the same 
temperature. 

MiscibiUty. — While gases are capable of mixing wiVh one 
another in all proportions, and without influencing the properties 
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of each gas (such as its partial pressure), this is not true of liquids 
in all cases. Some pairs of liquids, such as alcohol and water, 
chloroform and carbon tetrachloride, benzene and xylene, do 
mix in all proportions; other pairs, such as aniline and water or 
ether and water, mix only to a limited extent; still others, such 
as benzene and water, alcohol and mercury, do not dissolve in 
each other to an appreciable extent. In the gaseous state all of 
these substances mix in all proportions, but this is doubtless 
because of the great separation of the molecules and the conse- 
quent lack of strong forces acting between them. In the liquid 
state, where molecules are very close to each other, specific 
attractive forces act between, them, and these forces seem to 
govern the extent to which one liquid will dissolve in another. 
No general rules for solubility of liquids are free from exceptions, 
but it is usually true that liquids of the same chemical type 
(two hydrocarbons, two liquid metals, or water and alcohols) 
are soluble in each other, while liquids of quite different natures 
exhibit slight attractions for each other. Thus when benzene 
dissolves in toluene, its surrounding molecules are like it, and 
the attractive forces between molecules are not much altered. 
But, due to the great difference between benzene and mercury, 
there is no attraction between these molecules, and no mercury 
molecules separate from their own phase and enter the benzene 
phase. Mercury is therefore insoluble in benzene. 

Molecular Attraction. — In the simple gas law, it was assimied 
that there were no attractive forces acting between the molecules; 
and it was found that at high pressures this assumption was not 
correct. To allow for it, a term (a/v^) was introduced into the 
gas equation (van der Waals' equation). A molecular weight 
of water at 20° occupies about 18 c.c, and consists of the same 
molecules which form the vapor. But without the attractive 
forces which cause the vapor to condense (that is, assuming that 
water vapor was a perfect gas) the pressure necessary to bring a 
mol of gas into a space of 18 c.c. is given by p X 18 = 82 X 293, 
whence the pressure is 1,340 atmospheres. The pressure exerted 
by water at 20° (its vapor pressure) is only about 0.02 of an 
atmosphere. It appears that the attractive pressure, or internal 
pressure^ must therefore be very large. The cause of molecular 
attraction is not fully understood but is believed to be due to 
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stray electric fields caused by the electrons within the atoms. 
Whatever its cause, its existence is certain, and new researches 
dealing with it are rapidly clearing up some of the disputed points. 
Many equations have been put forward by various investi- 
gators for calculating the internal pressure of a liquid from 
a/v^f from the latent heat of evaporation, and from other data. 
But the internal pressures so calculated are not in good agreement 
with one another in most cases. The following table shows 
the internal pressure^ in atmospheres according to the calculations 
of various workers. It should be borne in mind that all of these 
calculations are based on certain assumptions, and that the actual 
internal pressure has not been measured directly. The devia- 
tions among the values for any one liquid will indicate the un- 
certainty of the assumptions made as to the way in which the 
attractive forces act; but all of the calculations agree in showing 
that there is an internal pressure, and that it is very great. 



Table 23. — Internal Pressure (in Atmospheres) of Various Liquids 



Winther^ 



Traube^ 



Walden ^ 



Lewis* 



Mathews*^ 



Ether 

Ethyl acetate 

ecu 

Benzene 

Chloroform. . 

CS2 

Ethyl alcohol 



1,220 


990 


1,360 


1,930 


1,490 


1,140 


1,730 


2,640 


1,820 


1,305 


1,680 


2,520 


1,790 


1,380 


1,920 


2,640 


1,680 


. 1,410 


1,950 


2,780 


2,200 


1,980 


2,400 


2,920 


2,030 


2,160 


4,000 





1,970 
2,460 
2,660 
2,940 
2,910 
3,950 
3,600 



Surface Tension. — When a wire ring is dipped into a liquid a 
continuous film of liquid may form within it, due to the attraction 
between molecules in the liquid. In the bulk of liquid this force 
is exerted equally in all directions, but molecules in a surface 
exert a force which has a resultant in the surface layer. This 
same force of attraction holds a drop of liquid suspended on a 

» Hildebrand, J. Am. Chem. Soc, 38, 1,459 (1916). 

* From optical properties. 

* From surface tension and van der Waals' a and 6. 

* From thermal data. 

* From latent heats and surface tension. 
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rod, and iimite the size of a drop which may be so held; it causes 
the suspended drop to assume a spherical shape and thus reduce 
its surface to a minimum. Surface tension is measured in dynes 
per centimeter. If a ring has within it a continuous 61m of 
liquid, the surface tension causes a certain force to be directed 
toward the center of the ring for each centimeter of ring circum- 

fference. It is not correct to speak of surface ten- 
sion per square centimeter, for such a force could 
not act within the surface, but outside it. The 
force here concerned is in dynes per centimeter 
length of surface film, it acts within the plane of the 
~P^[^ surface, and perpendicular to the direction in which 
the length of film-edge is measured. 

The rise of a liquid in a capillary tube which 
is wet by the liquid may be used as a measure of 
its surface tension. If t is the tension in dynes 
per centimeter, and h is the height to which a liquid 
of density d rises above the horizontal surface in a 
tube of radius r, the equation connecting these 
quantities is 



T - '^ (1) 

This equation results from equating the surface 
tension to the weight of liquid raised by it when 
reached. The length of 



\/ 



F:o. 10.— Ap- yjbrium of forces 
paratuBformeas- ^ . . , 

uring capillary film edge IS the Circumference of the tube, 2«r, 
"^- hence the force is 2vry, and this is balanced by 

a volume of liquid rr*h of density d acted upon by the force 
of gravity, g. It follows from this that 2TCTy = icT^hdg, and 
upon solving for 7, equation (1) results. 

Much of the data on surface tension measured from the rise 
in capillary tubes is in error^ on account of failure to measure 
the height A above a horizontal surface. The tube in which the 
flat surface is measured should be at least 3 cm. in diameter in 
order to have a horizontal surface in it; smaller tub^ exhibit a 
capillary rise of their own which renders a capillary rise relative 
to such a surface incorrect. Kichards' apparatus is shown in 

' Richarfa, J. Am. Chem. Soc, 37, 1,656 (1915). 
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Fig. 10. The height of capillary rise is measured with a catheto- 
raeter by focusing on the horizontal surface in the large bulb, 
then on the capillarj' meniscus in the tube connected to the 
bulb. Some measurements by this method are shown in Table 
24. 

Table 24. — STmyACB Tension op Pdre Liqdids 
(Meaaured in dynes per centimeter at 20° by the capillary rise method) 



Water 


72,62 
28, 88 
22.61 
22,27 


Toluene 



























Surface Tension and Drop Weight. — Under proper conditions 
the weight of a drop which causes it to detach itself from the 
end of a capillary tube and fall under the influence of gravity 
may be used to determine the surface tension of a liquid,' since 
the drop weight is directly proportional to the surface tension 
for a given tube tip. This relation between drop weight and 
L surface tension is shown in Table 25. 



Substance 


Tempera- 
ture 


Surface 
tension =- 


MilligramB 

per 
drop = W 


W 




20° 
20" 
20° 
22,5° 
19- 1° 
16.4" 
17.5° 
16.4° 


16. SO 
32 10 
70.60 
29.38 
30.00 
39.19 
44.10 
45.13 


21.4 
41.4 
89.1 
35.2 
36 .-1 
49.8 
52.9 
57.0 




CiilorbesEene 




Witer 




Bwiene 




t:ihyl iodide 








AniliT 




Quinoline 









This furnishes a ready means of measuring the relative surface 
IS of liquids in terms of that of any one liquid as a standard, 

'Morgan, J. Am. Chem. Soc, 30, 1,055 (1908); 33, 657 (1911); 3B, 1,249, 
\^\ 1,750 (1913); Harkins, J. Am. Chem. Soc, S9, 572 (1917); compare 
I'lluuteiD, Z. phytik. Chem., U, 410 (1913) for a criticism of the method. 
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or of measuring the surface tension at one temperature in terms 
of that of the same liquid at another temperature. 

Surface Tension and Temperature. — The empirical equation 
of Ramsay and Shields shows the change of molecular surface 
energy with temperature, where the molecular surface energy is 
proportional to the product of surface tension and the molecular 
volume to the % power. The equation is 

y{Mv)^^ = h{tc - t- d) =k{T - d) (2) 

where tc is the critical tqpiperature, t is the temperature at which 
7 is measured, and r is the difference between the critical tempera- 
ture and the temperature of experiment. The quantity (Mv)^ 
is proportional to the surface exposed by a mol of liquid; it 
changes only slightly with the temperature. From the equation 
it is seen that the surface tension y decreases as the critical 
temperature is approached, and that it becomes zero when 
{tc — t) ia equal to d. The quantity d is a correction factor of 6°, 
made necessary through some unknown cause, and it is intro- 
duced into the equation to show that y becomes zero at 6° 
below the critical temperature, in place of at the critical tempera- 
ture as might be expected. The value of k in the equation is 
obtained from measurements of y at different temperatures for 
one substance; it has the same value for all normal substances. 
As is also the case with other equations to be given in this chapter, 
this equation fails to hold for certain liquids which are in some 
way abnormal; these substances are said to be associated into 
double and more complex molecules in the liquid state. But 
for liquids which consist of single non-associated molecules, this 
equation describes the change of surface tension with temperature 
in a satisfactory manner. As liquid and vapor do not become 
identical until lihe critical temperature is reached, it is difficult 
to understand why the *' correction" term of 6° appears in the 
Ramsay equation, but if critical temperatures are calculated 
from the temperature change of surface tension, or from drop 
weight which is proportional to it, without using this correction 
term, they are uniformly 6° too low. Critical temperatures 
calculated with the use of this factor are in surprising agreement 
with those obtained by direct measurement. In Table 26 are 
shown some calculations based on drop-weight measurements 
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at two temperatures. The Ramsay equation written as a 
drop-weight equation is 

w{Mv)^^ = K(ta - < - 6) 

where w is the drop weight and the other terms have the same 
meaning as before. Critical temperatures for quinoline and 
pyridine have not yet been measured, but it will be seen that the 
value of K derived from measurements at different temperatures 
is the same as for the other substances, which is evidence that 
their calculated critical temperatures are as nearly correct as 
the others in this table. 

Table 26. — Critical Temperatures Cai^culated from Drop Weights 

AT Different Temperatures^ 



Substance 



Milligrams 
Weight per drop at 


wiMv) ^^ at 


K 


tc 

Calcu- 
lated 


18^ 


60° 


18° 


60° 



tc 

Experi- 
ment 



Benzene. . 
Quinoline 

ecu 

C,HsCl. . , 
Pyridine. 



30.96 


25.10 


614.99 


516.44 


2:326 


288 


48.10 


43.09 


1,156.42 


1,057.23 


2.329 


520 


28.85 


23.55 


607.14 


512.89 


2.332 


285 


35.87 


30.48 


780.31 


682 . 00 


2.328 


360 


40.37 


34.14 


751 . 71 


654.35 


2.330 


347 



288 

283 
359 



Vapor Pressure. — The pressure at which a liquid and its vapor 

are in equilibrium at a definite temperature is called the vapor 

pressure of the liquid. When not in contact with its liquid 

phase, a vapor may exist at any pressure lower than its vapor 

pressure. If the volume of such a vapor is gradually decreased 

at some temperature below its critical temperature, the pressure 

increases approximately in accordance with the simple gas law, 

^iH. the vapor pressure is reached. Any further decrease in 

volume does not increase the pressure, but causes the formation 

of a liquid phase. As the volume is still further decreased, the 

Pressm'e remains constant until all of the vapor has condensed to 

liquid; after which the pressure may be increased to any desired 

extent. There is only one pressure for a given temperature at 

^Wch the liquid phase and the gaseous phase may exist in equi- 

"Wum, but either phase may exist alone over a considerable range 

'Morgan and Thomssen, J. Am, Chem, Soc.y 33, 657 (1911). 
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of presaures for any given temperature. It should be clearly 
understood that a vapor preesure is an equilibrium pressure. 
The partial pressure of water vapor in the absence of liquid 
may be anything less than its vapor pressure and remain indefi- 
nitely so, but its vapor pressure is a saturation pressure at which 
vapor and liquid will remain indefinitely at equilibrium. The 
humidity of air, for example, is the ratio of the partial pressure 
of water vapor in it to the saturation pressure of water at the 
temperature in question. The pressure of water vapor and the 
vapor pressure of water are identical only when the humidity 
IB unity. 



ma 
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Ttmperatui* 
Fig. 11. — ChoDge of vapor pressure with tempeTatuTe. 

Vapor Pressure and Temperature. — The vapor pressures of 
al] liquids increase rapidly as the temperature is increased. This 
is seen in the data for water, Table 27, and for ammonia, Table 
28, which are shown in Fig. 11. 
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Table 27. — ^Vapor Pressure of Water/ in Millimeters of Mercury 



Temperature 


Vapor pressure 


Temperature 


Vapor pressure 


-15 


1.445 


60 


149.19 


-10 


2.160 


70 


233 . 53 


-5 


3.171 


80 


355.1 





4.579 


90 


525.8 


5 


6.543 


100 


760.0 


10 


9.210 


110 


1,074.5 


15 


12.794 


120 


1,488.9 


20 


17 . 539 


130 


2,025.6 


25 


23.763 


140 


2,709.5 


30 


31 . 834 


150 


3,568.7 


35 


42.188 


160 


4,633. 


40 


55 . 341 


170 


5,937. 


45 


71.90 


180 


7,514. 


50 


92.54 


190 


9,404. 


55 


117.85 


200 


11,647. 



Table 28. — Vapor Pressure of Ammonia* in Millimeters of Mercury 



Temperature 


Vapor pressure 


Temperature 


Vapor pressure 


-80** 


37.6 


0° 


3,221 


-70** 


81.9 


10** 


4,612 


-60** 


164.2 


20** 


6,428 


-50*^ 


306.6 


30** 


8,749 


-40*^ 


538.3 


40° 


11,658 


-30** 


896.7 


50** 


15 , 245 


-20** 


1426 . 8 


60** 


19,606 


-10** 


2181.4 


70° 


24 , 842 



The rate at which the vapor pressure of a liquid changes with 
the absolute temperature is shown by the following exact equa- 
tion, called the Clausius-Clapeyron equation, and based on 
thermodynamics alone. 

dp __ L __ L 

df " {V„ - Vi)T ~TAV 



(3) 



» Annalen der Physik, 26, 833 (1908); 29, 723 (1909); 31, 715, 945 (1910). 
« Craghoe, Meyers and Taylor, J. Am, Chem. Soc, 42, 228 (1920). 
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In this equation L is the quantity of heat required to vaporise 
Vi cubic centimeters of liquid to form Vg cubic centimeters of 
vapor at the temperature T, and dp/dT is the rate at which the 
vapor pressure increases with the temperature. AV is therefore 
the increase in volume attending evaporation. 

For approximate calculations involving evaporation at pres- 
sures not much greater than 1 atmosphere, this equation can be 
much simplified by neglecting the volume of liquid Vi in com- 
parison with that of the vapor Vg (which is over a thousand times 
the liquid volume), and by expressing Vg with the aid of the 
ideal gas law pVg = RT for one mol of vapor formed. The 
equation then becomes 

dT RT^ ^^ 

where L is now. the molal heat of evaporation, since 1 mol of 
vapor is formed, and R is the usual gas constant, expressed as 
1.99 cal. when the molal latent heat of evaporation L is so 
expressed. Over small ranges of temperature the latent heat is 
practically constant, and with this assumption the equation 
may be integrated between limits in order to facilitate calculat- 
ing the vapor pressure at one temperature from that at some 
other temperature. The integrated expression is^ 

2.303 loga-^(i-i) (5, 

As the pressures involved appear as a ratio, P2/P1, they may be 
expressed in any units desired; similarly L and R appear as a 
ratio and should be expressed in the same units, commonly 
calories. 

An approximate equation for the vapor pressure of a substance 
in terms of its critical temperature and pressure is due to van 
der Waals. The equation is 



.0, f - . (p - 1) 



where Pc and Tc are the critical pressure and temperature (page 
78), and p is the vapor pressure at the temperature T. The 

^ In this book the abbreviation log signifies logarithms to the base 10, 
that is, ordinary logarithms; natural logarithms, to the base e = 2.7183, are 
abbreviated In. Then In a; = 2.303 log x. 
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constant c 13 usually taken as 3, but is smaller for monatomic 
gases and the halogens, and greater than 3 for some substances.^ 

Boiling Point. — The boiling point of a liquid is the temperature 
at which its vapor pressure is 760 mm, of mercury, or 1 atmos- 
phere. The temperature at which a liquid is observed to boil 
in the laboratory under atmospheric pressure is a variable 
quantity depending upon the location of the laboratory and the 
existing barometric pressure. It is often necessary to apply 
a correction to such observed boiling points in order to reduce 
them to standard boiling points. This correction is usually 
smaller than a degree, but in places of high altitude it may be 
very much larger; failure to make such corrections in reporting 
boiling points has led to small errors in recorded data. It is i 
partly for this reason that the melting point of an organic sub- 
stance (which is not affected by changes of pressure) is a better ' 
guide to its purity than the boiling point. 

The rise in boiling point of a pure liquid per millimeter increase 
in external pressure is roughly the same fractional amount of the 
absolute-scale boiling point for all substances, about 0.0001. 
To compute a true boiling point from one observed at some 
pressure higher than 760 mm. multiply the excess pressure over 
760 mm. by 0.0001 of the absolute boiling point, and subtract | 
this product from the observed boiling point, i.e., subtract 
M = 0.0001 r X Ap. For example, under 772 mm. pressure 
water boils at 373 X 0.0001 X 12 = 0.45° higher than at 1 
atmoaphere, according to the rule just given; the difference in 
boiling point for 12 mm. pressure found by experiment ia 0.44°, 
When the barometric pressures are below atmospheric preasure, 
the corrections should of course be added to the obaerved boiling 
points. For pressures far removed from atmospheric, thia 
simple rule will not give the proper correction. Thus at 525 mm. 
pressure the boiling point of water calculated according to this 
rule ia 92.2°; the experimental boiling point under this pressure 
is 90.0°. When it is desired to calculate boiling points at pres- 
sures considerably removed from 1 atmosphere, the approximate 
form of the Clausius-Clapeyron equation (5) will give results 
of reasonable accuracy; thus in the case just considered, by 
substituting 9,700 cal. for L, 1.99 cal. for R, 373 and 760 for 

' Hera, 2, Elektrochemif, 36, 408 (1919). 
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T2 and pz, 525 for pi, and solving for Ti, we find Ti = 364.0, 
whence t is 91°. This will illustrate the divergence to be expected 
from the use of these two approximate rules. The error in 
the latter calculation is not due to any fault in the Clausius- 
Clapeyron equation, which is absolutely exact, but is a result 
of simplifying it by means of assumptions which are only 
approximately correct. 

Critical Conditions. — As was mentioned at the beginning of 
the chapter, there is for each substance a critical temperature 
above which it cannot exist as a liquid. At any temperature 
below this critical one a substance becomes liquid when the 
applied pressure is greater than the vapor pressure of the sub- 
stance at that temperature. But at temperatures higher than 
the critical the liquid phase does not appear, no matter how 
great the pressure. The critical pressure is the pressure which 
causes the liquid phase to form at the critical temperature. It 
is thus the last point on the vapor pressure curve. The critical 
density is the density of the liquid and of the vapor at the 
critical temperature and pressure. Under these conditions the 
liquid phase and the vapor phase are identical in all properties. 
The critical volume is the volume of a gram of substance under 
the critical temperature and pressure. 

Numerical data relating to the critical properties of substances, 
together with other data to be used in this chapter, will be found 
in Table 29. 

Many equations of an empirical nature have been proposed 
to show the relation between critical constants and other proper- 
ties of substances, but they are not applicable to all substances, 
and there seems to be no simple rule for determining whether a 
chosen equation will describe the behavior of a substance or not. 
Nearly all writers consider a substance as ''normal'' in its 
behavior when it conforms to some particular equation, but 
substances which are normal according to one equation are often 
abnormal when judged by some other equation. Some of these 
equations are here given; when actual data are lacking they are 
useful in estimating a rough value of critical constants. 

It has been known for some time (law of Guldberg-Guye) 
that the critical temperature of a substance was about three- 
halves its boiling point, each on the absolute scale. That is 
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T^/Tb— 1.5 for many substances. The values of this ratio 
are given in column lOof Table 29, where the maximum variations 
are seen to be 1.42 to 1.88, except in the ease of helium. The 
vaiidity of the Guldberg-Guye law ia doubtful in some cases.' 
Young^ states that the critical density is about 3,7 times the 
theoretical density of the vapor aa calculated from the ideal 
gas law pv — RT. Some substances deviate from this rule 
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quite widely; water, acetic acid, methyl alcohol and b 
are examples, see column 9 of Table 29. These substances also 
do not conform to the simple rules relating to heat of evaporation, 
and are for other reasons considered to be abnormal. Their 
abnormality probably consists in a more or less close chemical 
combination of the molecules into double and larger aggregates; 
at least such a combination offers a ready explanation of the 
deviations. These will be considered more fully at the end of 
the chapter, but they should be kept in mind while the various 
rules are under discussion. 

Law of Average Densities, — As the temperature ia raised, 
the density of saturated vapor increases rapidly, owing to the 

icrease of vapor pressure of the liquid. The density of the 

' Moles, J. chimie ■physique, 17, 415 (1919), 

*PToe. Roy. Soc. IhMin, 12, 374 (1910). 
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liquid phase decreases as the temperature is raised; at first slowly 
then more rapidly as the critical temperature is approached. At 
the critical temperature the density of liquid becomes the same 
as that of the saturated vapor; there is therefore in this region 
considerable difficulty in distinguishing the separate phases, and 
an exact determination of the critical density is difficult. It has 
been found that as the critical temperature is approached, the 
average of the density of the liquid and its saturated vapor is a 
linear function of the temperature. This statement will be clearer 
from an examination of Figures 12 and 13. By plotting this aver- 
age density against the temperature and drawing astraight line 




-256-250^ 



-ISO 



-170" -160^ 

Temperature 

Fig. 13. 



-180*' -120^ 



through the points it is easy to determine the point at which 
this line intersects the curve showing the density of each phase, 
and thus to read the critical density. This statement is also 
known as the law of Cailletet and Mathias/ after its discoverers, 
and as the law of rectilinear diameters, since the diameter of the 
density curve is a straight line. 

Latent Heat of Evaporation. — Energy is required to overcome 
the attractive forces acting between the molecules of a liquid; 
and hence in separating them during evaporation a considerable 
quantity of heat is required. This heat added to a boiling 
liquid does not raise the temperature of it or of its vapor, but 
it is used in the expansion which takes place when a liquid 
changes to a vapor. If the evaporation takes place into a 
vacuum, all of the heat is used in separating the molecules of 
the substance. When the evaporation takes place in the atmos- 

1 Compt, rendus, 102, 1,202 (1886). 
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phere, as is usually the case, a certain volume of the air must be 
pushed back to allow space for the vapor formed. This work 
is also done at the expense of heat added during the evaporation. 
Hence evaporation at atmospheric pressure requu'es more heat 
than evaporation into a vacuum. The volume of a mol of vapor 

1 RT {that is, 82 T) cubic centimeters when the pressure is 
1 atmosphere, and this volume of air must be displaced by the 
vapor formed. Suppose the liquid to be vaporized in a vessel 
fitted with a piston; as vapor forms, the piston rises to make 
room for it, thus lifting up the column of air above it. The work 
done is the product of force times distance, or pressure times 
the area of the piston times the height through which it rises. 
But the product of area times height is the volume of the vapor 
formed, hence pv is the work done. This is RT cubie-centimeter- 
atmospheres, or RT calories per molecular weight of vapor 
formed, and the molecular heats of vaporization into a vacuum 

ind against the atmosphere therefore differ by this amount. 
If the difference is desired in calories, R has the value 1.99; in 
cubic-centimeter-atmosphere units R is 82, One calorie is thus 
equivalent to 41.24 c.c.-atm. 

The quantity of heat required per molecular weight of vapor 
formed from its liquid is called the molecular heat of vaporiza- 
tion, or the molal latent heat. Its value is roughly the same 
for all hquids of the same boiling point; it is larger for liquids of 
h^h boiling point and smaller for those of low boiling point. 
This fact is expressed in the so-called Trouton's rule, which 
states that the molal latent heat of evaporation in calories is 
about 20.3 times the boiling point, on the absolute scale, when 
the evaporation takes place under 1 atmosphere pressure. This 
is expressed by the equation 

^ = 20.3 (7) 

When evaporation takes place at a higher pressure than 
1 atmosphere, and hence at a higher temperature, smaller latent 
beats are observed. This decrease continues until at the critical 
point no heat is required to evaporate the Uquid. 

Trouton's rule, like many empirical laws, is an approximation 
of considerable usefulness when rough data are desired; but 
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it is not strictly exact. The deviations are shown in Table 29, 
in which the figures of column 7 should be the same as those 
of column 4 if there were no deviations of the rule. In homolo- 
gous series of compounds the value of the Trouton constant 
increases somewhat as the boiling point of the liquid increases. 
Many modifications of Trouton's rule have been suggested 
from time to time; most of which bring some classes of substances 
into better agreement than is obtained with the simple Trouton 
rule. Nernst proposes 

^ = 9.5 log Tb - 0.007n. (8) 

lb 

Forcrand^ gives a more complicated function, 

% =10.1 logn - 1.5 - 0.009^6 + 0.000002676' (9) 
lb 

Hildebrand' suggests that a better value of L/r is obtained 
when the evaporation takes place at such a temperature that 
equal concentrations of vapor are obtained. 

In estimating molal latent heats where no data exist, the 
simple Trouton rule will probably be found as satisfactory as 
any of its modifications, since the latter are not reliable in every 
case, and there is no simple rule for determining whether the 
liquid in question is a "normal" substance or not. 

Herz^ gives a relation between the latent heat of evaporation 
and the critical temperature, critical pressure and critical density, 
based on the fact that the product Mp^/Tcdc has the same value 
as the Trouton constant, L/Tbf where M is the molecular weight, 
Tb the boiling point, and the other terms refer to the critical 
data. By substituting for Tc its approximate equivalent 1.5^6 
(Guldberg-Guye law) and equating the two terms given above, 
the equation 

L.?g= (12, 

is obtained. The latent heats so calculated are shown in Table 
29, column 8. They should be compared with those derived 
from Trouton's rule, and with those derived from direct 
experiment. 

1 Compt. rendus, 166, 1,439 (1913). 

2 /. Am. Chem. Soc, 37, 970 (1915). 
» Z. Elektrochem., 26, 321 (1919). 
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Viscosity. — By the viscosity, or internal friction, of a liquid 
is meant its resistance to flow, which is a measure of the friction 
between the liquid layers as they slide over one another through a 
pipe or tube. The absolute unit of viscosity is the force in 
dynes which is necessary to move a square centimeter of liquid 
surface with unit velocity past a stationary liquid surface 1 
centimeter away from it. Measurements are 
made by flowing the liquid through a small 
tube of known dimensions under a measured 
pressure, or from the oscillations of a disc 
suspended in the liquid. It is necessary in 
making such measurements that the flow of a I 
liquid be parallel to the aides of the tube, and 
not turbulent in character, since the resistance 
to turbulent flow is greater than the resistance 
to "stream line" flow. This means only that 
the tube must be quite small for liquids of low 
viscosity. 

The viscosity of a liquid relative to that of 
water at the same temperature is more com- 
monly measured, and is called "relative 
viscosity." 

One type of instrument' for measuring rel- 
ative viscosity is shown in Fig. 14. It con- 
sists of a bulb a for measuring the quantity 
of liquid flowing, a capillary tube b and a 
receiving vessel c. By applying pressure to type of vi 
tte tube above c, the liquid is forced 
into the upper bulb until it stands somewhat above the upper 
mark, the pressure is then released, and time is measured 
wliile the meniscus passes from the mark above the bulb a to 
'iie mark below this bulb. As the driving force is a column of 
tile liquid itself, this force varies with the density of the liquid, 
snd it in necessary to multiply the time of flow by the density in 
making a comparison. Thus denoting by jj the viscosity, D the 
oensity and t the time of flow of an unknown liquid through a 
pfn viscosimeter, and by ij^, D^ and t^ the corresponding quanti- 
liM for water, the relative viscosity of the unknown liquid 
' ft'aahbum and WilliBms, J. Am. Chem. Soc., 36, 737 (1913). 
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(referred to that of water as unity) is given by the expression 

Relative viscosities obtained in this way may be changed 
to those in terms of the absolute system by multiplying the 
numbers so obtained by the viscosity of water at the temperature 
in question. These values are as follows: 

Table 30. — Viscosity of Water* 



t 


•n 


m/n^ 





0.01793 


1.0000 


10 


0.01310 


0.7300 


18 


0.01057 


0.5898 


26 


0.00893 


0.4974 


40 


0.00657 


0.3668 


50 


0.00550 


0.3064 


75 


0.00380 


0.2120 


100 


0.00284 


0.1584 



Liquids increase their viscosity considerably when imder 
pressure, especially at low temperatures, and the increase for a 
given unit of pressure is greater at higher pressures. AU liquids 
decrease in viscosity at higher temperatures, the decrease for 
water near room temperature being about 2 per cent for each 
degree rise in temperature. (It should be noted that gases 
increase in viscosity at higher temperatures, as on account of the 
increased number of collisions the molecules interfere with each 
other to a greater extent.) 

Arrhenius has found an empirical relation between the change 
of viscosity and the temperature of a pure liquid, as follows:* 

d log TiV^ Ki 



dT 



rp2 



(14) 



where V is the volume of a gram of liquid of viscosity 17, and 
Ki is a constant, which for a given liquid is proportional to its 

» Hosking, Proc. Roy, Soc, N. S, Wales^ 43, 37 (1909). 
* Arrhenius, Medd. K. Vetenskapsakad. Nobelinst. 3, No. 20 (1918); 
Thorpe, Science Progress 12, 583 (1918). 
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boiling point on the absolute scale, as shown in the following 
table. The value of the quotient Ki/Tb for homologous series 
of compoimds increases slightly with the boiling point, in the 
same way as does the constant of Trouton's rule. 

For computing the viscosity of a liquid at one temperature 
from that at another temperature, the above equation is more 
useful in the integrated form: 



(VH)l.g(3.K.(J--^J 



(16) 



Ki may be obtained from Table 31. 

Table 31. — Viscosities and Arrhenius' Constants 



Substance 




Tt 



Unsaturated hydrocarbons 

Acetaldehyde 

Paraffins 

Ketones 

Mercaptans 

Iodides 

Acid anhydrides 

Esters 

Monochlorides 

Thiophene 

Carbon tetrachloride 



Water 

Formic acid 

Acetic acid 

Propionic, butyric acids 

Methyl alcohol 

AUyl alcohol 

Other primary alcohols 

Secondary alcohols 

Tertiary alcohols 




1.002 
1.005 
1.078 
1.074 
1.012 
1.073 
1.153 
1.169 
1.129 
1.243 
1.452 



1.800 
1.800 
1.387 
1.322 
1.562 
2.507 
2.087 
3.066 
3.784 



The substances below the dotted line are believed to be associated into 
^Mger molecules in the liquid state, and hence give a large value of the coeffi- 
cient Ki/Ti,, 

Certain substances (shown below the dotted line in Table 31) 
do not seem to conform to this rule; they are, for the most part, 
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the substances which did not follow Trouton's rule, and which 
for other reasons are considered abnormal. But the relation 
between K\ and the boiling point holds for such a variety of 
chemically unrelated substances as to indicate that the nature 
and constitution of the molecule are only subordinate in produc- 
ing internal friction. 

Arrhenius has also found that the absolute viscosity of a 
liquid at its boiling point is proportional to the square root of the 
density at this point, again for ''normal'' substances only. The 
value of riAO^/y/d is about 250 for a large number of substances. 



Table 32. — Relation op Viscosity to Density 



Substance 



17.10** 



d 



v.lO^/Vd 



Pentane 

wo-Pentane 

Hexane 

Heptane 

Octane 

Acetaldehyde. . . 

Ether 

Dipropyl ether. . 
Methyl formate. 
Ethyl formate. . , 
Propyl formate. . 
Carbon bisulfide 
Methyl sulfide. . 

Benzene 

Thiophene 



200 
203 
204 
199 
198 
219 
205 
212 
312 
289 
278 
305 
253 
316 
339 



0.5995 

0.6057 

0.6103 

0.6144 

0.6124 

0.773 

0.695 

0.674 

0.957 

0.878 

0.808 

1.222 

0.832 

0.809 

0.988 



256 

261 

261 

254 

253 

249 

246 

258 

319« 

309« 

309« 

276 

277 

350* 

341» 



« See the section on molecular association. 

* Evidently there are occasional exceptions to the rule which are not to 
be explained by the formation of molecular aggregates larger than single 
molecules, as benzene is not considered an "associated" substance. 

Viscosities of Mixttires. — The problem of expressing the 
viscosity of a mixture of liquids in terms of the properties of the 
pure substances is still an unsettled one. Egner^ states that 
the expression 

log V = xi log rji + X2 log rj2 

1 Medd. K. Veien^kapsakad, Nobelinat. 3, No. 22 (1918). 
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holds for mixtures, where xi and xa are the mol fractions of the I 
two hquids; 171 and in are their viscosities. Kendall' states | 
that the viacoaities of mixtures are not any simple function of the 
per cent by weight, of the mol fraction, or of volume concentra- 
tion, but he finds that for certain mixtures the formula above 
leads to reaults for mixturea which are only elightly lower than 
meaaured viscosities. Thia atatement haa been questioned,* 
aince it applies only at a single temperature and is quite in error I 
at tempcraturea higher than 25°. Bingham proposes that the J 
best representation of viscosities in mixtures is 
1 0,6 



where a and b are the volume concentrations of the liquids 
present. 

Molecular Association in The Liquid State. — In the preceding 
paragraphs mention has been made of abnormal substances, 
that is, substances which did not follow some particular rule, 
often an empirical one. These deviations are believed to indi- 
cate that in the liquid state the molecules are more or leas strongly 
combined into double or triple molecules, held together by 
forces somewhat different from primary valence forces, and of a 
less specific character. There is evidence of such "association" 
into larger molecules or groups of molecules, derived from 
abnormalities in boiling points or vapor pressures, from volume 
changes on mixing liquids, from deviations from the rectilinear 
diameters of Cailletet and Mathias, from the compressibility of 
water, from the critical constants, from surface tension and 
from viscosity measurements. 

When attempts are made to compute the extent of this associa- 
tion, whole numbers are seldom obtained, which indicates (hat 
the combination is never complete and that these numbers are 
averages. But when the degrees of complexity as determined 
by rival methods are compared, such wide discrepancies are 
observed that one questions whether any known method of 
measuring thia asaociation is reliable. In the appended table 
are shown the values of the asaociation factor for a few sub- 

' J. Am. Chem. Soc., 39, 1,787 (1917); Kendall and Wright, /. Am. Ckem. 
Soc.. 42, 1776 (1S20); Kendall and Monroe, J. Am. Chem. Soc, 43, 115 (1921). 

> Bingham and Sarver, J. Am. Chem. Soc, 4S, 2,011 (1920). 
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stances by various methods. Thus Tyrer computes that water in 
the liquid state is (H 20)6.3 while Longinescu writes (H20)4.6 
and Bingham (H20)2.2. The futility of quantitative discussion 
pi this data is evident, but it should be said that most of the 
methods agree as to which liquids are considerably associated 
and which ones have nearly the normal molecular weight corres- 
ponding to the formula as usually written. The case of water 
has been studied more than that of any other liquid; the "associa- 
tion factor'' is not found to be a whole number by any of the 
methods. Most authorities seem to agree that liquid water is 
largely a mixture of (H20)2 and (H20)8 in proportions which vary 
with the temperature.' There are also simple (H20)i molecules 
present, and these evaporate to give water vapor, which has 
nearly the normal molecular weight. 

Table 33 shows the number of simple molecules combined 
into a complex liquid molecule according to various authorities. 

Table 33. — Extent op Molecular Association in The Liquid State 
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1.64 




2.13 






2.66 






Water 


6.30 


1 


,170 


to 
2.32 


4.6 


to 
1.10 


2.20 




to 
1.41 




5 60 






Acetic acid 


2.00 
2.70 


2 

• 


.02 

■ • • 


2.77 
3.13 
3.24 


1.7 
1.8 


2.74 
2.68 


1.73 

• • • • 


1 


.8—2. 
3 


8 


4.74 


Formic acid 








Methyl alcohol 


2.55 


3 


.61 


to 
2.20 


3.2 


3.43 


1.79 


2 


.2—3 


2 


3.81 


Ethyl alcohol 


1.89 


?, 


.90 


2.43 


2.1 


3.65 


1.74 


2 


.0 — 3 


2 


6 37 


Acetone 




1 


.13 


1 26 


■ • • 


2.74 


1.23 


1 


.2—1 


5 











1 J. Phya. Chem., 19, 81 (1916). 

> Frotn surface tension measurements. 

• J. chimie physique, 6, 552 (1908). 

* From critical constants. 



• Am. Chem, /., 4S, 287 (1910). 

• Z. phyaik. CJiem., 65, 257 (1008). 
» Z. phyaik. Chem., 80, 50 (1912). 



Arrangement of Molecules in Liquid Surfaces. — Marcelin^ 
discovered that when a liquid fatty acid is placed upon water, 

* A full discussion of the case of water will be found in Trans, Faraday 
Soc, 6, 71-123 (1910): the whole subject has been treated by W. E. S. 
Turner in a monograph in the Findlay series of text books. 

* Ann. Physik.y 1, 19 (1914). 
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it spreads rapidly over the surface until a certain definite area 
is reached, after which it does not tend to spread further. The 
phenomenon has been studied thoroughly by Langmuir/ who 
measured the area covered by very small quantities of oils of 
known composition. A weighed quantity of fatty acid of high 
molecular weight, and insoluble in water, was dissolved in a 
lai^t! volume of benzene; a weighed drop of this dilute solution 
was placed on the watnr surface. The benzene soon evaporated 
and left a quantity of oil far smaller than it would be possible 
to weigh directly, but of accurately known weight. The oil 
film was pressed against the end of a rectangular tray containing 
the water on which the oil was floating, and its area was carefully 
measured. Many experiments showed that the area was directly 
proportional to the quantity of oil; demonstrating that the 
spreading took place only to a certain definite limit in every 
case. 

The explanation of the limited spreading is as follows. There 
is no great attraction of the water for the oil molecules as a whole, 
as this would manifest itself as a solubility of the oil in the water, 
whereas the oil remains on it and docs not enter the water phase 
as a whole. The acids consist of two parts, the — COOH group 
and an oily hydrocarbon chain. Now the — COOH group is 
attracted by water, as shown by the solubility of the lower 
organic acids in water, and as would be expected since the group 
would then find itself in a medium containing hydroxyl groups 
such as it contains. But the fatty part is, like all hydrocarbons, 
only slightly soluble in water and but little attracted by water. 
Langmuu- states that when oleic acid, for example, is placed 
upon water, the carboxyl groups do actually dissolve in the water, 
that is, they combine with it by secondary valence forces, and 
the fatty chain remaining outside of the water. By spreading the 
oil as a monomolecular layer, all of the carboxyl groups enter the 
water without causing the hydrocarbon chains to separate from 
one another. Further spreading, however, would bring water 
molecules into the surface between the hydrocarbon chains 
and separate them. The attraction of the hydrocarbon part for 
molecules of its own kind prevents this and the spreading ceases. 
From the weight of oil employed, its molecular weight and 
' J. Am. Chem. Soc., 39, 1,848 U917); Proc. Nat. Acad. Sd. 3, 2 51 (1917J. 
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Avogadro's number, the number of molecules in a film of known 
area was readily calculated, and from this the cross section of a 
single molecule was calculated. It will be seen from Table 34 
that the area is the same for all of the acids having a single hydro- 
carbon chain. The case of tristearin indicates that the CaHss 
group has dissolved in the water layer, leaving three hydrocarbon 
chains in the oil surface, since the area per molecule is three 
times that of a single chain. On account of the double bond in 
oleic acid, this substance appears to be bent double in its chain, 
and triolein occupies six times the siuface of a single chain. 
The fact that the area per molecule for the first three acids in the 
table is the same indicates that the chains are standing on end 
and projecting into the oil layer, and that the carboxyl group is 
dissolved in the water layer. The square root of this molecular 
area thus gives the diameter of the hydrocarbon chain, which is 
of the same order of magnitude as the molecular diameters 
calculated at the end of Chapter II. Since the thickness of the 
oil film is then the length of the hydrocarbon chain, it is easy to 
calculate the length of chain per carbon atom; this also is seen to 
be of the order of 10~^ centimeters, similar to the diameters 
calculated for small gaseous molecules. 



Table 34. — Molecular Dimensions Calculated from the Spreading 

OF Oil Films on Water 



Substance 



' Molecular 
cross-section 

I 8q. Cm. 

I 



Molecular 
Diam eter «= 

\/Cro8s-Sec. 
Cm. 



Palmitic acid, CieHsiCOOH 
Stearic acid, CnHaeCOOH. . 
Cerotic acid, CmH6iCOOH. 
Tristearin (Ci8H8602)8C8H6. 
Oleic acid. CnHaaCOOH. . . 
Triolein (Ci8H8802)3C8Hi. . . 
Myricyl alcohol, CaoFlBiOH. 



21 X 10-" 


4.6 X lO-« 


22 


4.7 


25 


5.0 


66 


8.1 


46 


6.8 


126 


11.2 


27 


5.2 



Length of 
Molecule *■ 
thickness of 
oil film 



24.0 X 10-« 
25.0 
31.0 
25.0 
11.2 
13.0 
41.0 



Length per 

Carbon 

atom in 

the Chain 



1.5 X 10-» 
1.39 
1.20 
1 32 
0.62 
0.60 
1.37 



Similar views as to the structure of surfaces have been devel- 
oped independently by Harkins^ from a study of .the decrease 
in free surface energy which takes place when two liquid surfaces 
are brought together. The active groups, such as — COOH, 

1 /. Am. Chem. /Soc.,39, 354, 541 (1917). 
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= C0, — CN, —OH, or —CONH., strive l.o enter the water. 
If the hydrocarbon chain attached to such a group is not too 
large, it can be dragged into water by the active group, and the 
compound will be soluble in water to a greater or less extent, 
depending upon the quantity of insoluble hydrocarbon chain in 
the molecule. If the hydrocarbon tail is too large, it cannot 
be brought into the water by the attraction exerted on the active 
group, and two liquid phases result. The active ends still 
enter the water, however, and give rise to the surface structure 
already explained. 

When a liquid is in contact with its vapor, the molecules in 
the surface layer bo arrange themselves that the least active 
portion of the molecule is toward the vapor phase. At any 
interface between phases the molecules so arrange themselves 
that the passage from one phase to the other will be as little 
abrupt as possible. It is this molecular orientation which seta 
up at the siu'faces of hquida and solids the so-called electric 
double layer. The stability of emulsoid particles also seems to 
depend upon this surface arrangement; the best emulsifying 
agents are long-chain compounds with a highly active group on 
one end of the molecule, such as soaps. 

QuesdoQS 

1. The heat of vaporization of water at ita boiling point is 538 cal. per 
gram. Calculate the vapor pressure of water at 80°, and the percentage 
error of the calculated pressure. Refer to Table 27 for the necessary vapor 
pressure at 80°. 

2. The vapor pressure of benzene is 548 mm. at 70° and 755 mm. at 80°. 
(a) Calculate the quantity of heat required to vaporize a gram of benzene. 
(6) Calculate the vapor pressure of benzene at 90°. Av^. 96eal., 1,003 mm. 

3. Calculate the value of Trouton's constant, L/T for Hevera! typical 
liquids in Table 2S, and tabulate them. What is a possible explanation of 
the variations in the case of liquids whose constants are over 20.3? What 
liquids show the largest deviations from Trouton's rule? What types of 
liquids conform to it most closely ? 

4. Calculate the molal latent heat of vaporization for water, ethyl alcohol, 
benzol, penlane, ammonia, carbon dioxide, and oxygen by means of the 
Riodificationa of Trouton's rule, and compare the errors of these calculations 
with those from the simple Trouton rule. Refer to Table 2'J for the data. 

5. The viflcoaity ot water at 25° is 0.00893. Calculate its viscosity at 
100° by the integrated Arrheniua equation, using the data of Table 31. 
The measured value is 0.00284. 
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6. Calculate from the simple gas law the density of acetic acid at its 
critical temperature and pressure, 321° and 57 atmospheres. Apply Yoimg's 
ratio to determine whether acetic acid is associated in the liquid state. 

7. Calculate the vapor pressure of alcohol at 90°, using the data given in 
Table 29. 

8. Calculate the area which would be covered by a milligram of oleic acid, 
CnHjjCOOH, when allowed to spread upon a water surface. 

9. The densities of liquid ammonia and saturated ammonia vapor are as 
follows: 

Tbmpbratubb Liquid Vapob 

Dbnsitt Density 

98.76 0.4640 0.0633 

109.25 0.4339 0.0691 

116.4 0.4056 0.0873 

121.3 0.3831 0.1024 

123.2 0.3750 0.1086 

126.45 0.3584 0.1220 

129.6 0.3246 0.1509 

Plot the density of each phase against the temperature, and determine from 
this plot the critical temperature and critical density of ammonia, using the 
law of rectilinear diameters. (A. Berthoud, Helvetica Chimica Acta^ 1, 
84 (1918).) 

10. Benzol has a surface tension of 28.88 dynes at 20°. What is the 
diameter of a capillary tube in which benzene rises 1 centimeter? How 
high would water rise in the same tube? 



CHAPTER IV 



SOLID SUBSTANCES 

The most important characteristics of the solid state are 
rigidity, and a definite arrangement of the atoms or moleciiles 
of a crystal with reference to one another. It has long been 
!iiiown that the forces acting between constituent atoms of solid 
Iflubstances were specific in character, and of great magnitude. 
■In general there is no tendency for a substance in crystallizing 
from its melt or from solution to include the molecules of other 
Hubatancee; and this affords a ready means of purification of the 
products of chemical operations. Certain chemically related 
Bubstancea have the property of forming mixed crystals; in 
these cases recrystallization is not a suitable method of purifi- 
cation, and other means suited to the problem in hand must be 
employed. 

The changes in properties attending the passage of a sub- 
stance from liquid to solid are much smaller than those which 
attend the condensation of a gas. The density of a solid is 
commonly within 10 per cent of that of its liquid, while the 
density of a liquid is often a thousand times that of the vapor 
fram which it was formed. Solids have vapor pressures, just as 
liquids have; they increase with increasing temperature as in 
tlie case of liquids. The rate at which the vapor pressure, or 
sublimation pressure, changes with temperature may be calcu- 
lated from the Clausius-Clapeyron equation; but since the change 
m state is from solid to vapor, the heat term is the sublimation 
neat of the solid. The equation is 

dp _ L. _ pL, 
dT ~ 'tKv ~ Rf^ 
*nere L, is the molecular latent heat of sublimation, and the 
vapor formed has the volume RT/p. 

Tbe melting point of a substance is that temperature at which 
It* liquid and solid phases are in equilibrium under a pressure 
™ 1 atmosphere. As the presence of some other substance 
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lowers the melting point in proportion to the quantity of it 
present, an accurate determination of melting point is a ready 
means of establishing the purity of a product. 

Changes of pressure have but slight effect upon the melting 
point of a solid, except where very high pressures are involved. 
For example, an increase of 2,100 atmospheres lowers the melting 
point of ice 22°. The effect of pressure can be calculated from 
the Clausius-Clapeyron equation, 

dp _ Lf 
df " YKi) 

where Av is the increase of volume which takes place on melting, 
and Lf is the heat of fusion. Here the approximate form of this 
equation obtained from the ideal gas law cannot of course be 
applied. If the effect of pressure is desired in degrees per 
atmosphere, Av should be expressed in cubic centimeters, and 
Lf in cubic-centimeter-atmospheres. One calorie is equivalent 
to 41.24 c.c. atmospheres. For example, the heat absorbed 
during the melting of a gram of water is 79 cal., the increase in 
volume upon melting is —0.09 c.c, whence 

dp ^ 79 X 41.24 ^ _ 
dT - 0.09 X 273 

atmospheres per degree, which corresponds to 3^09 = "~ 0.0076 

degrees per atmosphere. The negative sign indicates that 
pressure lowers the melting point of ice. 

By considering the kinetic energy of the molecules of solids, 
and their energy of vibration, Honda^ has derived an approxi- 
mate relation between the heat of fusion and absolute melting 
point, which is somewhat similar to Trouton^s rule for liquids. 
The rule is restricted to elements alone, and states that the 
atomic heat of fusion in small calories is two times the absolute 
melting point. The rule holds roughly for several metals, but 
is greatly in error for many others, indicating that the true 
relation between latent heat and melting point has not yet been 
discovered. Thus the quotient of L/T is 4.8 for bromine and 
chlorine, 3.3 for tin, 4.7 for bismuth, 3.8 for iodine, etc., but 
between 1.9 and 2.6 for most metals of high melting point. 

1 Physical Review, 12, 425 (1918). 
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Heat Capacity of Solids. — Two simple laws express the heat 
capacities of substances near room temperature; the first refers 
to elements, the second to compounds. The law of Dulong and 
Petit states that the product of specific heat and atomic weight 
(that is, atomic heat capacity) is about 6.2 for all of the solid 
elements at constant pressure. Elements of atomic weight less 
than 40 appear to be exceptions to the rule. It has been found^ 
that the atomic heat capacity at constant volume is more nearly 
constant for all elements than that at constant pressure, for when 
the heating is carried out at constant volume there is no work 
of expansion done against the internal forces which hold a solid 
together. The atomic heat at constant volume is 5.9 caJ. A 
comparison of these two rules is given in Table 35, where all of 

Table 35. — Heat Capacities op the Elements 



Element 


Atomic heat 
at constant 
volume, Cv 


Atomic heat 
at constant 
pressure, Cp 


Sodium 


6.4 

5.8 
5.7 
6.5 
5.9 
5.9 
5.6 
5.6 
5.9 
5.8 
5.9 
6.1 
5.9 
6.0 
5.9 
5.9 
6.1 
5.9 
6.2 


6.9 


MaKiiesium 


6.0 


Aluminum 


5.8 


Potassium 


7.1 


Iron 


6.0 


Nickel 


6.1 


Copper 


5.8 


Zinc 


6.0 


Palladium 


6.1 


Silver 


6.1 


Cadmium 


6.2 


Tin 


6.4 


Antimony 


6.0 


Iodine 


6.9 


Platinum 


6.1 


Gold 


6.2 


Thallium 


6.4 


Lead 


6.3 


Bismuth 


6.3 






Average 


5.9 


6.2 



The average deviation of Cv from 5.9 is only half as large as the average 
deviation of Cp from 6.2. 

» Lewis, /. Am, Chem. Sqc, 29, 1,165 (1907). 
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the data refer to room temperatures. As explained in a later 
section, all of these heat capacities decrease rapidly at low 
temperatures, and increase slightly for higher temperatures. 

Several elements, notably those of low atomic weight, are 
exceptions to these rules, they have much smaller atomic heat 
capacities than heavier elements. For example, some of these 
atomic heat capacities are sulfur 5.5, phosphorus 5.6, carbon 1.6 
(diamond) to 1.9 (graphite), boron 2.5, siUcon 4.8, aluminum 5.7. 

Kopp's law states that the molecular heat capacity of a solid 
compound is the sum of the atomic heat capacities of the elements 
composing it; the elements having atomic heat capacities lower 
than those required by the law of Dulong and Petit retain these 
lower values in their compounds. The heat capacity of an 
atomic weight of oxygen in a solid compoimd is naturally not the 
same as that of an atomic weight of gaseous oxygen at the same 
temperature; it is the difference between the formal heat capacity 
of a metal oxide and the atomic heat of the metal contained in it. 
The average heat capacity of oxygen so obtained is 4.0 cal. 
per atomic weight; the atomic heat capacity of hydrogen in its 
solid compounds is 2.3 cal. For example, the molecular heat of 
carborundmn, SiC, is 6.4, that calculated from Kopp's law is 
4.8 + 1.8 = 6.6; the measured value for lead sulfide is 12.2, the 
calculated one 6.2 + 5.5 = 11.7, for sodium chloride the meas- 
ured value is 12.8, the calculated one 13.1. This illustrates the 
agreement generally obtained by the application of this law; 
some further examples are shown in Table 36. 



Table 36. — Heat Capacities and Kopp's Law op Additivb Atomic 

Heats 





Molecular 
heat capacity 


Per cent 
error 


Substance 


Molecular 
heat capacity 


Per cent 


Substance 


Meas- 
ured 


Kopp's 
law 


Meas- 
ured 


Kopp's 
law 


error 


PbClj 

NaCl 

AgCl 

TlCl 

ZnCla 


18.50 
12.80 
13.04 
12.60 
18.55 


18.6 
13.1 
12.3 
12.4 
18.4 


0.5 
2 
5 
2 
1 


Pbl2 

PbS 

KI 

Agl 

CaCOs... 
SiC 


19.60 
11.70 
13.60 
13.45 
20.20 
6.40 


20.1 
12.2 
14.0 
13.0 
20.0 
6.6 


3 
4 
3 
3 
0.5 
3 
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Heat Capacity and Temperature. — When the investigations 
on heat capacities of solids were extended to low temperatures . 
it was found that the law of Dulong and Petit tailed completely, 
and that at the very lowest temperatures the specific heats of 
all substances became very small and approached zero. Simi- 
larly, at higher temperatures many elements showed atomic 
heat capacities considerably greater than 6.2. Some data on the 
atomic heats of elements at low temperatures are given in Table 
37 and shown in Fig. 15. It will be noted that in the neighbor- 
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hood of 300° absolute, which is about room temperature, most of 
the elements conform to the law of Dulong and Petit, that is, 
have atomic heat capacities of about six. At lower temperatures 
this heat capacity decreases much more rapidly for some elements 
than for others. Thus at 100° absolute, about the temperature 
of liquid air, potassium and lead still have nearly their normal 
heat capacities, while those of copper and aluminum have 
decreased to half of the former values. All of the curves point 
toward zero heat capacity as the absolute zero of temperature 
is approached, all of them show at the lowest temperatures a 
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convex curvature toward the temperature axis, followed by a 
change of curvature at higher temperatures, then a portion which 
is nearly horizontal. This suggests that the heat capacity of all 
substances must be expressed by the same form of equation, with 
a different constant or set of constants for each element. Ein- 
stein derived an equation which took as a characteristic constant 
the vibration frequency of the atoms of the element, assuming 
that there was one such frequency for each kind of atom. The 
equation was shown to be considerably in error, and was altered 
by Nernst and Lindemann,^ who assumed that there was also a 
vibration of the atoms with a frequency half that of the charac- 
teristic one. This frequency is calculated from the melting 



Table 37. — Atomic Heat Capacitibs op the Elements* at Various 

Temperatures 



Absolute 




















temp- 


Al 


C 


Cu 


Pb 


S 


K 


Si 


Ag 


Na 


erature 




















20 


0.07 


0.00 


0.11 


2.62 


0.79 


• • ■ • 


0.03 


0.39 


• • • • 


40 


0.53 


0.00 


0.81 


4.82 


1.46 


• • • • 


0.25 


2.00 


• • • • 


60 


1.43 


0.018 


1.90 


5.43 


2.05 


• • • • 


0.68 


3.37 


4.01 


80 


2.30 


0.048 


2.98 


5.73 


2.60 


• • • • 


1.25 


4.22 


4.77 


100 


3.01 


0.084 


3.94 


5.86 


3.08 


6.04 


1.78 


4.76 


5.27 


120 


3.64 


0.144 


4.58 


5.91 


3.45 


6.24 


• • • • 


5.12 


5.61 


140 


4.12 


0.222 


4.93 


5.96 


3.77 


6.36 


2.60 


5.37 


5.82 


160 


4.53 


0.330 


5.15 


6.01 


4.07 


6.48 


• • • • 


5.55 


5.93 


180 


4.84 


0.456 


5.30 


6.05 


4.31 


6.60 


• • • • 


5.67 


6.05 


200 


5.10 


0.594 


5.43 


6.10 


4.55 


6.70 


3.62 


5.77 


6.14 


220 


5.29 


0.750 


5.55 


6.15 


4.76 


6.77 


• a • • 


5.86 


6.26 


240 


5.45 


0.924 


5.65 


6.20 


4.99 


6.84 


4.14 


5.92 


6.35 


260 


5.58 


1.116 


5.73 


6.25 


5.19 


6.92 


• • • • 


5.95 


6.39 


273 


5.64 


1.236 


5.78 


6.28 


5.24 


6.98 


4.53 


6.00 


6.53 


298 


5.74 


1.45 


5.83 


6.31 


5.40 


7.04 


• • * • 


6.02 


6.66 


323 


5.84 


1.83 


5.88 


6.34 


• a • • 


• • • • 


• • • • 


6.04 


6.85 


373 


6.04 


2.24 


5.98 


6.51 


5.98 


• • • • 


* • • • 


6.08 


7.40 


473 


6.34 


3.24 


6.14 


6.88 


« • • • 


• • • • 


• • • • 


6.14 


• • • 



iZ. Elektrochem., 17, 817 (1911). 

*The data are from the following sources: GriflSths, Proc. Roy, Soc, 
London, (A) 90, 557 (1914); Eastman and Rodebush, /. Am, Chem, Soc, 
41, 489 (1919); Keesom and Onnes, Comm. Phys. Lab. Leiden, 147a, (1915); 
Mills, /. Phys, Chem., 21, 359 (1917); Schiibel, Z. anorg. Chem., 87, 81 (1914). 
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point of the element, from its compressibility, or from the spec- 
trum of tile light reflected from it. The calculations of heat 
capacity are laborious and not always satisfactory, but they do 
show the general shape of the specific heat curve. 

A better equation has been derived by Debye,* assuming that 
the atoms vibrate with all frequencies from zero to a certain 
maximum number. This equation is also very complicated, but 
for high temperatures it reduces to the simple form C, = 3 B, 
md for very low temperatures it becomes 



C = 77.94 X3fl (^\' 



I 



where fl is proportional to the maximum vibration frequency. 
The heat capacity at low temperature is thus proportional to the 
third power of the absolute temperature; the dotted portions of 
the curves of Fig. 15 are of the right shape to correspond with 
this fact. 

Much still remains to be done upon the problem of heat capSkc- 
ity however. Thus the atomic heats of sodium, potassium and 
magnesium tend toward much higher values than the 3iJ pre- 
dicted by Debye's equation,^ and the elements iron, nickel, 
cobalt, bismuth, tin and chromium do not approach ZR as an 
upper limit of their atomic heat capacities,* but aluminum, 
copper, silver, zinc and cadmium do approach such a limit. No 
adequate explanation suited to all of these cases haa yet been 
found. 

Forces Acting Between Atoms.— The great tensile strength and 
the slight compressibility of metals are incompatible with the 
older idea that solids are composed of hard particles (molecules) 
separated by considerable spaces. Richards* has studied care- 
f »ally the changes in volume which accompany the formation 
of compounds, and from the magnitude of these changes (they 
^^'"ere always decreases in volume) he concludes that the atoms 
tliemselves are compressed during combination. Now it is 
Icnown that the pressures required to compress elementary solid 
sutstances are enormous; since the chemical reaction produced 

' AnnaSen der Physik., 39, 789 (1913). 
, ■Lewia, Proc. Nat. Acad. Sci., 4, 25 (1918). , 

■SchObel, Z. amrgan. Ckem., 87, 89 (1914). 
L *J, Am. Ckam. Soc, 36, 3,417 (1914); aad eurlier papers. ■ 
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these compressions, the forces there operating must also be very 
large. In Table 38 are given the sums of the atomic volumes of 
the reacting elements, the volume of a mol of alkali chloride, 
the decrease in volume accompanying the combination, the part 
of this decrease due to the compression of the alkali element 
alone, (the compression of an atomic weight .of chlorine was 
12.5 c.c), and the pressure in atmospheres which would be 
required to produce the same change in volume in the alkali 
element. 

Table 38 













Pressure 




Volume 


Molal 


Contraction 


Part of 


which 


Substance 


of metal 

plus 
chlorine 


volume 
of salt 


during 
formation 


contraction 
due to 


would 
cause same 




formed 


of compound 


metal 


contraction. 












atm. 



Lithium chloride . . 
Sodium chloride . . . 
Potassium chloride 
Rubidium chloride 
Caesium chloride . . 



38.1 


20.5 


17.6 


5.1 


48.7 


27.2 


21.5 


9.0 


70.4 


37.3 


33.1 


20.6 


80.8 


44.0 


36.8 


24.3 


06.0 


42.4 


53.6 


41.1 



43.000 
24,000 
14,000 
10,500 
0.500 



This compression is brought about by chemical forces, that is, 
the forces holding the atoms of solids in their positions, and it is 
seen that these forces are of great magnitude. 

Arrangement of Atoms in Crystals. — The regular arrangement 
of the faces and angles of a crystal suggests that there is some 
definite way of packing together the molecules or atoms which 
make up the crystal. This regularity of crystalline form is 
independent of the size of crystal, hence it must be due to a 
unit of packing repeated over and over again throughout the 
whole crystal. Recently the work on reflection of X-rays from 
crystal faces ^ has established definitely the true nature and struc- 
ture of this unit. The wave length of visible light has been deter- 
mined from interference figures produced by a ruled grating which 
acts as a mirror for the light; where the spacing of lines in the 
grating is made of the same order as the wave length of light. 
The wave length of X-rays is about 10"* centimeters., and it 
will be remembered that the molecular diameters mentioned in 
the preceding chapters are also of this order. Hence it is possible 

* Bragg, X-rays and Crystal Strxtcture, (G. Bell and Sons, London 1916). 
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for the planes of atoms in a crystal to serve as a grating which ' 
would produce interference of X-rays, and it was a successful I 
application of this idea which formed the basis of Bragg's deter- i 
minations. In the face of a crystal of sodium chloride there are | 
both sodium atoms and chlorine atoms, also in the layers beneath I 
the surface; and the two atomic species are present in equal | 
numbers. There is, however, a fundamental difference between i 
a reflecting grating for visible light and the "reflection" of X-raya i 
from a crystal face, in that the latter rays penetrate deep into i 
the layers of atoms within the crystal itself. Hence if the i 
spacings between the atomic layers were not absolutely uniform . 
there could be no interference when the beam was reflected at a 
particular angle, but only a steady reflection at all angles. The 
existence of such angles at which there was intei^ference is thus ' 
proof that the layers have an absolutely uniform spacing. As the 
wave length of these rays in only a thousandth of that of the 
shortest visible light, it is necessary to study the reflection 
photographically, or by means of the effect of the rays as shown 
by an electroscope. ' 

From experiments with X-rays of known wave length it was i 
thus determined that in a crystal of rock salt the planes of atoms 
are 2.81 X 10~^ centimeters apart. Since the power of an atom 
to reflect X-raya is proportional to its weight, a study of the reflec- 
ted ray thus serves to determine the relative position of each atom 
in the crystal. In this way it was shown that the atoms of sodium 
and of chlorine alternate in a salt crystal along three seta of lines 
perpendicular to each other and spaced at 2,81 X 10~* centi- 
meters. They take up positions at the corners of a cubical unit 
which is repeated throughout the crystal, as shown in Fig. 16. 
Each sodium atom is there surrounded by six chlorine atoms 
equidistant from it, and each chlorine is surrounded by six 
sodium atoms. It is of course impossible to say to which chlorine 
any particular sodium atom belongs, and the identity of the 
molecule is wholly lost in the crystal. Thus the whole crystal 
is a single large structure or "molecule"' which is held together 
by the forces acting between chlorine atoms and sodium atoms; 
that is, by strictly chemical forces. 

Spatial arrangements have already been worked out for over 
> Lanpnuir, J. Am. Chem. Soc., 38, 2,221 (1916). 
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30 substances,^ and the number is being increased rapidly by 
many investigators who have taken up this line of work. Sodium 
chloride, sodium bromide, potassium chloride and potassium 
bromide all have structures in which the atoms are arranged in a 
simple cubic lattice like that of sodium chloride shown in Fig. 16. 
The diamond consists of two interpenetrating lattices, in each 
of which the carbon atoms are at the corners of the elementary 
cubes, and in addition there is a carbon atom in the center of 
each face. This is called a face-centered cubic lattice, each 
carbon atom from one lattice is then surrounded by four 




FiQ. 16. — Arrangement of atoms in a crystal of sodium chloride. 



other equidistant ones from the second lattice, forming a regular 
tetrahedron around it. The distance between atomic centers 
is 1.52 X 10""^ centimeters. 

The structure of carborundum^ is very similar to that of 
diamond; silicon atoms replacing half of the carbon atoms. The 
distance between atomic planes is 2.179 X 10""* centimeters, 

1 An excellent book describing the work on this subject has been written 
by Bragg and his son, in which will be found details of the analysis of 
crystalline structure. Photographs of atom models will be found in Nature^ 
106, 646 (1920); see also Bragg, Science Progress 16, 367 (1921). 

2 Burdick, /. Am. Chem, Soc, 40, 1,749 (1918). 
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from which the volume of the group CSi containing 1 atom of 
each element is 2(2.179X 10^**)^ or 20.7X10"'^ cubic centimeters. 
From Avogadro's number and the atomic weights of carbon 
and silicon it may be calculated that the weight of this atomic 
group CSi is (12.0 + 28.3) / (6.0 X 10^^) = 65.5 X lO^"; and it 
follows that the quotient 65.5/20.7 = 3.11 should be the density 
of carborundum if this atomic group is close-packed throughout 
the crystal. The observed density of carborundum is 3.12, a 
satisfactory agreement. It should be noted that the atomic 
distances (assuming the atoms to be in contact in a crystal) so 
obtained are of the order of 10~' centimeters, which is in agree- 
ment with the other methods of calculating atomic diameters. 
Crystals of organic substances have not been successfully investi- 
gated as yet, largely on accoxmt of the small reflecting power of 
hydrogen atoms, due to their slight mass. It may be found 
that the lattice consists of molecules in organic substances, but 
this has not been determined at present. 

If, in place of employing a crystalline substance as a grating, 
a beam of X-rays is passed through the crystal' and the emerging 
beam is photographed, it will be found that there is a diffraction 
pattern which is characteristic of the substance used; the diffrac- 
tions being closely connected with the spacing of the internal 
atomic planes and the atoms composing them. A small quantity 
of the powdered crystalline substance may be used in place of 
a single large crystal, in which case the photographic film is a- 
narrow strip forming a cylinder whose axis passes through the 
powdered material. 

Chemical Analysis by X-rays. — When X-rays of a single 
wave-length are passed through a tube of the finely divided 
(powdered) crystals, a line will appear on the film corresponding 
to every important plane of atoms in the specimen used. If 
this is a single pure substance only a few lines will be found; if 
it is a mixture of substances, many lines are formed. This has 
been made* the basis of a method of quantitative analysis which 
promises to be of great usefulness. In a mixture of substances, 
each one gives its characteristic pattern and the relative inten- 
sities of the individual patterns are proportional to the quantities 

>L&ue, Sitib. kgl. Bay. Akad. Wiss.. 1912. 



I, /. Am. Chem. Soc., 41, 1,11 



. (1919). 
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of the substaDces in the mixture. Substances of similar crystal 
structure will give similar patterns, which however differ in tho 
magnification or "spread" of the pattern. Thus lithium, 
sodium and potassium fluorides, sodium and potassium chlorides 
and magnesium oxide all have exactly the same arrangement of 
atoms in their crystals, and give patterns of precisely simOar 
lines; the magnifications of which are inversely proportional to 
the cube roots of their molecular volumes. Since no two sub- 
stances have exactly- the same molecular volumes, there is no 




danger of confusing them in an analysis of this kind, especially 
as the differences are greatly magnified in lines far from the 
center of the film. Since the interplanar distances are strictly 
characteristic of the crystals, this method of analysis shows the 
state of combination of the elements, that is, whether a mix- 
ture is sodium chloride and potassium fluoride or sodium fluoride 
and potassium chlorjde, 

A single example 'will be shown to illustrate this method 
of analysis. In Fig. 17 are shown photographs' of the dif- 
fraction patterns of pure sodium fluoride, of a "sample" and 
of pure sodium -hydros on fluoride. All of the lines in the sample 

' Courtesy of Dr. A. W. Hull uf the General Electric Co, 
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which do not correspond to one of these pure substances cor- 
respond to the other, which shows that only these two salts are 
present in considerable quantity. By prolonging the exposure, 
faint lines from traces of impurity can be brought out and 
identified from their resemblance to photographs of pure 
substances. A cubic millimeter of substance is sufficient for 
a complete analysis, and the material is not altered in any way 
while its composition is being determined. 

Arrangement of Atoms in Metals. — Extension of X-ray analy- 
sis to powdered substances has been used to determine the 
arrangement of atoms in the metals^ and other substances which 
cannot be prepared in large single crystals suitable for measure- 
ment by the Bragg method. The most common arrangement of 
atoms in metaUic crystals is the face-centered cubic, which is 
obtained by dividing the space in a crystal into closely packed 
cubes and placing an atom at each cube comer and at the center 
of each cube face. This arrangement is also called cubic close 
packing, and is one of the two alternative arrangements that 
hard spheres of equal size assume when closely packed by pres- 
sure and shaking. The metals which have this arrangement of 
atoms in their crystals are aluminum, nickel, copper, rhodium, 
silvery platinum, gold and lead. The second type of arrange- 
ment in metab is the cube centered arrangement, with an atom 
at each cube comer and at each cube center of the elementary 
cubes. The atoms so arranged are not as closely packed as in 
the face-centered cubic arrangement, and this arrangement is 
not stable for spheres, which indicates either that the atoms of 
these elements are not spheres or that they are held in position 
by special types of forces. Lithium, sodium, chromium, iron, 
molybdenum and tungsten conform to this second type. The 
third type of arrangement for metals is obtained by dividing the 
space into equal closely packed right triangular prisms, the 
bases of which are equilateral triangles, and the altitudes 1 .633 
times the side of the triangles. An atom is located at each 
prism comer and at half of the prism centers. This is the second 
alternative arrangement assumed by equal spheres under pressure 
and shaking, and is the form shown by magnesium,' zinc, and 

> Hon, Froe. Am. Inst. Elee. Eng., 38, 1,171 (1919); Science, M, 227 (1920). 
*Proe. NaL Acad. Sci., t, 470 (1917). 
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cadmium. The simple cubic arrangement is not shown by 
metals, but is confined to salts with equal numbers of positive 
and negative atoms, such as the alkali halides and magnesium 
oxide. This arrangement is unstable for spheres, but stable 
for cubes. The tetrahedral arrangement, in which each atom 
is surrounded by four others arranged in a regular tetrahedron, 
is found in the diamond, carborundum, silicon, and in ammonium 
chloride. 

X-ray methods have already been applied to the detection of 
flaws in steel, to determine the extent of crystallization in a 
metal specimen, to detect'* blow-holes" in metal castings, cracks 
in metallic parts, and faults in lumber. Applications to other 
problems may be expected to appear frequently, especially in 
metallography, where the crystal structure of a specimen has 
such an important bearing on its mechanical properties.^ 

Structure of Surfaces. — ^From the arrangement of atoms in 
alkali halide crystals, it was seen that the identity of the mole- 
cules in them is lost; that the chemical attraction of an atom was 
equally distributed among the four or six surrounding atoms, to 
no one of which it was specifically "combined," it was equidistant 
from these atoms and equally "belonging" to each one. Of 
course as the atoms evaporate from the crystal they must do so 
in the requisite pairs or groups to form gaseous molecules. In 
other words, while molecules do definitely exist in the gaseous 
state and in solutions, they appear to lose their existence as 
separate individuals in a crystal. The question occurs at once, 
what about atoms in the surface? Since in a crystal the chemical 
attractions act in all directions, the surface atoms must either 
have the attractions normally exerted in the outward direction 
bent in some interior direction and there satisfied; or else this 
attraction exists unsatisfied, and there is extending out into space 
(for the molecular distance of 10"^ centimeters at least) a definite 
chemical attraction. The latter view is correct. For when a 
crystal is suspended in a saturated solution of it, the crystal will 
attach to itself other layers and grow in size. This could hardly 

^ A detailed discussion of the applications of X-rays is given in the Trans^ 
actions of the Faraday Soc.j 16, Feb., 1920. Here the experimental methods 
are reviewed and explained, and interesting examples of the results are 
given. See also W. L. Bragg, NaturCy 106, 646 (1920). 
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case if the attraction of the outside layers of atoms in a 
crystal were fully satisfied, and it therefore seems certain that 
there is at a solid surface some unsatisfied chemical attraction, 
capable of holding (more loosely than in strict chemical combina- 
tion perhaps) other molecules on the surface. 

Adsorption. — This is a term now commonly used to denote 
the formation of layers of molecules attached to or attracted by 
a solid surface of some other material, in contrast to the absorp- 
tion of a substance into the interior of another. Thus the layer 
of gas which adheres so strongly to glass surfaces' is considered 
to be adsorbed; the coloring matter dissolved in sugar sirups is 
adsorbed by charcoal, and impurities in air and water are removed 
by adsorption on charcoal filters. The structure of surfaces as 
outlined in the previous paragraph affords a ready explanation of 
this; for the residual chemical affinity of the atoms in the surface 
layer holds the molecules of the adsorbed substance. All of the 
chemical attraction of the atoms in a surface is not free to adsorb 
other molecules, since part of it is exerted upon the atoms near 
it in the solid, but the active portion of this force is purely chemi- 
cal. Adsorption is thus a species of chemical combination in a 
flomewhat more loose way than that of the usual chemical 
reaction. 

If this is the true explanation of adsorption, there would form 
a layer of gaseous molecules possibly one molecule deep. But 
the formation of a second layer would be possible only through the 
attraction of the gas molecules in the first layer for more mole- 
cules of their same kind. This would, in effect, be the formation 
of a condensed (i.e., liquid) layer of the gaseous molecules; which 
we should not expect if the gas were far from its condensation 
pressure and temperature. Langmuir states that the forces 
involved in adsorption (chemical forces) of gaseous molecules on 
solid surfaces are very much larger than the forces acting between 
the molecules of liquids. If this is true, we should not expect the 
formation of a second layer of adsorbed gas, for this could be held 
only by the forces acting between molecules of the gas. Further, 
adsorption takes place from very dUute gases, where the forces of 
attraction between molecules are known to be negligibly small. 
The formation of a layer one molecule deep is thus analogous to 
the spreading of oil films on water into a layer one molecule deep. 

' Lwigmuir, J. Am. Chem. Soc., 40, 1,361 (1918), 
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The forces holding an adsorbed molecule are of the same nature 
as those holding together the atoms of crjrstals; thus whether 
adsorption will take place or not, and to what extent, depends 
on the magnitude of these forces, i.e., the residual valence of the 
atoms in the adsorbed molecules. Such forces are typically 
chemical, and exhibit all the differences in intensity and quality 
characteristic of chemical forces. 

No satisfactory equation has yet been developed for expressing 
the quantity of substance adsorbed on a given surface as a 
function of its pressure or concentration. The best known 
attempt in this direction is the equation of Freundlich,^ 

q = a p^/" 

where q is the quantity of adsorbed substance, a is the propor- 
tionality constant, p is the pressiu-e of the adsorbed substance, 
and n is a constant greater than unity, but different for different 
surfaces and gases. This equation is the best of the many pro- 
posed to cover adsorption, and is satisfactory as an interpolation 
formula. But it fails to fit the facts when applied over a wide 
range of pressure. At low pressures the adsorption might well 
be expected to be proportional to the pressiu-e (that is, to the 

Table 39. — Adsorption of Nitrogen on Mica At 90** Absolute 



PresBiire (dynes per 
square centimeter) 


Mols adsorbed X 10« 


Calculated from 
Freundlich equation 


Per cent deviation of 
Freundlich equation 


34.0 


1.37 


1.54 


+ 11 


23.8 


1.28 


1.31 


+ 3 


17.3 


1.17 


1.04 


- 3 


13.0 


1.06 


1.01 


- 5 


9.5 


0.995 


0.883 


-12 


7.4 


0.90 


0.795 


-11 


6.1 


0.79 


0.726 


- 7 


5.0 


0.707 


0.68 


- 4 


4.0 


0.628 


0.62 


- 1 


3.4 


0.556 


0.58 


+ 4 


2.8 


0.500 


0.536 


+ 7 



The calculated values were obtained from the equation qp = %Ajfi'^'', 
At the lowest pressure the slope of the plot Qog p against log 9) corresponded 
to 1/n = 0.68; at higher pressures it decreases to 1/n = 0.20. 

^ KapiUarchemie, 1909. 
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number of molecules striking the surface), while as the pressure 
is increased the surface layer approaches saturation and there 
is no further increase of adsorption because there is no more 
residual attraction of the solid surface. 

Table 39 shows the measured quantity of nitrogen adsorbed 
on a surface of mica, and the calculated adsorption, using Freund- 
lich's equation. The constants of this equation are evaluated 
from a plot of the observations, choosing values which cause the 
equation to fit the data as well as possible. 

Liquid Crystals. — Certain substances of complex organic 
nature melt to a turbid liquid having quite different properties 
from those of ordinary liquids. As the temperature is further 
rabed, a point is reached at which this melt changes sharply to 
a clear liquid of ordinary properties. The substance thus shows, 
in addition to its usual "melting point," another transition 
temperature at which it assumes the properties of liquids. While 
in this intermediate state the liquid exhibits double refraction, 
a property characteristic of crystalline substances. When a 
beam of light passes through a doubly refracting substance, there 
are two emerging beams, only one of which follows the ordinary 
laws of refraction, and the rays are polarized. This occurrence 
is characteristic of substances which are not isotropic, that is, 
whose properties are not the same when measured in different 
directions. It follows that the intermediate "liquid" state is 
one in which the properties of the liquid are not the same in all 
directions. Lehmann^ calls this intermediate condition the 
"liquid-crystalline" state; perhaps a better name would be 
doubly-refracting liquids. Apparently weak forces such as 
tbose acting in crystals are at work arranging the molecules in a 
kind of space lattice similar to that of crystals but less definite 
in character. The sharp disappearance of this double refraction 
at a definite temperature bears a resemblance to the melting 
point of crystals, except that in this case the substance is already 
fluid. 

An early explanation of liquid crystals (Nernst, Bose) was that 

there were molecular swarms containing several atoms, but this 

idea has been found inadequate to explain the observations. 

' A review of his very numerous papers on this subject ia given in Physik- 

oJucAe Zeitichrift, 19, 73 (lOlS). 
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Born^ and Voigt* both consider that in liquid crystals there is an 
arrangement of the. molecules in some particular way, perhaps 
parallel to one another with respect to some one axis, and that 
this is responsible for the behavior of liquids in this peculiar 
state. They do not say that there is definitely a space lattice 
similar to that in solid substances, but that if there is such a 
lattice, it differs sharply from the one foimd in solids, in that it 
consists of molecules, not atoms. The identity of the molecules, 
which is lost in crystals, is assumed when they melt to form 
liquid crystals. At the second transition point, or clearing point, 
this molecular lattice is lost, and with it the double refraction 
characteristic of anisotropic substances. 

Over 170 substances showing two transition points' have been 
prepared, and from a study of them it has been shown that there 
is no space lattice detectable by the usual X-ray methods appli- 
cable to soUd substances. These liquid crystals have optical 
rotatory powers as high as 4,000° for a film 1 mm. thick; a quartz 
plate of this thickness has a rotation of only about 25°. There 
is apparently ho relation between the constitution of the com- 
pounds* and their capacity for producing liquid crystals. It 
may be that all organic substances are capable of forming 

Table 40. — Substances Forming Liquid Crystals' 



Substance 



Transition temper- 
atures, degrees 



Range of existence 

of liquid crystals, 

degrees 



Cholesterin benzoate 

p-Azoxyanisole 

p-Azoxyphenetole 

Pyridine nitrate 

Quinoline nitrate 

p-Methylaminobenzaldehyde phenyl hy- 
drazone 

p-Ethylaminobenzaldehyde phenyl hydra- 
zone 



145 


179 


118 


136 


134 


169 


88 


105 


102 


119 


170 


190 


160 


181 



24 
18 
35 
17 
17 

20 

21 



^ Sitzh. kgl. jyreuaa, Akad., 1916, 614. 

^ Physikalische Zeit., 17, 76, 152 (1917). 

« Engineering, 106, 349 (1918), a review of the subject. 

* Chaudhari, Chemical News, 117, 269 (1918). 

^ Rotarski, Berichte, 41, 1,994 (1908). 
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liquid crystals, but the temperature ranges of their existence are 
so small that they have escaped detection. This is rendered 
unlikely by the fact that some of the substances exhibit their 
peculiar properties through a range of 35°. A few examples are 
mentioned in Table 40. 

• Questions 

1. The melting point of monoclinic sulfur is 110'' and it increases 0.05° 
per atmosphere. The density of monoclinic sulfur is 1.960 and its heat of 
fusion is 320 cal. per atomic weight. Calculate the density of liquid sulfur. 

2. At 0° the specific volume of ice is 1.091, that of water may be taken as 
1.000. When a gram of ice melts 79 cal. are absorbed. How much does an 
increase of 1 atmosphere alter the melting point of ice? Is this an increase 
or decrease? 

3. The vapor pressure of ice is 4.68 mm. at 0° and 3.30 mm. at — 4°. 
Calculate the heat of sublimation of a gram of ice from the approximate form 
of the Clausius-Clapeyron equation. 

4. Calculate the specific heat of ice from Kopps' law. Calculate the 
specific heat of iron oxide, and the percentage error. The measured specific 
heats are 0.54 and 0.16 respectively. 

5. The sublimation pressure of bromine is 15.7 mm. at — 21°, and 25 mm. 
at —15.5°. Calculate the latent heat of sublimation of bromine. Calcu- 
late from this value the sublimation pressure at —11°. 

Ans. 60.7 cal. per gram; 35 mm. 

6. Calculate the density of sodium chloride from the atomic spacing 
given in the text. The actual density is 2.17. 



CHAPTER V 
SOLUTIONS 

A solution is a homogeneous phase in which two or more 
molecular species are present. We shall consider in this chapter 
only liquid solutions, that is, mixtures of two liquids or a liquid 
in which a gas or a solid has been dissolved, or dispersed into single 
molecules. So-called ** colloidal solutions" contain molecular 
groups or aggregates which are very much larger than single 
molecules; they are in fact exceedingly fine suspensions of solids 
or Uquids, and are considered later in a separate chapter. "Solid 
solutions" will be considered briefly under heterogeneous equi- 
librium; solutions of ionized substances are considered in the 
next chapter. 

There are no fixed rules by which to predict whether a sub- 
stance will dissolve in a given liquid or not, or to what extent. 
The probability that a solution can be formed increases with the 
resemblance of the solvent to the dissolved substance; hence 
most closely related Uquids mix with one another in all propor- 
tions. Chemically unlike substances such as water and silver 
nitrate or sodium chloride also form solutions over a wide range 
of compositions; yet silver chloride scarcely dissolves in water 
at all. Carbon bisulfide is soluble in all proportions in alcohol, 
but very sUghtly soluble in water; though water and alcohol 
are soluble in one another in all proportions. 

In dilute solutions one of the components of the mixture is 
present in large excess and is called the solvent; the dissolved sub- 
stance being called the solute. It is convenient to express the 
composition of these solutions in terms of the number of mols or 
formula weights of solute present per liter of solution (volume 
concentration) or per thousand grams of solvent. The composi- 
tions of more concentrated solutions are expressed by mol f ractions, 
as was done in mixtures of gases. The mol fraction of a substance 
in solution is the number of molecular weights of it divided by 
the number of molecular weights of all substances present. An 
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example will inakn this clearer. A solution containing 10 per 
cent by weight of alcohol (C1H5OH = 46.00) has a density of 
0.9839. A liter of this solution weighs 983.9 grams and contains 



i grants or - 



j.OO 
885.5 



= 2.14 mols of alcohol. It contains also 



I 



885.5 grams or - ■ ' ■ = 49.4 molecular weights of water; the 

2 14 

mol fraction of alcohol is o ' ia _l 49 4 = 0.0416. Similarly the 

mol fraction of the water ia 0.9584, since the mol fractions of all 
the substances present must add to unity. 

Ideal Solutions. — Certain substances form solutions whose 
properties may be expressed in terms of the mol fractions of 
the component.? and the properties of the pure substances by 
means of simple laws. These solutions are called "ideal solu- 
tions," and the laws expressing their properties in terms of the 
properties of the constituents are called the laws of ideal solu- 
tions. The volume of an ideal solution ia equal to the sum of 
the volumes of the substances forming it; there is no heat evolved 
upon mixing the constituents; and the constituents of an ideal 
solution are able to dissolve in one another in all proportions. 
These statements may be regarded as a definition of an ideal 
solution. Most of the solutions encountered in chemistry are 
not strictly ideal solutions, and they are not, therefore, described 
accurately by the simple laws of ideal solutions; but for practical 
purposes many such solutions can be treated as ideal solutions, 
and their properties calculated in terms of those of the constitu- 
ents. Just what is meant by "practical purposes" will 
depend upon the accuracy desired in the calculation. In treat- 
ing the laws of ideal solutions we shall endeavor to form an 
opinion as to the deviations to be expected from the varioua 
types of solution, and of the limitations of the laws stated. 
Failure to appreciate that these laws have limited applicability 
will often lead to considerable errors; thus the vapor pressure of 
a solution of a mol of alcohol in a mol of water as calculated from 
the laws of ideal solutions is in error by 30 per cent. 

Vapor Pressure of Solutions. Raoult's Law.— The vapor 
pressure of a solution is commonly understood to mean the 
{lartial pressure of solvent vapor above the solution, but in 
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case more than one constituent of the solution is volatile, each 
one has a partial pressure in the vapor over the solution. Addi- 
tion of a solute to a solvent lowers the total vapor pressure of 
the solution in case the solute is not volatile. This lowering is 
proportional to the mol fraction of the added solute in an ideal 
solution, or the vapor pressure itself is proportional to the mol 
fraction of the solvent. Expressed in the form of equations, 
these two statements of Raoult's law (which are two ways of 
saying exactly the same thing) are as follows: 



H2^P = :r and p = POX. = p.(l - X), 



(1) 



where po is the vapor pressure of pure solvent, and xq is its mol 
fraction in the solution: p is the vapor pressure of solvent from 
the solution, and x is the mol fraction of the solute. The frac- 
tional lowering of the vapor pressure is the same at all tempera- 
tures for a given solution, and is a measure of the mol fraction 
of the dissolved substance. In applying Raoult's law the vapor 
pressure of solvent and solution must always be determined at 
the same temperature. 

Raoult's law offers a means of determining the molecular 
weights of dissolved substances from vapor pressure lowering 
of solutions of known composition. In Tables 41 and 42 are 
given the vapor pressures of some solutions, together with 
the molecular weight of the solute calculated from Raoult's 
law. Table 43 shows the vapor pressure lowering per mol of 

Table 41. — ^Lowering op Vapor Pressure 
Naphthalene (formula weight 128) dissolved in benzene at 76® 



Grams 
solute 


Grams 
solvent 


Mols 
solvent 


Vapor pres- 
sure in 
millimeters 


Molecular 

weight 
calculated 


0.0000 
0.7913 
1.3141 
1.8411 
2.3446 
3 . 3453 


26.53 
26.53 
26.53 
26.53 
26.53 
26.53 


0.340 
0.340 
0.340 
0.340 
0.340 
0.340 


639.85 

628.7 

621.6 

614.5 

607.4 

594.3 


131.3 
131.7 
131.3 
129 . 2 
128.5 



Rosanoff and Dunphy, J, Am, Chem, Soc.j 36, 1,416 (1914), 
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TABiiE 42. — Benzil (Formula Weight 210) Dissolved in Ethyl Alcohol 

AT 15** 



Grams 
solute 


Grams 
solvent 


Mols 
solvent 


Vapor pres- 
sure in 
millimeters 


Molecular 
weight 
calculated 


1.300 
0.711 
0.367 
0.196 
0.000 


46.00 
46.00 
46.00 
46.00 
46.00 




31.982 
32.061 
32 . 121 
32.160 
32.180 


210 
191 
200 
214 



Tower and Germann, J. Am. Chem. Soc.j 36, 2,449 (1914). 

Table 43. — Solutions op Mannitb in Water at 20* 



1V4^nlA.1 nOTI- 


Vapor pressure lowering 






XTAvrXCkX V>\fXX 






Per cent 
deviation of 


Lowering per 
mol of solute 


centration per 




Calculated 


1,000 grams 
water 


Observed 


from Raoult's 
law 


Raoult's law 


(observed) 


0.0984 


0.0307 


0.0311 


1.3 


0.3113 


0.1977 


0.0614 


0.0622 


1.3 


0.3108 


0.2962 


0.0922 


0.0931 


1.0 


0.3133 


0.3945 


0.1227 


0.1239 


1.0 


0.3107 


0.4938 


0.1536 


0.1547 


0.7 


0.3111 


0.5944 


0.1860 


0.1858 


0.1 


0.3129 


0.6934 


0.2162 


0.2164 


0.1 


0.3118 


0.7927 


0.2478 


0.2469 


0.3 


0.3126 


0.8922 


0.2792 


0.2775 


0.7 


0.3129 


0.9908 


. 3096 


0.3076 


0.6 


0.3124 



Frazer, Lovelace and Rogers, J, Am. Chem. Soc.j 42, 1,793 (1920). 

solute in 1,000 grams of water. The vapor pressure lowering, 
expressed in terms of the weights of substances in solution, is 

m/M 
m/M + m'/M' 



Po - V 



= X = 



Po 



(2) 



where m is the weight of solute added to m' grams of solvent, 
M is the molecular weight of the dissolved substance and M' is 
the molecular weight of the solvent. It will be seen that the 
agreement is all that could be desired. 

Direct measurements of vapor pressure are more diflScult, 
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from an experimental point of view, than are certain other 
measurements (freezing point depressions, boiling points) which 
are equivalent to vapor pressures. These will generally be 
found more useful in molecular weight determinations than 
vapor pressure measurements. 

Raoult's law applies strictly to dilute solutions, but does not 
accurately express the vapor pressure of most concentrated 
solutions in terms of the mol fraction of solute. Conversely the 
mol fraction calculated from vapor pressure measurements in 
strong solutions is unreliable. The following data will serve 
to illustrate the errors when concentrated solutions are involved. 



Table 44. — Vapor Pressure op Sugar Solutions at 30' 











Per cent error 


Mols sugar 
per 1,000 


Mol fraction 
of solute 


Vapor pres- 
sure 


Po — P 


in mol frac- 
tion calculated 


grams water 


(millimeters) 


Po 


from Raoult's 










law 


0.993 


0.0175 


31.22 


0.0194 


10 


1.65 


0.0288 


30.76 


0.0338 


13 


2.38 


0.0410 


30.21 


0.0520 


21 


3.27 


0.0555 


29.43 


0.0746 


25 


4.12 


0.0690 


28.72 


0.0980 


29 


6.35 


0.0877 


27.55 


0.1326 


33 


6.36 


0.1025 


26.70 


0.1612 


37 



Berkley and Hartley, Trans, Roy. Soc. London A, 218, 295 (1919). 

Doubtless much of this error is due to combination of some sort 
between the sugar and water; perhaps the molecular weight of 
liquid water is not 18. But at least these factors also exert an 
influence in other cases as well, so that the deviations here found 
may be considered typical of strong solutions. 

Vapor Pressure of the Solute. Henry's Law, — The solubility 
of a gas at a given temperature is proportional to the pressure 
of the gas above the solution. Expressed as a vapor pressure 
law, this states that the partial pressure of a volatile solute from 
a solution is proportional to its mol fraction, or to its concentra-. 
tion. The equations are 

p = kx or p = k'C, (3) 
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where p is the partial pressure of the gas above the solution, x 
is its mol fraction and C its concentration in the solution. It 
will be seen that this law closely resembles Raoult's law, the 
only difference being that the proportionality constant is not the 
vapor pressure of the pure gas in the equation for Henry's law. 
The value of the constants k and k' must be determined at each 
temperature by experiment; these constants are not the same 
for different solutes, or for the same solute at different temperatures 
or for various solvents, Henry's law is useful, therefore, only in 
calculating the solubility at some new pressure, or the vapor 
pressure of the solute at some new concentration, when the 
corresponding quantity is known for one solution at the tem- 
perature in question. Data illustrating this law are given in 
Table 45. 



Table 45. — Boldbilitt op 


Caiujon Dioxide in Water 


At 100° 






At25'' 




Pressure of 


Molal 
concentration' 




Pressure ot 


Molal 

concentration' 




CO,(atmos- 
pheres) 


p/C 


CO, (atmos- 
pheres) 


vl.c 


60 


0,303 


198 


4.12 


0.139 


29,7 


70 


0.342 


205 


5.33 


0.180 


29,7 


80 


0.374 


213 


7.64 


0.258 


29,6 


90 


0.427 


211 


10.61 


0,358 


29.6 


100 


0.461 


218 


12.16 


0.410 


29.6 


110 . 


0.503 


218 


19.73 


0.666 


29.6 


120 


0.554 


217 


22-56 


0,761 


29.6 


130 


0.606 


215 


40-61 


1,370 


29.6 


140 


0.661 


212 








150 


0.695 


216 








160 


0,748 


214 








170 


0.770 


221 









I 



Distributioa Between Phases. — It will be seen from Henry's 
law that the ratio of the quantity of solute per liter of solution 
to the quantity of gas per liter above the solution is a constant, 
since the concentration in the gas phase is proportional to the 

•Sander, Z. ■pkysikolUche Chemie, 78, 513 (1911). 
•Smith, J. Am. Ckem. Soc, 40. 885 (1918). 
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pressure. This same conclusion has been found to apply to the 
ratio between the equilibrium concentration of solute in one 
liquid phase and that in another liquid phase in contact with it. 
For example, if a substance soluble in both water and benzene is 
dissolved in water, and this solution is shaken with a quantity of 
benzene, it will be found at equilibrium that the ratio of the 
molal concentration in the benzene layer to that in the water 
layer is a constant, regardless of the quantity of solute used, 
or of the relative quantities of benzene and water. Like the 
constant in Henry's law, the distribution constant must be 
determined by experiment for each solute and for each pair of 
mutually insoluble liquids, and the constant changes with the 
temperature. When two phases are in equilibrium with one 
another as regards some particular component and one of these 
is in equilibrium with a third phase, the other is also in equi- 
librium with this third phase. If the third phase is the solid 
solute itself, then when one liquid is saturated with the solid and 
in equilibrium with another liquid, this second liquid must also 
be a saturated solution of the solute. Thus the distribution 
constant for a given substance between two solvents is the ratio 
of the solubilities of that substance in the two phases, provided 
the distribution law holds for such concentrated solutions. Like 
Raoult's law and Henry's law, the distribution law is exact for 
very dilute solutions, and exhibits deviations in more concen- 
trated ones. When the solutions (except those of ionized sub- 
stances) are less than one formal, the deviations from these laws 
are usually less than two per cent. 

Table 46 shows the distribution of succinic acid between water 
and ether, expressed as the mol fraction of the acid in each phase. 
The distribution law applies only to a particular species of mole- 
cule, and would not give a constant if succinic acid were in a 
different condition in the two phases, for example if it were HSSO^ 
ciated into double molecules in the ether layer, or if it were 
highly ionized in the water layer. When a set of distribution 
ratios calculated from experimental data shows a steady decrease 
or increase with the concentration, the most common explanation 
is the assumption of a different molecular condition by the solute 
in the two phases. Usually this is an association into double 
molecules in organic liquids containing no oxygen when the solute 
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f^organic acid. The constant distribution ratio in Table 46 

I shows that succinic acid does not polymerize in ether solution, 

and does not ionize to any considerable extent in water solution. 

It will be noted that the distribution ratio for ammonia is not 

constant for concentrations much above normal. This is in 

harmony with the deviations of other laws in concentrated 

solutions. The distribution ratio of acetic acid between water 

I and benzene changes rapidly with the concentration, as acetic 

I acid forms double molecules in the latter solvent. 

The distribution equation in terms of mol fractions and in 
terms of concentrations is 



-k' or - 



») 



I where the subscripts refer to the two phases involved. 

All three of the laws just considered, Raoult's law, Henry's 

I law, and the distribution law, refer to the distribution of some 
one molecular species between two phases. Thus, Raoult's 
law states that the concentration of the solvent molecules abovo 
a solution is proportional to their concentration in the solution; 
Henry's law says that the concentration of solute molecules 
above a solution is proportional to the concentration in it; and 
the distribution law refers to the ratio of the concentration of 
solute in two liquid phases in equilibrium with one another. 



Table 16. — Distiubdtion of Soccinic Acid between Water aku Ether 
[Concentrations are in mols of acid per 100 mols of solution) 



13° 


20° 


25° 


Wnter 


Rt,h«r 


fc 


Water 


Ether 


k 


Water 


Ether 


k 


layer 


layer 


layer 


layer 


layer 


layer 


0.372 


Q,305 


1,223 


0.2025 


0.1535 


1.322 


0.364 


0,248 


1.471 




0,358 


1.229 


0,431 


0,319 


1,351 


0,720 


0,486 


1-485 


0.573 


0,468 


1,228 


0,495 


0.366 


1,353 


1.088 


0.727 


1-493 


o&go 


0.714 


1,233 


0,629 


0,465 


1.355 


1,613 


0,731 


1 489 




0,778 


1.237 


0,936 


0,686 


1.364 








__l 




1,211 


0,889 


1,363 









Po'bea utd CooUdae, J. Am. Chem, Soc, 41, 150 (1919J. 
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Table 47. — Distribution of Ammonia between Water and Chloroform 



At low concentration 


At high concentration 


Concentra- 
tion in water 


Concentra- 
tion in 
chloroform 


C„/Cc 


Concentra- 
tion in water 


Concentra- 
tion in 
chloroform 


C«/Cc 


0.0443 

0.0220 

0.0110 

0.00572 

0.00275 


0.00165 
0.00091 
0.00044 
0.00021 
0.00011 


26.2 
24.1 
24.7 
25.7 
24.6 


1.02 
3.13 
5.24 
7.29 
9.35 
12.25 


0.045 
0.146 
0.283 
0.457 
0.710 
1.227 


22.7 
21.4 
18.5 
15.9 
13.2 
10.0 



Z. phyHk. Chem. 30, 258 (1899). J, Am, Chem, Soc, 33, 940 (1911). 

Table 48. — DiSTRmuTioN of Acetic Acid between Benzene and Water 
AT 25° (Acetic acid forms double molecules in benzene) 



Cb 


c« 


CajCyt 


0.0159 
0.0554 
0.2250 
0.9053 


0.579 
1.382 
3.299 
6.997 


0.0274 
0.0401 
0.0776 
0.1290 



Vapor Presstires of Ideal Solutions of Two Liquids. — When two 
liquids, A and B, form an ideal solution, the partial pressure of 

each in the vapor is proportional 
to its mol fraction in the solution, 
and these partial pressures may be 
calculated from Raoult's law. Thus 

p = poX and p' = y^'x' 

where po is the vapor pressure of 
pure liquid A and x is its mol 
fraction in the solution; and p^' 
is the vapor pressure of pure 
liquid B and x' is its mol fraction. 
The vapor pressures over the whole 
range of mol fractions from pure A to pure B for such an 
ideal solution are shown in Fig. 18, where the partial pressure 
of A is given by the line ga^ that of B by 6A, and the total vapor 




1.00 



Mol Fraction of A 
Fig. 18. 
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pressure (which is the sum of the two partial vapor pressures) 
by the line ba. 

When the solution contains only A, x = 1, a;' = 0, and the 
tot^ pressure is po, the vapor pressure of pure A (ah in the figure). 
Similarly for pure B, x = 0, x' = 1 and the total pressure is 
p' (bg). When the substances are present mol for mol, x = 0.5, 
x" = 0.5, p = 0.5po; and p' = O.Spo', corresponding to ce and cd 
respectively. The total pressure is the sum of these pressures, or 
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Fig. 19. 

qf. If ce and cd are the partial pressures, then the mol fractions 
in the vapor are X^ = ce/c^ and Xg = cdfcf; and these will be 
the mol fractions of the two substances in the first portion of 
distillate condensed from the solution at this temperature, since 
distillate is condensed vapor. As ce and cd are not equal, the 
mol fraction of constituent A in this vapor will not be the same 
as in the solution from which it came. In general, the greater the 
difference between the vapor pressures of the two components, 
the greater the difference in composition between a liquid and 
a vapor in equilibrium with it. 
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Ideal solutions of this kind are formed only when the two com- 
ponents are chemically very similar. For most pairs of liquids 
which mix in all proportions the deviations from ideal solutions 
are considerable when both constituents are present in large 
proportion, for example when the mol fractions are between 0.1 
and 0.9 for both. This may be due to the formation of complexes 
(double or triple molecules) which render the mol fractions 
calculated from the composition by weight in error. The vapor 
pressures of mixtures of benzene and toluene are given in Table 
49 and Fig. 19, together with the total vapor pressure calculated 
from the sum of the partial pressures demanded by Raoult's law. 

Table 49. — Vapor Pressures op Mixtures op Benzene and Toluene 

AT 30° 



Mol fraction of 
toluene 


Exptl. 
total pressure 


Calculated partial pressures 


Calculated 
total pressure 


Per cent 


in solution 


Bensene Toluene 


error 


0.00 


121.8 


121.8 


• • • • 


121.8 


• 
• • • • 


0.10 


115.1 


109.5 


3.8 


113.3 


2 


0.20 


108.3 


97.4 


7.6 


105.0 


3 


0.30 


101.4 


85.3 


11.3 


96.6 


6 


0.40 


94.0 


73.1 


15.1 


88.2 


6 


0.50 


86.0 


60.9 


18.9 


79.8 


7 


0.60 


77.8 


48.7 


22.6 


71.3 


8 


0.70 


69.2 


36.5 


26.4 


62.9 


9 


0.80 


60.0 


24.4 


30.1 


64.6 


9 


0.90 


50.1 


12.2 


33.9 


46.1 


8 


1.00 


37.7 


• • • • 


37.7 


37.7 


• • ■ ■ 



Schulze, Annalen der Physiky 69, 82 (1919). 



As the two components are chemically very similar, there is 
every reason to expect approximate agreement with the laws of 
ideal solutions, and this may be taken as a good example of the 
agreement generally obtained. 

Benzene and carbon disulfide form a solution which deviates 
somewhat more from an ideal one. The total vapor pressure at 
30°, and the partial pressures of each substance from solution are 
shown in Table 50. The total pressure was measured with a 
manometer, and each partial pressure was computed from the 
mol fraction of it in a small portion of distillate collected. 



123 
I Carbon 



Mol tfMtion of 


Total vapor 


Partial 


Partial pr«- 


Pressure of C8, 




MluUoB, 30° 


s^r™ 


bMiene'^mfui. 


m'irm,?»« 


Haoulf a bw 


deviation 


00 


434.6 




434,6 






0.0800 


413.1 


14.7 


398.4 


399 





0,2286 


378.9 


35.8 


343.1 


335 


2.5 


0.3723 


340.8 


53.3 


287.5 


272.5 


6- 


0.6516 


259.1 


81.6 


177.5 


151 


15 


0,8845 


169.5 


107.3 


62.2 


50 


19 


1 000 


119.3 


119.3 









p 



The large errors in the pressure of carbon disul&de calculated 

by means of Raoult's law when it is present in smaD proportion 

illustrate an important fact. 

Raoult's law is a law for the 

vapor pressure of a solvent, 

and carbon disulfide is scarcely 

the solvent when its mol frac- 
tion is only 1 - 0.885 = 0.115, . 

as it is in the next to last line 5 

of the table. If the vapor = 

pressure of benzene from thin ^ 

solution ia calculated from ~. 

Jiaoult's law, it is 119.3 X g 
0.8845 = 105.5, which is in 
error by about 2 per cent. 

Mixtures of acetont! and 
*'arbon bisulfide' may be 
**ken as an extreme example 
*^f the deviations of Raoult's 
^W. Here the total vapor 
pressure of an equi-molal 
^^lution is far higher than 

•■Qat of either pure component, and the partial pressure of carbon 

'disulfide from this solution is! 20 per cent higher than that 
' f^moahima, J. Am. Chem. Soc, 40, 1,503 (1918). 
'Zawidski, Z. pkysik. Chem., 36, 172 (1900). 
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calculated from Raoult's law. For these solutions no simple 
laws are known. The composition of vapor in equilibrium with 
each solution is shown by the dotted line below the total vapor 
pressure curve. For example, the solution whose composition 
is a, Fig. 20, is in equilibrium with vapor of composition 6. 

Constant Temperature Distillation. — By reference to the fourth 
line of Table 50 it will be seen that the partial pressures of ben- 
zene and of carbon disulfide are respectively 53.3 and 287.5 mm. 
over a solution in which the mol fraction of benzene is 0.3723. 
The partial pressures in the vapor phase are proportional to 
their mol fractions in the vapor (Dalton's law), each pressure 
being the product of the mol fraction and the total pressure. 
Hence the mol fractions in the vapor phase are 53.3/(53.3 + 
287.5) = 0.156 for benzene and 0.844 for carbon disulfide. If 
this vapor is cooled so that it condenses completely, the mol 
fractions in the condensed liquid will be the same as in the vapor 
from which it is formed, 0.156 and 0.844. This is exactly what 
happens in distillation; a vapor is expelled from a solution, and 
in this vapor the constituents are present in the ratio of their 
vapor pressures over the solution; this vapor condenses to a 
liquid having the same composition as the vapor, but a different 
composition from the solution out of which it was distilled. 

Of course if the whole solution were distilled, the total distillate 
would have the same composition as the original solution. But 
the first portion of distillate is richer in carbon disulfide than the 
original solution, and the liquid remaining behind will be richer 
in benzene. In Table 51 are given the mol fractions of benzene 
in the vapor over each of the solutions of Table 50; it will be 
seen that each distillate contains a smaller proportion of benzene 
than the liquid from which it was expelled. The dotted line of 

Table 51. — Benzene and Carbon Disulfide at 30° 



Mol fraction benzene 
in solution 


Partial pressure 
benzene, millimeters 


Partial pressure 
CSt, millimeters 


Mol fraction bexuene 
in vapor 


0.0800 


14.7 


398.4 


0.0355 


0.2286 


35.8 


343.1 


0.0945 


0.3723 


53.3 


287.5 


0.1564 


0.6516 


81.6 


177.5 


0.3151 


0.8845 


107.3 


62.2 


0.6333 
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Pig. 21 is so drawn that each point on it shows the composition 
of vapor in equilibrium with the solution whose composition is 
Bhown by the solid lino horizontally across from it. Thus a 
solution in which the mol fraction of benzene is 0.6 has a vapor 
pressure shown by c, and gives a vapor whose composition is 
shown by c', about 30 mol per cent benzene; and this vapor 
condenses to a liquid of the same composition. 

We have so far assumed a constant temperature of 30° for the 
fractional distillation, and let the total pressure be whatever it 
might. In practice the pressure is kept constant, usually at 1 
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atmosphere, and the solution is brought to this total pressure by 

raising the temperature until the solution boils. This will be 

considered after the boiling of solutions containing only one 

volatile component has been presented. 

Boiling Point of Solutions. — The boiling point of any liquid 

I or solution is the temperature at which the total vapor pressure 
is equal to that of the atmosphere, 760 mm. of mercury. Solu- 
tions, like pure liquids, increase their vapor pressures as the 
temperature is raised, but at any given temperature (for example 
at the boiling point of the solvent) the vapor pressure of a 
solution is less than that of the pure solvent. The vapor pressure 
lowering is proportional to the mol fraction of the dissolved 
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substance, as indicated by Raoult's law. It will therefore be 
necessary to heat a solution to a temperature above the boiling 
point of the solvent before its vapor pressure becomes 1 
atmosphere, in case the solute has no vapor pressure. A diagram 
of these conditions near the boiling point of a solution is given in 
Fig. 22; the solid line represents the vapor pressure of pure 
solvent and the dotted line the vapor pressure of a solution in 
which the mol fraction of the non-volatile solute is x. 

The vapor pressure of the so- 
lution at To, the boiling point of 
the solvent, is less than 760 mm. 
^ by the distance ab; to bring the 

pressure up to 760, so that the 
solution can boil, the temperature 
must be raised (while the vapor 
pressure increases along the dot- 
ted line) until the point c is 

reached, at the temperature T. 

® The relation between the low- 

ering of the vapor pressure and 
the boiling point raising is ab/ac = {po — p)/(T — To). But 
ab/ac is the slope of the dotted line, that is, it is the rate of 
change of the vapor pressure of the solution with the temperature. 
It will be seen that the dotted and solid lines are nearly parallel 
however, at least for the short distances involved in a small 
change of boiling point, and hence we may write dpo/dT for 

— , in place of dp/dT; that is, employ the change of vapor pres- 
sure of the pure solvent with the temperature in place of the 
change in vapor pressure of the solution with the temperature. 
Then we may write 

Po — p ^ dpo _ PqX . V 

T - To dT T - To ^^ 

by substituting for Po — p its value poX from Raoult's law on 
page 113. On solving this equation for the elevation of the 
boiling point, ATb, we have 

since the terms po and dpo/dT are characteristic of the solvent. 
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The value of k will not be the same for all eolventa, but must ! 
be determined in one of the ways explained below. The validity 
of this equation is illustrated by 
solutions of diphenyl in benzene,' 
Two pieces of boiling point appa- 
ratus, like that shown in Fig. 23, 
were used, one of which contained 
pure benzene tmd the other the 
solution. The boiling points of 
the solvent and solution were 
determined at the same moment, 
thus avoiding any error due to a 
change of atmospheric pressure 
during the progress of an ex- 
periment. The results for sev- 
eral solutions are shown in 
Table 52. 

In laboratory practice, the 
composition of a solution is com- 
monly expressed in terms of the 
mols of solute per 1,000 grams 
of solvent, and the elevation of 
the boiling point produced by a 
mol of solute in 1,000 grams of 
solvent is called the molal eleva- 
tion of the boiling point, B. For 
example, 1,000 grams of water is 
1000/18 or 55.5 mols of water, 
and when a mol of solute i. 
solved in 1,000 grams of water 
its mol fraction is i = 1 /(I + 55.5) 
= 0.0177. The vapor pressure 
of water at its boiling point " '"" °*" opump 
changes at the rate of 0.0358 atmospheres per degree, 
whence from equation (6), p., = 1, dpJdT = 0.0358, and 
0.0177 
' 0.0358 " 



AT't 



— Boiling-point apparatus.' 
. miw tuba a aervM to pump sn 
intiraals minarc of solution and vapor 



= 0.495° 



' Waahburn and Read, J. Am. Che-m. Soc., 41, 729 (1919). 
■Cottrell. J. Am. Chem. Soe. 41, 721 (1019). 
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Tablb 52. — Solutions op Diphbnyl in Benzene 



Boiling 

point 

elevation 


Mol fraction 
solute 
exptl. 


Mol fraction 

solute 

calculated 


f-' 


Per cent 
error 


1.333 
1.709 
2.152 
2.521 
3.142 


0.0380 
0.0490 
0.0613 
0.0718 
0.0890 


0.0387 
0.0494 
0.0618 
0.0717 
0.0885 


35.7 
35.0 
35.1 
35.0 
35.3 


1.8 
0.7 
0.8 
0.1 
0.5 



for a solution of a mol of solvent in 1,000 grams of water. In 
this calculation water vapor has been assumed an ideal gas; if 
correction is made for its deviation from the laws of an ideal 
gas, the molal elevation becomes 0.518°. Then the boiling 
point of any aqueous solution of a non-volatile substance is 

An = 0.518C = BC (7) 

where C is the concentration of the solution in mols per 1,000 
grams. The values of this constant B for several liquids are 
given in Table 53. It will be seen that this equation furnishes a 
convenient means of determining the molecular weights of 
dissolved substances, since the mols per 1,000 grams of solvent is 
given by equation (7) from the boiling point elevation, and the 
grams of solute per 1,000 grams of solvent is known from analysis. 
In equation (6) above the temperature coefficient of vapor 
pressure of the solvent, dpo/dT, was used to determine the eleva- 
tion of the boiling point, and the values in Table 53 were calcu- 
lated from the slope of this curve. It will be recalled that the 
Clausius-Clapeyron equation expresses this change of vapor 
pressure in terms of the molal latent heat of evaporation. By 
substituting dpo/dT = poL/RTo^ in equation (5) we have 

^Po _ Poi> _ PoX 
df "MV "" T - To 

and on solving for AT we have 



AT = ^^-x = kx, or AT = BC. 



(8) 



For comparison, let us calculate a value of B for water from this 
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Table S3. — Boilinq Point Constants' 



Acetic acid 

Benzene 

Carbon disulfide. . . . , - 

Chlorotorm 

Carbon tetrachloride. . 

Ethyl alcohol 

Ethyl ether 

Ethyl acetate 

Hexane 

Methyl alcohol 

Methyl acetate. 

Methyl propionate. . . . 

Octane— n 

Pentane-n 

Pwpyl alcohol 

Propyl acetate 

Stannic chloride 

"Water 



100,00 



0,0309 
0.0325 
0.0329 
0,0314 
0,0379 
0.0358 
0.0317 
0.0313 
0,0399 
0.0345 
0.0330 
0,0284 
0-0354 
0.0365 
0.0299 
0.0263 
0,0358 



2.58 
2.40 
3.64 
5.05 
1.24 
2.21 
2.90 
3,89 
0,84 
2.20 
2.77 
4.37 
2,13 
1.71 
3.61 
10.32 
518 



0,024 
0.020 

0.010 
0.036 
0.010 
0.007 
0.012 
0.007 
0,009 
0.009 
0.016 
0.005 
0.012 
0,012 
0.010 
0.100 
0,007 



The correctiona in the last column are to be added to B tor every 100 mm. 
increase in the barometric preaaure over 760 mm., and to be subtracted 
^Bor every 100 mm. below 760 mm. For example the molal elevatioo for 
^Hfauinic chloride at a pressure of 700 mm. would be 10.26°. 

equation, where B is the boiling point elevation for a molal 
solution. The heat of evaporation of water is 538 cal. per gram, 
or 9700 cal. per mol, whence 

_ 1.99 X {373)" __1^_ ™o 

^^ - 9700 ^ r+ 55:5- ^-^^^ 

|*^en C = I. 

The agreement is about what may be expected in caJcuIationB 

evolving the approximate equation dp/dT = pJj/RT^. When 
^■ta for the molal heat of evaporation are not at hand, approid- 
mMe values suitable for use in equation (8) may be calculated 
from Trouton's rule, or its modifications. Conversely, the eleva- 
'iDQ of the boiling point may serve to determine the heat of 
'Eosanoff and Dunphy, J. Am. Cbem. Soc, 36, 1,415 (1914). 
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evaporation, provided deviations of 2 or 3 per cent are not objec- 
tionable. 

Fractional Distillation. — In the paragraphs just given, it has 
been assumed that the dissolved substance was not volatile. 
For the liquid mixtures mentioned earlier, each component has 
an appreciable vapor pressure, and the total vapor pressure may 
be greater or less than that of one of the components. For 
example, addition of acetone to toluene lowers the boiling point, 
for the partial pressure of acetone from such a solution is greater 
than the decrease in toluene pressure produced by adding a 
solute. If the total pressure is higher than the vapor pressure 
of pure toluene at the same temperature, the solution will exert 
a pressure of 1 atmosphere at a temperature lower than toluene 
boils, and will therefore have a lower boiling point. Distillation 
is ordinarily carried out at a constant pressure of 1 atmosphere, 
and fractions of distillate passing over at different temperatures 
are collected. The total vapor pressure is constant, and the mol 
fraction of each substance in the distillate passing ofif from any 
liquid mixture is equal to its mol fraction in the vapor at equi- 
librium with this solution; these mol fractions in the vapor being 
a measure of the partial vapor pressures from solution. The 
boiling points of mixtures of acetone and toluene are shown in 

Table 54. — Vapor Pressures op Toluene-acetone Mixtures • 



Mol fraction 

acetone in 

solution 


Boiling 
point of solution 


Partial pressure 
of acetone 


Partial pressure 
of toluene 


Mol fraction of 
acetone in vapor 


0.00 


109.4 





760 




0.108 


93.5 


341 


419 


0.449 


0.187 


85.0 


484 


276 


0.636 


0.383 


72.8 


616 


144 


0.811 


0.572 


67.0 


671 


89 


0.883 


0.686 


64.0 


696 


64 


0.916 


0.790 


61.2 


715 


45 


0.941 


0.871 


59.5 


732 


28 


0.964 


0.938 


58.0 


746 


14 


0.981 


1.000 


56.5 


760 


• • • 


1.000 



Rosanoff, Bacon and White, J. Am. Chem, Soc, 36, 1,803 (1914). 

Table 54, together with the partial pressure of each substance in 
the vapor in equilibrium with these solutions. For example a 
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mixture containing 68.6 mol per cent of acetone boils at 64®, that 
is, exerts a total vapor pressure of 760 mm. of mercury at this 
temperature; of which total pressure 696 mm. is due to acetone 
and 64 mm. to toluene. Since partial pressures are proportional 
to mol fractions in a gaseous mixture, the mol fraction of acetone 
in the vapor above this solution is 696/760 or 0.916, that of 
toluene is 64/760 or 0.084; and these are the mol fractions in the 
first portion of distillate passing over, since the distillate is formed 
upon condensation of this vapor. 

110 
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Mol Fraction of Acetone 
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Fig. 24. — Boiling-point curve for mixtures of acetone and toluene. 



In Fig. 24 the boiling points of the mixtures are plotted against 
mol fractions in the liquid, shown by a solid line; and the com- 
position of the vapor in equilibrium with each solution is shown 
as a dotted line. Thus a solution of 25 mol per cent acetone 
boils at 80®, giving a first distillate which contains about 70 mol 
per cent of acetone. If the boiling is continued until 85® is 
reached, the last portion of distillate passing over has a composi- 
tion of 64 mol per cent acetone, and the composition of the 
residual liquid is 19 mol per cent acetone. The composition of 
the total distillate is intermediate between 70 mol per cent and 
64 mol per cent. Reference to the solid line of Fig. 24 shows that 
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this distillate (assuming it 67 mol per cent acetone) would boil 
at about 64® and yield upon re-distillation a first distillate con- 
taining nearly 90 mol per cent of acetone. By repeating these 
fractionations a mixture richer in acetone is obtained as a dis- 
tillate each time, and by combining the residues and distilling 
out a new portion, it is possible to resolve such a mixture into its 
components after a number of repetitions of 'this process. This 
is true of mixtures when the boiling points of all solutions are 
between those of the components, provided these components 
do not have boiling points too close to each other. 

Mixtures with a Minimum Boiling Point. — Certain pairs of 
liquids form mixtures which boil lower than either of the constitu- 
ents; such mixtures cannot be separated by distillation into the 
two pure components, but only into one pure liquid and a mixture 
having the lowest boiling point. For example, acetone and 
carbon bisulfide form a solution with a higher vapor pressure 
than either component (page 123) ; this solution will therefore boil 
at a lower temperature than either pure component. 

Similarly, methyl alcohol (boiling point 66°) and chloroform 
(boiling point 62°) form a mixture boiling at 54°, which mixture 
contains about two mols of chloroform for one of alcohol. The 
boiling point curve is shown by a solid line in Fig. 25 and the 

composition of distillate passing off at 
each boiling temperature is shown by 
the dotted line. A mixture of one mol 
of each substance boils at about 55°, 
yielding as a first distillate a mixture 
in which the mol fraction of chloroform 
is about 0.60. Complete fractionation 
J. J'^ ?•* ?ou^^ r ^ of this mixture would vield pure methyl 

Mol Fraction of Chloroform ,ri oi»t 11 

FiQ. 25. alcohol as a final residue, and the 

minimum boiling mixture as a final 
distillate. Any mixture containing over 66 mol per cent of 
chloroform may be fractionated into pure chloroform as a residue 
and the minimum boiling mixture as a final distillate. To each 
portion of the diagram of Fig. 25 may be applied the reasoning 
considered in connection with Fig. 24, where there was no mini- 
mum point. Ethyl alcohol and water are another pair of liquids 
forming a minimum boiling mixture, the 96 per cent alcohol of 
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™ commerce. Certain other liquids form maximum boiling mix- 
tures; they may be separated by fracttooation into a distillate 
which is one pure component, and the maximum boiling mixture 

*aB a final residue; but not into the two pure components. 
It frequently happens that maximum points or minimum 
points occur at percentage compositions which correspond to a 
simple molecular ratio of the two components. This is not 
very good evidence that a compound is formed however. For 
example, constant boiling hydrochloric acid has a composi- 
tion closely approximating HCl.SHjO when distilled under a 
pressure of 1 atmosphere; a weaker acid solution expels more 
water than hydrogen chloride and becomes stronger; a more 

» concentrated acid loses hydrogen chloride faster than it loses 
water, and becomes weaker in acid until this constant boiling 
composition is reached. A constant boiling acid solution of some- 
what different composition ia obtained when the distillation is 
carried out under reduced pressure or increased pressure, so 
that the existence of a loose chemical compound in solution must 
be established by some other means than a maximum point in 
the boiling temperature curve. Minimum points are possibly an 
indication of loose chemical combination between the consti- 
tuents of a mixture, but in the lack of other and better evidence 
it ia probably unsafe to assume that such compounds exist. 

DistillatioQ with Steam. — In all of the discussion of distillation 

^ssj ven above, it has been assumed that there was only one liquid 

^^zjhase present. There is another type of distillation involving 

"fc "WO phases, that is, two liquids which do not dissolve in one 

^a-nother. In this case each liquid exerts its own vapor pressure 

i independently of the other liquid, and since the liquids are 

^^nutually insoluble, neither lowers the vapor pressure of the 

•i'ther by decreasing its mol fraction. When the total vapor 

Treasure reaches that of the atmosphere, distillation takes 

place from both phases, and the raol fraction of each sub- 

^ stance in the vapor passing over is proportional to its vapor 

^m pressure at the temperature of the distillation, 

^1 Consider for example a mixture of water and turpentine, under 

^H s total external pressure of I atmosphere. When the tempera- 

^H ture IB 90° the vapor pressure of water is 526 mm, of mercury, 

^B^and that of turpentine is 91 mm. At 100° the vapor pressures 
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are 760 mm. and 131 mm. The total pressures at each temperar 
ture are the sums of the two vapor pressures, since each liquid 
is substantially insoluble in the other; therefore the total pressure 
is 617 at 90° and 891 at 100°. Then at 90° the total pressure is 
below that necessary for boiling the mixture, and 100° it is consid- 
erably above the necessary temperature. At 95° the vapor pres- 
sures for the two pure substances are 634 and 110, total 744. It 
is clear that the mixture will boil slightly above this temperature. 

The mol fraction of each substance in the vapor is proportional 
to its partial pressure, and the mol fraction of each substance in 
the distillate is the same as that in the vapor. Since the partial 
pressure of turpentine at 95° is about 0.15 atmosphere, and that 
of water is 0.85 atmosphere; under a total pressure of 1 atmos- 
phere, these are the mol fractions of the two substances in the 
distillate. Then there will be 0.15 mols of turpentine for 0.85 
mols of water, or 57 per cent of turpentine by weight. It should 
be noted that this process has effected the distillation of turpentine 
at about 95°, which is about 70° below its boiling point when 
distilled alone. Steam distillation is often resorted to in organic 
preparations when a substance decomposes at temperatures 
near its normal boiling point. 

A distillation with steam can also be carried out for liquids 
which are mutually soluble to a small extent, such as water and 
aniline; but the temperature at which such a distillation will 
take place cannot be computed from vapor pressure data for 
the pure substances. In general, when the two liquids con- 
cerned are mutually soluble to a slight extent, the temperature 
of distillation is higher than if they were completely insoluble, 
but below the boiling point of either pure substance. Solid insolu- 
ble substances may be sublimed with steam also, since the 
current of steam serves to carry away saturated vapor as fast as 
it is formed, and the solid substance separates out when the 
vapor is cooled. When it is desired to distil or sublime sub- 
stances of very small vapor pressures, superheated steam is 
often employed. 

Freezing Point of Solutions. — The freezing point of a solution 
may be defined as the temperature at which the solution exists in 
equilibrium with the solid solvent; it is the temperature at 
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which the aotid solvent would begin to separate if the solution 
were cooled slowly. The addition of a solute will lower the 
vapor pressure of a solvent in accordance with Raoult's law, but 
will leave the vapor pressure of ice (in which the solute does not 
dissolve) unchanged. Thus the solution and ice will no longer 
be in equilibrium (have the same vapor pressure) at the freezing 
point of p^u-e solvent. The sublimation pressure of ice decreases 
more rapidly as the temperature falls than does the vapor pres- 
sure of the solution, which changes at almost the same rate as the 
vapor pressure of pure solvent. Hence by lowering the tempera- 
ture we may bring the solution and pure soHd solvent to the 
same vapor pressure, that is, to equilibrium. 

Let ah in Fig. 26 represent 
the vapor pressure of pure 
liquid solvent, dbg that of a 
solution in which the mol 
fraction of dissolved substance 
is X, and let adm represent the 
vapor pressure of ice. At d the 
vapor pressure lines for ice and 
the solution intersect; this is p^J ^g 

therefore the freezing point 

of the solution. It is desired to find the relation between ab, 
the vapor pressure lowering (connected with the mol fraction 
through Raoult's law) and dc, the lowering of the freezing point 
produced by the dissolved substance. 

In the figure ab is ac — be, and the relation ah/dc is (,ac/dc) — 
(bc/dc). Now ac/dc is the slope of the line showing the change 
of the vapor pressure of ice with the temperature and bc/dc is 
the slope of the vapor pressure curve for water. As in the 
previous derivation, we may calculate bc/dc from the approxi- 
mate form of the Clausius-Clapeyron equation. This equation 
may also be applied to the change of the vapor pressure of a solid, 
using L, as the molal heat of sublimation of the solid, and as the 
volume increase the difference in volume between the saturated 
vapor and the solid forming it. Expressed as equations, these 
two slopes are 




dc dT RT^ dc'df^Rf' 

where RT/p^ is the volume of a mol of vapor. Upon subtract^ 
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ing one of these equations from the other, and noting that 
ab/dc is (po — p)/{To — T), from the figure, we have 
ac — be __ ab __ [L, — L j po _ Po — p 
dc " dc" RT^ " To- T 

Further, put for (po — p) its equivalent pt^t from Raoult's law, 
and for the difference between the heats of sublimation and 
evaporation, substitute its equal, the molal heat of fusion, L/, 
and the equation becomes 

AT = To- T =^x ^F'z (10) 

^/ 

which is the desired equation. From it may be calculated the 

mol fraction of a solute in a solution provided its freezing point 

has been determined; or the freezing point may be calculated if 

the mol fraction of solute is known. 

It will be seen from the figure that the triangles dbd and akm 
are similar, and that mkp is the vapor pressure of a solution con- 
taining a larger mol fraction of dissolved substance in the solution. 
The vapor pressures of other solutions would be shown by lines 
parallel to these lines dbg and mkp. Hence the lowerings of 
vapor pressure (which are proportional to the mol fraction of the 
solute) are proportional to the lowerings of the freezing points. 

This freezing point equation is valid only for dilute solutions; 
it should not be applied if the depression of the freezing point is 
more than 1 or 2 degrees.' 

The freezing point equation may also be expressed in terms of 
the mols of solute per 1,000 grams of solvent, as was done for the 
boiling point equation, since in equation (10) RT^/Lf is constant, 
and the mol fraction is proportional to the concentration in dilute 
solutions. This equation is 

AT/ = FC (12) 

where the molal freezing point lowering F, corresponding to a 
solution of 1 mol of solute in 1,000 grams of solvent, is RT^/Lf 

^ The exact thermodynamic equation connecting the freezing point with 
the mol fraction is 

d\n{l - x) __ Lf_ . . 

dT - RT^ ^^^^ 

When the depression of the freezing point is large, L/ must first be expressed 
as a function of the temperature before the equation is integrated. For 
dilute solutions the integral of this equation reduces to equation (10). 
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livided by the number of mob of solvent in 1,000 grams. Equa- ^^M 
Eion (12) states that the freezing point lowering in any solvent is ^H 
;proportional to the solute concentration, and that this lowering ^^M 
lor a single mol of solute in 1,000 grams of solvent is F°. The ^^M 
numerical value of the proportionality constant F is different in ^^M 
different solvents. Values of it for the more common solvents ^^M 
tre recorded in Table 55. ^M 
Tabi^ 55. — MoLAi Freezing Point Constants ^^H 


Bubstance 


ing 
point 


Molal 
lower- 
ing 


Substance 


Melt. 

ing 
point 


Molal ^H 
lower- ^H 

■ 




17 
8 

6.6 
SO 
48 
6.3 
49 
24 


3.9 
2.8 
1-855 
5,32 
G.8 
9.8 
7,0 
5.14 
m R 


Bromine 


-7,3 

26,4 
10 
94 
95 
16 

- 6 
82 

-61 


.7 ■ 




Stannic bromide 

Ethylene bromide.... 


Water 




Naphthalene 

Benzophenone 










Vbon tetra,chloride . 




_.._ 




I.aDdo1t and Bamstein's Tables, p. TOU. ^H 

Molecular Weights. — Freezing point depressions offer the ^H 
most convenient means of determining molecular weights in ^H 
solution. They have two distinct advantages over boiling ^H 
point elevations, in that the latter are considerably influenced ^H 
'by changing atmospheric pressure during the progress of a deter- ^^H 
mination, while freezing point depressions are not afEected; and ^H 
the molal depressions of the freezing point are usually larger ^H 
than the corresponding elevations of the boiling point for the ^^| 
same solvent. Also, at the low temperatures of freezmg solu- ^H 
tions there is less danger of losing solute by evaporation. The ^^M 
boiling point equation, it will be recalled, was derived for a solute ^H 
vhich was not volatile, but nothing was said about the vapor ^^M 
pressure of the solute in the freezing point equation. The freez- ^H 
:|ng point of an aqueous solution is the temperature at which the ^^M 
vapor pressure of ice is equal to the partial pressure of water ^H 
vapor above the solution, and is independent of whether the ^^H 
Htolute has a vapor pressure or not. ^^H 
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By means of thermocouples it has been possible to measure 
very accurately the freezing points of quite dilute solutions. 
Usually the solution is made up somewhat stronger than needed, 
and poured over a quantity of crushed ice. The mixture is 
stirred until equilibrium is established, the freezing temperature 
is accurately determined, and a sample of the solution is with- 
drawn through a chilled filter and analyzed. This procedure 
is more accurate than that of chilling a solution of known con- 
centration until ice begins to separate, for a correction must 
then be applied to allow for the ice which has separated. When 
a large quantity of ice is used, equilibrium is more readily and 
more certainly established, but it is often more difficult to 
determine the concentration of solution after freezing than to 
make it up of known strength. In Table 56 the freezing points 
of dilute solutions of mannite are shown; in Table 57 some illus- 
trations of molecular weight determinations upon solutes in 
naphthalene are given. 

Osmotic Pressure. — The molecules of a dissolved substance 
are free to move about in solution, and they are separated from 
one another by distances which (at least in dilute solutions) are 
large compared to the diameter of the molecules. This is strik- 
ingly similar to the condition of gas molecules; the chief differ- 
ence being that in a solution there is another substance between 
the molecules, while in a gas the intermolecular space is void. 
To test out this similarity it would only be necessary to find a 
membrane which would allow free passage of the solvent and 
wholly stop the passage of the dissolved substance. A piston 
of this material could then be forced through pure solvent without 
encountering an opposing equilibrium pressure, but could not 
force solvent out of a solution and compress the dissolved sub- 
stance into a smaller space without overcoming the pressure 
exerted by solute molecules. If our idea of this pressure is 
correct, the pressure exerted on this ^'semi-permeable" substance 
should be that which the substance would exert if it were a gas 
at the same temperature and in a volume equal to that of the 
solution; and the pressure should increase with the temperature 
in the same way that the pressure of a gas increases, or in propor- 
tion to the absolute temperature. For the calculation of this 
pressure, the existence of solvent can be ignored, while the dis- 
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Molal 


Freezing point 


Lowering per mol 


concentration 


depression 


of solute 


0.006869 


0.01274 


1.853 


0.01006 


0.01846 


1.847 


0.01041 


0.01930 


1.855 


0.02039 


0.03790 


1.859 


0.02249 


0.04171 


1.854 


0.05061 


0.09460 


1.868 


0.06062 


0.11265 


1.858 


0.09574 


0.1790 


1.870 


0.1197 


0.2225 


1.858 



Table 57.— 


-Freezing Points op 


Naphthalene Solutions 


Solute 


Grams in 
25 grams 
naph- 
thalene 


Lowering 

of 

freezing 

point 


Molecular 

weight 
calculated 
from ATf 


Formula 
weight 


Nitrobenzene 


0.2540 
0.5080 
0.7580 

0.2407 

0.364 

1.008 

0.361 
0.522 
0.748 


0.57 
1.13 
1.70 

0.72 
1.08 
2.99 

0.83 
1.15 
1.69 


122.9 
123.9 
123.1 

92.1 
93.0 
93.0 

120.0 
125.3 
122.2 


123.1 


Aniline. . 


93.1 


^®i^icacid 


122.1 







I^ozicki and Pilat, Z. angew, Chem., 29, (I), 423 (1916), 

solved substance may be regarded as existing in the gaseous 
condition in the volume of the solution.^ 

The existence of such a pressure has been established by the 
^ of membranes of copper ferrocyanide (among other sub- 
stances) precipitated in the walls of a porous clay pot. Such a 
wall allows free passage of water, but retains sugar molecules. 
I'Ws pressure is called the *' osmotic pressure" of a solution 

* PlQgel and Roth, Z, physik. Chem., 79, 577 (1912). 
'Jaeger, Annalen der Physik^ 54, 463 (1918). 
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(van't Hoflf, 1886) ; it is due to the kinetic energy of the dissolved 
molecules just as the pressure of a gas is due to bombardment by 
its molecules; and its value is approximately equal to the pressure 
of a gas at the same concentration, provided this is not too large. 
The osmotic pressure of a mol of solute in 1,000 grams of water 
should be approximately that of a mol of gas confined in a liter, 
that is, about 25 atmospheres at room temperature. Just as the 
simple gas law pv = nRT fails to express accurately the behavior 
of a gas under a pressure of 25 atmospheres, the osmotic pressure 
as measured is not exactly equal to the corresponding gas pressure. 
Osmotic pressure data has so far been taken for the most part 
with substances having quite complex molecules, owing to the 
difficulty of preparing membranes impermeable to the smaller 
molecules; and the deviations from the ideal gas law are always 
greater for complex molecules than for simple ones, hence this 
deviation is not surprising. 

In spite of the experimental difficulties in connection with the 
work, Morse ^ and his co-workers have prepared membranes of 
satisfactory impermeability to sugar, glucose and mannite, by 
precipitating copper ferrocyanide or nickel ferrocyanide within 
the pores of clay vessels. After experiments extending over 
many years they were able to make these membranes of a quality 
suited to exact experimental work, and by means of them to 
measure accurately the osmotic pressures of several solutions 
over a range of temperature and concentration. The tables 
below have been taken from the final report of this work. Under 

Table 58. — Osmotic Pressures of Mannite Solutions, in Atmospheres 



c: d 
o o 


10° 


20° 


30° 


40* 


Molal 
centn 


Osmotic 
pressure 


Ratio 


Osmotic 
pressure 


Ratio 


Osmotic 
pressure 


Ratio 


Osmotic 
pressure 


Ratio 


0.1 
0.2 
0.3 
0.4 
0.5 
0.6 


2.314 
4.609 
6.940 
9.209 
11.613 


1.002 
0.998 
1.002 
0.997 
1.006 


2.395 
4.781 
7.181 
9.570 
11.960 


1.002 
1.000 
1.001 
1.001 
1.001 


2.467 
4.943 
7.430 
9.881 
12.345 


0.999 
1.000 
1.002 
0.999 
0.998 


2.657 

6.107 

7.664 

10.216 

12.804 

15.315 


0.998 
1.000 
1.001 
1.000 
1.003 
1.000 



Puhl Carnegie Inst., 198, (1914). 
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Table 59. — Osmotic FREseuitES of BoGAn Soltjtionh, in Atmospheqes 
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6.4aa 




1.03 


0.4 


9.M3 


1.060 


10 137 


1.06C 


10.500 


1.031 


10, sea 


1.000 




0.6 








































1.0 


34.828 


1.130 


aa,S38 


1.130 


27.701 


1.085 


2S.387 


1.045 


1.10 



the columnB headed "Ratio" are given the ratios of the actual 
osmotic pressures measured to the calculated gas pressure. As 
the solutions were quite concentrated, a correction for the 
volume of the molecules was made by calculating the gas prea- 
Eures at the volume of the solvent in the solution. 

it will be seen that the osmotic pressures of sugar solutions are 
uniformly higher than the calculated gas pressures, but this is 
Dot strange in view of the complexity of the molecules. Gaseous 
substances with large molecules deviate considerably from the 
laws of ideal gases, and it is not in the least remarkable that 
dissolved substances do the same. Osmotic pressure determina- 
tions on simple dissolved molecules are very much needed, but 
the problem of finding a suitable membrane is greatly increased 
when smaller molecules are concerned. The results given show 
beyond question that there is a similarity between the behavior 
of a dissolved substance and that of a gaseous substance. In 
correspondence with the fundamental law of ideal gases, wemay 
write 

NRT 



= CRT 



(13) 



! as an expression of the change of osmotic pressure x with the 
volume and temperature of the solution. The value of R in 
this equation is the same as that in the gas equation. If osmotic 
pressure is measured in atmospheres, the volume of solvent in 
liters, N is the mols of solute, and N/v is the molal concentra- 
tion C, R is 0.082 liter-atmospheres, just as in the gaa equation. 
This equation tt = CRT can also be used to determine molecu- 
lar weights in solution from measured osmotic pressures. If 



I 
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m grams of solute having a molecular weight M are present in 

V liters of solvent, 

mRT 



T = 



Mv 



and M is readily calculated. Osmotic pressure measurements 
are so difficult, from an experimental point of view, that molecu- 
lar weights are seldom so determined. Boiling point elevations 
or freezing point depressions lead to the same molecular weights, 
and are far more easily carried out in the laboratory. 

There is an equation connecting the osmotic pressure of a 
solution with its vapor pressure, which is quite accurate up to 
very high concentrations, if measured vapor pressures are used. 
This equation is 

^ = ^ln2£ (14) 

where Vm is the volume of one mol of solvent, po is the vapor 
pressure of pure solvent and p the vapor pressure of solvent from 
the solution. For dilute solutions this equation reduces to 
equation (13) above when the vapor pressures are in agreement 
with those calculated from Raoult's law. For concentrated 
solutions p must be measured experimentally. 

When osmotic pressures of strong solutions are calculated 
from equation (13), they do not agree with the results of experi- 
ment, and the deviations are serious. They are doubtless due 
in part to combination of solute and solvent (hydration), and 
to molecular association of the solvent. These same factors 
would lead to lower vapor pressures than those demanded by 
Raoult^s law. But if the measured vapor pressure is substituted 
in equation (14), a calculated osmotic pressure in substantial 
agreement with the experimental one is obtained. This is 
illustrated in Table 60, where it will be seen that equation (14) 
represents the experimental data satisfactorily. 

A symposium on osmotic pressure, presenting various points 
of view of prominent investigators, will be found in the Trans- 
actions of the Faraday Society , 13, 119-189 (1917). Reference 
should also be made to the Monograph on Osmotic Pressure by 
Alexander Findlay (1913), where additional information will be 
found. 
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Table 60. — Cane Sugar Solutions at 30* 



%# 1 1 


Measured osmotic 
pressure^ (atmos- 
pheres) 


Calculated osmotic pressures 


Molsl concen- 
tration 


Equation (13) Per cent error 


Equation s 
(14) 


Per" cent error 


0.10 
1.00 
2.00 
3.00 
4.00 
6.00 
6.00 


2.47 

27.22 

58.37 

95.16 

138 . 96 

187.3 

232.3 


2.47 
24.72 
49.40 
74.20 
98.90 
123 . 60 
148.30 



9 
15 
23 
29 
33 
36 


2.47 

27.0 

58.4 

96.2 

138.3 

182.5 

230.9 


0.0 
1.0 

0.0 
0.0 
0.5 
2.5 
0.6 



Questions 

1. The vapor pressure of acetic acid at 50° is 55 mm., that of benzol is 
267 mm. Calculate the partial pressure of each from a solution in which 
the mol fraction of the acid is 0.30, and calculate the total vapor pressure. 
The measured total pressure is 236 mm. Calculate the per cent deviation. 

2. The vapor pressure of CCU at 50° is 308 mm., that of benzol is 267 
mm. Calculate the total vapor pressure of a solution of one mol of CCI4 
in three mols of benzol. The observed pressure is 185 mm. What is 
the per cent error in the calculated pressure? 

3. Steam is passed through a mixture of nitrobenzene and water, which 
are not soluble in one anotherj and the distillate is caught in a graduate. 
When the total volume of distillate is 100 c.c. the nitrobenzene layer is 
13 c.c. What is the partial pressure of each substance in the vapor in the 
distilling flask, if the total pressure is 1 atmosphere? What is the tempera- 
ture of the distillation? The vapor pressure of water changes 27 mm. per 
degree; the density of nitrobenzene is 1.20. 

4. At 18** a liter of water dissolves a liter of CO2 when the pressure of 
COj is 1 atmosphere. Calculate the molal concentration in a solution over 
which the partial pressure of COj is 150 mm. 

6. From the data of Table 29 calculate the molal boiling point constants 
for ether and for ethyl alcohol, and compare them with those of Table 53. 

6. Calculate the latent heat of evaporation of stannic chloride from its 
boiling point constant. 

7. Carbon disulfide boils at 46°, its latent heat is 146 cal. per gram. 
Calculate its boiUng point constant. A solution of 25 grams of sulfur in 
1,000 grams of CS2 boils at 46.24°. Calculate the molecular weight of dis- 
solved sulfur. 

8. A solution of 3.17 grams of anthracene (mol weight 178) in 100 grams 

* Fraser and Myrick, J. Am. Chem. iSoc, 38, 1,907 (1916). 

* Vapor pressures from Berkley, Phil. Trans. Roy. Soc. London, 218, 
296 (1919). 
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of benzene boils 0.50** higher than pure benzene. Calculate the latent 
heat of evaporation of benzene. 

9. Benzene, CeHe, freezes at 5.42** and boils at 80**. Its heat of vapori- 
zation at the boiling point is 95.46 cal. per gram. A solution of 12.8 grams 
of naphthalene, CioHg in 1,000 grams of benzene freezes at 4.918**. (a) 
At what temperature will this solution boil? (&) What will be the vapor 
pressure of benzene above this solution at 80**? How many calories are 
absorbed during the melting of a gram of benzene? What is the vapor 
pressure of pure benzene at 70**? 

10. The vapor pressure of CHsOH at its boiling point, 66**, changes 17.7 
mm. per degree. Calculate the boiling point of a solution containing 2 
grams of a non-volatile solute of mol weight 65 in 96 grams of alcohol. 

11. Naphthalene melts at 80.05**, and a solution containing 9.21 per cent 
by weight of phthalic anhydride is in equiUbrium with solid naphthalene 
at 75.1**. Calculate the molecular weight of phthaUc anhydride. 

12. Phthalic anhydride melts at 130.84**, and a solution containing 8.30 
per cent by weight of naphthalene is in equilibrium with solid anhydride 
at 124.8**. (o) Given the molecular weights of both substances, calculate 
the latent heat of fusion of a mol of phthalic anhydride, and the molal 
freezing point depression. (6) Calculate the freezing point of a solution of 
4 mols of phthaUc anhydride and 1 mol of naphthalene. The observed 
freezing point of this solution is 118**. 

13. A solution containing 29 per cent by weight of phthalic anhydride 
is in equilibrium with both soUd naphthalene and soUd phthalic anhydride. 
Calculate the freezing point from equation (10), first considering naphthalene 
as the solvent, then phthaUc anhydride as the solvent. The observed 
freezing point is 65**. Calculate the percentage error in applying the freez- 
ing point for dilute solutions to a solution which is obviously not dilute. 

14. A solution of 0.60 grams of acetic acid in 50 grams of water freezes 
at —0.375**. Calculate the molecular weight of a solute 68 grams of which 
in 1,000 grams of water lowers the freezing point 0.469**. 

15. The vapor pressure of a solution of 2.38 mols of sugar in 1,000 grams 
of water at 30** is 94.88 per cent that of pure water. Calculate the osmotic 
pressure of this solution from the vapor pressure. Calculate also its osmotic 
pressure assuming that it behaves as an ideal gas at this concentration. 
The measured osmotic pressure is 73 atmospheres. 

16. Make the same calculations as in the previous problem for a solution 
of 5.35 mols of sugar per 1,000 grams of water, where the vapor pressure is 
lowered 13.24 per cent, and calculate the percentage deviation from the 
measured osmotic pressure, 128.6 atmospheres at 30**. 



CHAPTER VI 



I 



SOLUTIONS OF IONIZED SUBSTANCES 

There is a, class of solutions to which the laws developed 
in the previous chapter do not apply without some alteration. 
This' includes solutions of practically all inorganic substances in 
water, in anhydrous formic acid, in liquid ammonia, and some 
other solvents. The vapor pressure, freezing point, boiling 
point and osmotic pressure of these solutions, when used to cal- 
culate the mol fractions of solutes, lead to numbers inconsistent 
with the smallest possible molecular weights. These facta, and 
the further fact that such solutions conduct electricity, have led 
to the theory that solutes are frequently dissociated into charged 
parts of molecules in solution. The essential features of this 
commonly accepted theory are as follows, 

1. The molecules of certain substances spontaneously dis- 
sociate upon solution in water (and some other solvents) into 
two or more portions, bearing equal charges of electricity of 
opposite sign, and called ions. 

2. The dissociation is not complete, but varies from a slight 
tfaction in some cases {acetic acid and ammonium hydroxide) 
to a very large fraction in other cases (salts, strong acids and 
baaeg). In all solutions the fraction of dissolved substance 
™8ociated into ions increases with decreasing concentration, 
aod approaches unity (complete dissociation) as the concentra- 
tion approaches zero, 

3- The conduction of electricity by these solutions is due to the 
niotion of ions through the solution. Positively charged ions 
"love toward the negative pole and there give up their charges, 
always with an accompanying chemical reaction; negatively 
fnarged particles move toward the positive pole and there give 
up their charges, at the same time causing a chemical reaction. 
"oHitive ions are called cations, the electrode toward which they 
move is the cathode, the reaction taking place there is the cathode 
fsftction. Negative ions are anions, the electrode toward which 
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they move is the anode, and these ions there produce the anode 
reaction. The cathode reaction always consists in reduction, 
one species of which is deposition of metal upon the cathode; 
and the anode reaction is always oxidation, which may be solu- 
tion of the anode, deposition of the material of the anion, or 
oxidation of a dissolved substance, depending upon the material 
composing the anode. Thus in the electrolysis of salt brine, 
chlorine is evolved at the anode if this consists of a carbon rod, 
zinc chloride is formed in solution if it consists of zinc, insoluble 
silver chloride forms as a film over the electrode when it is made 
of silver, and if a platinum electrode surrounded by ferrous 
chloride is used as an anode, ferric chloride is formed in solution. 
At the negative pole (the cathode) hydrogen is evolved and 
sodium hydroxide forms in solution with an iron or other metal 
electrode, but if silver chloride is spread upon the cathode, it is 
reduced to metallic silver, no gas is evolved and no hydroxide 
is formed. These electrochemical reactions are further con- 
sidered under ^'Faraday^s Law.'* 

4. Ions have charges which are exact whole multiples of a 
definite unit charge, that of the electron. No atom can have 
a charge less than this unit without losing all of its charge, no 
ion ever has a fractional part more than a unit charge. Each 
negative ion in a chloride solution bears exactly the charge of 
an electron; nitrate ions, iodide ions, acetate ions, and all others 
which constitute a univalent group bear this same charge. 
Corresponding positive ions have charges of the same size but 
opposite sign, and always in whole multiples of the unit charge; 
hydrogen, sodium, potassium, ammonium and other groups bear 
a single charge, copper and magnesium a double charge, etc. 
This unit charge is 1.591 X 10"^® absolute electromagnetic units, 
or 1.591 X 10"^^ coulombs; such a quantity of positive electricity 
is found upon each atom of sodium, and such a quantity of 
negative electricity upon each atom of chlorine in a solution of 
sodium chloride. 

5. Ions behave like molecules of solute as regards the proper- 
ties of solution governed by the mol fraction (vapor pressure, 
freezing point, boiling point, osmotic pressure). Thus a solution 
containing a formula weight of hydrogen chloride begins to 
deposit ice at —3.2°, indicating that about three quarters of the 
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solute added has dissociated into ions, producing one positive J 
ioE and one negative ion (therefore two particles of solute) for ' 
each moleculfi ionized. Each of these particles exerts the same 
effect upon the freezing point as a whole molecule. 

Types of Electrolytes, — Ionizing substances are divided into 
classes according to their products upon ionization. Simple ' 
binary (or uni-univalent) electrolytes are those such as hydro- 
chloric acid, sodium nitrate and potassium acetate, which yield 
a single positive ion bearing a unit charge, and a single negative 
ion bearing a unit charge for each molecule ionized. Substances 
of this type exhibit the simplest phenomena in ionization, and 
they have been more studied than salts of other types. Another 
simple type of ionization is that exhibited by copper sulfate and 
other salts similar to it; each ion bears two units of electricity 
upon it, but a molecule forms only two ions. These salts are 
much leas ionized at the same equivalent concentration. Thus 
a solution 0.1 formal in sodium nitrate is about 86 per cent 
ionized; a solution 0.05 formal in copper sulfate (equivalent to 
0.10 formal uni-univalent salt) is only about 40 per cent ionized. 
In 0.1 formal copper sulfate, which should be compared with 0,1 
normal sodium chloride so far as freezing points are concerned, 
the fractional ionization is 0.35. 

The remaining types of electrolytes are more puzzling in 
their behavior, on account of the possibility (not to say probabil- 
ity) of ionization in two different ways. A part of sulfuric acid' 
ionizes to produce hydrogen ions and sulfate ions according to the 
reaction HjS04 = 2H+ -(- SO4 — ; and at the same time another 
portion of it ionizes to produce hydrosulfate ions, HjSO* = H''' -|- 
HSOi". Owing to the uncertainty which exists regarding the 
fractional ionization according to each type, the treatment of 
such electrolytes is more difficult than is that of simpler types of 
salts. In a few special cases such as that of sulfuric acid, there 
are independent methods of determining the total concentration 
of some particular ionic species, so that the fractional ionization 
values may be computed; but for the majority of these sub- 
Btances, no method of determining the intermediate ion concen- 
tration is known. It is customary to treat such salts as if there 
were no intermediate ions at all, and to assume that the ionization 

' Noyes anii Stewart, J. Am. Chem. Soc, S3, 1,133 (19101. 



148 PHYSICAL CHEMISTRY 

is all of the simple type, but this procedure is unsatisfactory 
in the extreme,^ except when the solutions are below 0.01 
normal. 

Extent of Ionization. — One of the chief problems of physical 
chemistry has been a determination of the extent to which various 
substances ionize in solution. The products of such ionization 
are written with a positive sign attached to indicate one unit of 
positive electricity per atom or group, and with a negative sign 
attached to indicate the opposite charge; two positive signs 
indicating two unit charges per group. Thus the products of 
ionization of sodium chloride are written Na+ and Cl~, and the 
ionization of sulfuric acid is written 

H2SO4 = H+ + H+ + S04~ 

to indicate that a molecule of it forms two hydrogen ions and one 
doubly charged negative ion, sulfate ion. Let 7 be the fraction 
of a simple salt ionized in a solution containing C formula weights 
per liter of solution. ^ Consider first a solute which gives only 
two ions from each molecule, one positive and one negative ion. 
Then the concentration of positive ion will be C7, that of the 
negative ion will also be C7, and the concentration of the non- 
ionized molecules will be the remainder, or C(l — 7). A charged 
particle or ion lowers the freezing point of a solution to the same 
extent as an un-charged molecule, since it has a separate exist- 
ence in the solution, is free to move about in the solution just 
like a molecule, and differs only in having an electric charge upon 
it. The concentration of dissolved substance is the sum of the 
concentration of each molecular species, or C7 + C7 + C(l — 7) 
= C(l + 7). This means that each formula weight of solute 
added produces (1 + 7) mols of solute. The freezing point of 
a water solution therefore will not be 1.86 C, but (1 + 7) times 

1 See McBain, J. Am, Chem. Soc, 34, 1,134 (1912); Harkins, Ibidem, S3, 
1,872 (1911). 

* On account of the fact that the electrical properties of a solution depend 
upon its total volume, not upon the mol fraction of solute, concentrations 
must be expressed in equivalents per liter of solution. In solutions which 
are not too concentrated this is essentially equal to equivalents per 1,000 
grams of water; but in concentrated solutions the difference is several per 
cent. A solution containing one equivalent per liter is called a normal 
solution, as in volumetric analysis. 
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this quantity. Conversely the observed freezing point may be 
divided by 1.86 C to give a value of (1 + 7) from which the 
extent of the ionization may be calculated. In Table 61 are 
shown the freezing points of some dilute solutions, together 
with the degrees of ionization as calculated from them. 



Table 61. — Freezing Point Lowebings, Mols op Salt peb Fobmula 
Weight and Calculated Degrees of Ionization 

Potassium nitrate* 



Formal concen- 
tration 


Freezing point 
lowering 


Lowering per for- 
mula weight 


Mols of solute 

per formula 

weight of salt 


D^ree of ion- 
ization as calc- 
ulated from freez- 
ing point 


0.002 


0.00731 


3.655 


1.967 


0.967 


0.005 


0.01819 


3.638 


1.958 


0.958 


0.010 


0.03599 


3.599 


1.937 


0.937 


0.020 


0.07088 


3.544 


1.908 


0.908 


0.050 


0.17150 


3.431 


1.848 


0.848 


0.100 


0.33140 


3.314 


• 1.787 


0.787 



Potassium chloride* 



0.002 


0.007316 


3.658 


1.969 


0.969 


0.005 


0.01822 


3.643 


1.Q61 


0.961 


0.010 


0.03609 


3.609 


1.943 


0.943 


0.020 


0.07140 


3.570 


1.922 


0.922 


0.050 


0.1762 


3.505 


1.888 


0.888 


0.100 


0.3461 


3 451 


1.861 


0.861 



Sodium bromate' 



0.001 


0.003689 


3.689 


1.985 


0.985 


0.002 


0.007365 


3.683 


1.980 


0.980 


0.005 


0.01828 


3.656 


1.967 


0.967 


0.010 


0.03607 


3.607 


1.940 


0.940 


0.020 


0.07134 


3.567 


1.913 


0.913 


0.050 


0.1742 


3.485 


1.875 


0.875 


0.100 


0.3409 


3.409 


1.835 


0.835 



* Adams, J. Am. Chem, Soc, 37, 495 (1915). 

« Flugel and Roth, Z. physik, Chemie, 79, 657 (1912), 
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Magnesium sulfate^ 



0.005 


0.01588 


3.175 


1.708 


0.708 


0.010 


0.0300 


3.000 


1.614 


. 614 


0.020 


0.0565 


2.825 


1.520 


0.520 


0.050 


0.1294 


2.589 


1.394 


0.394 


0.100 


0.2420 


2.420 


1.303 


0.303 


0.200 


0.4504 


2.252 


1.214 


0.214 


0.500 


1.0180 


2.036 


1.099 


0.099 



Since the lowering of the freezing point and elevation of the 
boiling point are both due to a change in the vapor pressure of 
solvent on account of a decrease in its mol fraction, it will be seen 
that corresponding elevations of the boiling points of the solu- 
tions are to be expected. However, since the molal boiling 
point elevation for water is 0.618° and the molal freezing point 
lowering is 1.86°, it will be clear that the latter serves as a more 
accurate measure of the extent of ionization. It so happens that 
ionization varies but little with the temperature (there is a slight 
decrease at higher temperatures), and hence the fraction y is 
substantially the same at all temperatures, as shown by the two 
methods, for any given concentration. 

An examination of all available data upon freezing points^ of 
salts in aqueous solution shows that salts of the same type ionize 
to about the same extent at a given concentration. Thus for 
salts of the KCl type (giving one positive ion and one negative 
ion) the maximum and minimum ionizations at various concen- 
trations were as follows : 

Table 62. — Ionization at Various Concbntbations 



Concentration 


0.005 


0.01 


0.02 


0.05 


0.1 


0.2 


0.5 


Highest ionization 

Lowest ionization 


0.963 
0.944 


0.943 
0.928 


0.943 
0.907 


0.892 
0.878 


0.875 
0.856 


0.850 
0.829 


0.824 
0.778 


Average 


0.952 


0.937 


0.925 


0.887 


0.864 


0.837 


0.804 







Salts of the type of sodium sulfate and barium chloride are less 

ionized at a given equivalent concentration (in the sense used in 

1 Hall and Harkins, J. Am. Chem, Soc, 38, 2,672 (1916). 
» Noyes and Falk, J. Am. Chem. Soc, 32, 1,011(1910) 
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volumetric analysis) ; those of the copper sulfate type are still less 
ionized. 

Vapor. Pressure Lowering for Ionized Substances. — In Table 
63 are shown the vapor pressure lowerings for solutions of potas- 
sium chloride^ together with the vapor pressure lowering for 
mannite solutions of the same concentration. Upon dividing 
the figures in the second colmnn by those in the third, a value 
of ( 1 + 7) is obtained, from which the fractional ionization may 
be obtained by subtracting 1. It will be seen that the ioniza- 
tion values so obtained are in substantial agreement with those 
based on freezing point determinations. 

Table 63. — Vapob Pressure op Potassium Chloride Solutions 
AT 20** Compared with Mannite Solutions 



Formal 


Po-P 

for KCl 


Po-P 

for mannite 


Ionization value of KCl 


concentration 


from vapor 
pressure 


from freezing point 


0.05 


0.0294 


0.0156 


0.885 


0.885 


0.10 


0.0574 


0.0311 


0.846 


0.861 


0.20 


0.1128 


0.0622 


0.814 


0.833 


0.30 


0.1680 


0.0934 


0.799 




0.40 


. 2225 


0.1243 


0.790 




0.50 


. 2785 


1555 


0.790 


0.800 



Osmotic Pressures of Electrol3rtes. — On account of the 
relatively small size of the ions and their chemical action on the 
substances which serve as membranes in osmotic pressure deter- 
Biiiiations, few determinations of the osmotic pressure of ionized 
substances have been made, but these experiments^ lead to 
about the same values of the fraction ionized as do freezing point 
*^d boiling point experiments. 

It will be seen from Table 64 that the ratio of osmotic pressure 
to the calculated ideal gas pressure is much larger than for non- 
ionized solutes such as were discussed in the previous chapter. 
On account of hydration of lithium chloride, this ratio is not a 
80od measure of the fractional ionization, but the high value of it 
shows again that there is considerable ionization taking place in 
these solutions. 

^ Lovelace, Fraser and Sease, J. Am. Chem. Soc, 43, 119 (1921). 
' Morse, Publ Carnegie InsL, 198 (1914), page 217. 
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Table 64. — Osmotic Pressures op Lithium Chloride as 30* 



Ck)ncentration of salt, 
mols per 1,000 grams of water 



0.10 



0.20 



0.30 



0.40 



0.50 



Observed osmotic pressures 

Calculated gas pressure for undis- 

sociated salt 
Ratio osmotic pressure to ideal gas 

pressure 



4.317 


8.976 


13 . 768 


18.772 


2.472 


4.943 


7.416 


9.866 


1.746 


1.816 


1.857 


1.955 



24.162 



12.358 



1.992 



Conduction of Electricity. — Solutions which have the proper- 
ties discussed above also conduct electricity; those which do not 
show these deviations from the molal properties of solutions do 
not conduct. On account of this property of conducting elec- 
tricity, the substances which ionize in solution are called elec- 
trolytes. There is one fundamental difference between the 
conduction of these solutions and that of the metals. Metallic 
conduction is not accompanied by the movement of matter, 
while electrolytic conduction is accompanied by the movement of 
matter, and by the separation at the electrodes of the ions of the 
solution, or of the products of their discharge. Thus when 
copper chloride solution is placed between two inert electrodes, 
copper is deposited upon the negative one and chlorine is evolved 
from the positive one. Decomposition of a dissolved substance 
into two portions which appear at different places is called 
electrolysis; metallic conductors through which electricity enters 
and leaves the solution are the electrodes. We shall consider 
three distinct steps in connection with the passage of electricity 
through solution, though it is understood that these three steps 
actually occur simultaneously, (a) There is a chemical reaction 
by which electricity passes from electrode to the solution; (6) 
there is a transfer of charged particles of matter through the 
solution in opposite directions (the motion of positive ions in 
one direction being equivalent to the motion of negatively 
charged ions in the opposite direction) ; and (c) another chemical 
reaction by which electricity passes from the solution to the 
second electrode and out of solution. These chemical changes 
will be considered first; then the mechanism and laws of 
conduction. 
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Faraday's Law. — Consider four solutions containing electrodes 
as follows: (a) sodium chloride solution, with a carbon anode and 
a platinum cathode; (6) sodium chloride solution, with a zinc 
anode and a silver chloride-coated cathode; (c) silver nitrate 
solution with a platinum anode and a platinum cathode; (d) 
copper sulfate with a platinum anode and platinum cathode, and 
let these four cells be connected in series ao that the positive 
electrode of the second is connected to the negative of the first, 
and 30 on, as shown in Fig. 27. If a current of electricity is 
passed through these cells, the products of electrolysis will 
appear as deposits upon the electrodes, as gases evolved from 
solution, or as new solutes in solution near the electrodes, as 
follows; (a) chlorine is evolved from the carbon anode, hydro- 



r ^ [« 

b c 

Fia. 27. 



gen is evolved from the platinum cathode and sodium hydroxide 
is formed in the solution around it; (b) zinc chloride is formed 
in solution around the zinc anode, silver chloride is reduced to 
silver at the cathode and sodium chloride is formed around the 
electrode; (c) oxygen is evolved from the platinum anode, nitric 
acid forms around it, and silver is deposited upon the plati- 
num cathode; (d) oxygen is evolved from the anode, sulfuric 
a«id is formed in solution near it, and copper is deposited upon 
the cathode. 

The solutions are not assumed to be of the same strength, 
or at the same temperature, or of the same resistance; the only 
condition imposed is that all of the electricity which passes 
through one cell must also pass through the others. A quantita^ 
tive examination of the products of electrolysis will show that the 
sulfuric acid formed in d is just sufficient to neutralize the sodium 
hydroxide formed in a; that the chlorine evolved in a will convert 
all of the silver deposited in c into silver chloride; or all of the 
copper from d into copper chloride; that the silver formed from 
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silver chloride in 6 is equal in weight to that deposited in c; the 
sodium hydroxide of a will precipitate all of the zinc chloride 
from b as zinc hydroxide; and that if this is ignited to zinc oxide, 
the oxide so formed is just sufficient to react with the sulfiu'ic 
acid of d. In other words, the substances produced diu'ing 
electrolysis are equivalent to one another. Upon passing twice 
as much electricity through the solutions, twice as much of 
each product is formed; these two statements together constitute 
Faraday's law: The quantity of chemical action produced at 
each electrode by the passage of electricity is strictly proportional 
to the quantity of electricity, and dependent upon that alone; 
and in such electrolysis chemically equivalent quantities of 
substance are produced at the electrodes. 

Faraday's law is absolutely exact imder all conditions; no 
exceptions to it are known, and on it is based the definition of 
unit current. A current of one ampere is that ciu'rent which 
will deposit in one second from a solution of silver nitrate, 
0.0011180 grams of silver. This quantity of electricity is called 
an ampere-second or one coulomb. It is of interest to compute 
the quantity of electricity necessary to deposit one chemical 
equivalent, or one atomic weight of silver; since this is the 
quantity of electricity which will deposit one equivalent of any 

other substance from solution. The desired figure is q ooiiiSO "^ 

96,500 coulombs. This quantity of electricity is called one 
faraday of electricity, after the name of Faraday, the discoverer 
of the law. We may now state this important law again in the 
form: The passage of one faraday of electricity through a 
solution will liberate one chemical equivalent of some substance 
at each electrode. It is important to note tliat chemical action 
is required to pass electricity into a solution, and further action 
to pass it out again, so that one equivalent of electrolytic product 
is formed at each electrode. 

Much experimental work has been done^ on the electrolysis of 
silver nitrate solutions in connection with the definition of the 

1 BulleHn Bureau of Standards, t, 1 (1904); 9, 494 (1912); 10, 425; 11, 220, 
665 (1914); Sci. Paper No. 283 (1916); Richards, Proc, Amer. Acad., 87, 
415 (1902); 44, 91 (1908); J. Am. Chem. Soc., 87, 692 (1915); Smith, 
Mather and Lowry, Res. Nat, Phys. Lab., 4, 125. 
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international ampere, particularly by our own Bureau of Stand- 
ards and the English National Physical Laboratory. An inter- 
esting confirmation of Faraday's law was obtained^ by depositing 
silver in a standard instrument (called a coulometer), while in 
the same circuit iodine was liberated by the electrolysis of a solu- 
tion of potassium iodide. The ratio of the weight of silver 
deposited to that of iodine liberated was 1 : 1.1762 as shown in 
Table 65. 





Table 


65.~Data 


Illtjstsatino Faraday's Law 








Cakulatcd cuulcmbs 


piflerEnce 


Ot iodiDE 

""omb 
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"^"c"' 


S:-,-»r7 


From polcn- 


'""l2a02) " 


4.10486 

4! 10523 
4.10475 

4! 10510 


4.82982. 

4.82860 
4.82247 


3,871.45 
3,af!6,3Q 

3!o71.51 


3,871,53 
3!b7i'6I 


0,0002 
0,0003 


1.31518 

K31515 
1.314flS 


98,604 
efl,4S8 
08, SIS 
05,608 
SB, 523 
98,610 






AyerBEE vnl 


e qI thfl farBd 


.y; »S.aiS. 







The same ratio has been used by many investigators to 
determine the ratio of the atomic weights of these elements. An 
average of the ratios so obtained by very careful gravimetric 
work is 1 ; 1,1763, which agrees with the electrochemical ratio 

: 1.1762 within 1 part in ten thousand. Paraday's law is there- 
fore an exact law of nature; it does not deviate in strong solutions 
like Raoult's law, it is exact at all temperatures,^ and in all 
solvents.* In a mixture of dissolved substances, if several 
chemical actions occur at one electrode, the sum of the equiva- 
lents liberated in all the various reactions is exactly that required 
by Faraday's law. This law does not state what substance will 
deposit first from solution, or whether a mixture separates or not, 

'Batea and Vinal, J, Am. Chem. Soc, 3S. 916 (1914); BuU. Bureau of 
Standards, 10, 425 (1S14), 

'Richards and StuU, Proc. Amer. Acad.., S8, 409 (1902). Silver was 
deposited from an aqueous solution of silver nitrate at 20° and in the same 
circuit from silver nitrat* dissolved in fused sodium nitrate and potassium 
nitrate at 250°, The weightB of silver deposited agreed within 1 part in 
20,000. 

*KaUeiiberg, /. PAy*. Chem^ i, 349 (1900). 
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but only that the products separating at two electrodes in the 
same circuit shall be chemically equivalent.^ 

Chemical Reactions at The Electrodes. — It has been stated 
above that Faraday's law says nothing about which of several 
possible reactions will occur at any electrode, but governs only 
the total quantity of chemical action there produced. The 
electrical potential determines which reaction occurs, and the 
reaction which will occur with the smallest applied potential 
always takes place first. For instance in cell a of Fig. 27, hydro- 
gen was evolved at the cathode, and no sodium was deposited. 
Reference to the electromotive series of elements in an inorganic 
chemistry text will show that sodium is near the top of the list, 
while hydrogen is well down in it. Quantitatively, the potential 
required to deposit sodium is nearly 3 volts higher than that 
required to discharge hydrogen ions. As some hydrogen ions are 
present from the slight ionization of water, these are therefore 
discharged, and the required potential forsodimnis never reached. 
Similarly in 6, the potential required to discharge chlorine at the 
zinc anode is 2 volts higher than that required for zinc to pass into 
solution. The reaction requiring the lowest potential always takes 
place first. There are of course hydrogen ions from water in the 
silver nitrate solution of c, but the potential required to discharge 
them is higher than that required for silver by about 0.8 volt; 
and the metal therefore deposits. In a, chlorine is evolved at 
the anode in place of oxygen from the hydroxide ions of water, 
because chlorine has a lower discharge potential than oxygen. 

Measurement of Quantity of Electricity. — The niunber of 
ampere-seconds or coulombs of electricity passing through an 
electric circuit is best measured through an application of Fara- 
day's law, by weighing the metal deposited on an electrode placed 
in the circuit. Silver is deposited from silver nitrate solution 
upon a weighed platinum dish when accurate results are desired, 
and when the quantity of electricity involved is not too large. 

1 For other experiments confirming Faraday's law, see Fischer and Thiele> 
Ztach. anorgan. Chem., 67, 302 (1910); Betts and Kern, Electrician, My 
16 (1904) ; Eisenreich, Ztsch, physik. Chem., 76, 643 (1910) ; Carhart, Trans- 
Am, Electrochem. Soc.^ 9, 375 (1906); Hulett and Vinal, BuU, Bureau Stan- 
dardSf 11, 553 (1914); Smith, Mather and Lowry, PhU, Trans, Roy, Soc. 
London^ 207, 545 (1908) ; Rosa, Vinal and McDaniel, BuU, Bureau Standards, 
9, 209 (1913). 
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The standard instruments in which this is done are shown^ in 
Figs. 28 and 29. It ia necessary that the increase in weight 
be due only to the electric deposition of silver, and not to silver 
nitrate included in the crystals or to powdered silver from the 
disintegration of the anode, if accurate results are desired. To 
prevent inclusion of silver nitrate, the deposits are carefully 
washed with many portions of distilled water; it has been deter- 
mined that inclusions of silver nitrate in a well-washed deposit'' 
are not over 0.03 per cent, and they may be as low as 0.004 per 





I 






Unless precautions are taken to prevent the electrolj^e around 
the anode from reaching the cathode, deposits are obtained which 
^ too heavy, due to the formation of some unknown substance 
at the anode (possibly colloidal charged silver) which deposits 
Bod is not removed by washing. Porous cups or perforated glass 
shields are placed around the silver anode to avoid this disturbing 
'sctor. Exceptional care is used in securing pure silver nitrate 
'"f Use in coulometers, as the presence of some other substance 
"light lead to its inclusion in the weighed deposit. Such silver 
^^fhie after very careful purification still gives high deposits if 

' Buii. Bureau of Standards, 1, 3 (1904). 

'Ilicharda and Anderegg, J. Am. Chem. Soc., S7, fi7S (1915). 
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a filter paper is wrapped around the dissolving silver anode. 
This simple means of protecting the cathode from dust falling 
oflf the anode during its electrochemical disintegration must 
therefore be condemned when careful work is being done. Pre- 
sumably the organic matter contained in even the best washed 
filter paper exerts a reducing action upon silver nitrate, forming 
colloidal silver which is deposited on the cathode, or at least 
forming something which leads to a greater quantity of silver 
deposit per f araday then does pure silver in the absence of filter 
paper. Errors due to filter paper protection of anodes are usu- 
ally less than a tenth of 1 per cent, and when this acciu'acy is suffi- 
cient, filter paper is not objectionable. But for the accurate 
work of which a silver coulometer is capable, filter paper must not 
be used. Porous clay pots are suitable vessels for protecting 
the cathode, and they are not of too high resistance for convenient 
use. 

When commercial quantities of electricity are involved, the 
use of silver is out of the question, and copper is usually deposited 
from copper sulfate for this purpose. Lead from solutions of 
lead silicofluoride may also be used, or the volimie of hydrogen 
evolved from a negative electrode in acid solution may be meas- 
ured. The commercial processes of copper refining and electro- 
plating of one metal upon another are every-day confirmations 
of the law of electrolysis. It is the universal experience in 
such processes that the weight of metal deposited is strictly 
proportional to the quantity of electricity passed through the 
electro-plating cell when the current is not allowed to cause 
other reactions, such as the evolution of gas from the electrodes. 

Resistance and Conductivity. — The familiar law of Ohm that 
the current flowing in a conductor, /, is equal to E, the applied 
electromotive force divided by R, the resistance of the conductor, 
applies also to solutions which conduct, the solutes of which are 

E 

called electrolytes. This law, / = -b, is often used in a form in 

which the resistance R is replaced by its reciprocal ^, which is 
called the conductivity, and denoted by L'. Ohm's law is then 

/ = EL' (1) 



r 
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The specific resistance of a substance is the reaistance of a centi- 
meter cube of it, the reciprocal of this is thespecific conductance, 
L. The conductivity of any substance increases with its cross 
section and decreases in proportion to its length. If the specific 
conductivity is L, the conductivity of a quantity of material in 
some other form than a centimeter cube is 



i' . t i (2) 

where q is the cross section and I the length of the conductor. 
Conductivity is expressed in reciprocal ohms; thus if the resist- 
ance is 175 ohms, the conductivity is 1/17S = 0.005715 reciprocal 
ohms. 

It ia often more convenient to consider another property of a 
solution, called its equivalent conductivity. Imagine two elec- 
trodes 1 cm, apart, parallel to each other, and of indefinite extent, 
between which is placed such a quantity of solution that there ia 
an equivalent of electrolyte present. Thus if the solution ia 
normal, the volume of solution required is a liter, the cross sec- 
tion of the conducting material is 1,000 sq, cm.; if it is tenth nor- 
mal, 10 liters of solution are required, and the cross section of 
conducting material is 10,000 sq. cm. In the former case, this 
conductivity is called the equivalent conductivity of the normal 
solution, in the latter case the equivalent conductivity at tenth 
normal, etc. In general, when there is an equivalent of electro- 
lyte between two electrodes 1 cm. apart, the conductivity is the 
equivalent conductivity of the salt in question. The relation 
between equivalent conductivity and specific conductivity ia 
shown by equation (2), where q is one thousand tunes the number 
of liters containing an equivalent, hence it is 1,000/C if C repre- 
sents the equivalent or normal concentration of the solution. 
In the example stated above, the equivalent conductivity of a 
normal solution would then be l.OOOL. If the solution is half 
normal, the volume containing it will be two Uters, the cross 
section 2,000 square centimeters and the equivalent conductivity 
would be the new specific conductivity, Lq-b, multiplied by tho 
new cross section. This equivalent conductivity is usually 
denoted by the Greek letter lambda with a subscript to indicate 
the concentration, thus A|>6 for a half-normal solution. Then 
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for any concentration the equivalent conductivity is obtained by 
multiplying the specific conductivity at that concentration by 
the cross section of the conductor, which is the volume of solution 
containing an equivalent. The general relation is 



1,000' 



(3) 



Equivalent Conductivity and Concentration. — ^The extent of 
ionization has been found (for example, from freezing point 
determinations) to increase as the concentration of a solution 
decreases. We should therefore expect the equivalent conduc- 
tivity to increase as the concentration decreases, since there will 
be an increasing number of ions or conducting particles in the 
solution. The specific conductivity will at the same time 
decrease, since the small increase in ionization is more than 
ofif-set by the decreased quantity of salt per centimeter cube. 
When the solution has been diluted until ionization is complete, 
a limiting value of equivalent conductivity will be reached. 

Suppose 10 c.c. of a normal solution of copper suKate to be 
placed between two large copper plates 1 cm. apart, to which a 
potential of 1 volt is applied. As the conductivity is numerically 
equal to the current flowing when the applied potential is unity, 
the current will be numerically equal to one hundredth of the 
equivalent conductivity, since one hundredth of an equivalent 
is between the plates. If the temperature is 18°, 100 /, or the 
equivalent conductivity of copper sulfate at normal, is 25.7. 
Now pour 40 c.c. of water between the plates, and stir. The 
quantity of copper sulfate between the plates is still 0.01 equiva- 
lent, but the concentration is 0.2 normal, and, owing to an 
increase in the fractional ionization, there will be a larger current 
passing when a potential of 1 volt is applied. The equivalent 
conductivity is now 100 I = 37.7; upon adding 50 c.c. of water, 
the concentration becomes 0.1 normal, and 100 / = 43.8. Cor- 
respondingly, if another hundred cubic centimeters of water is 
added, the concentration is 0.05 normal, and 100 / becomes 
51.2; if 300 more is added, 100 I is 62.4; if 500 more is added, so 
that the concentration is 0.01 normal, 100 I = 71.7. Further 
additions of water will cause a further increase in the current 
passing. The limit which the conductivity under these condi- 
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tions approaches as the concentration approaches zero is the 
equivalent conductivity at zero concentration, or the limiting 
equivalent conductance. While the actual measurementa are 
not carried out in this way, this will illustrate the meaning of 
equivalent conductance. 

When essentially complete ionization is reached, each ion 
s free to move independently of the other, and the equivalent 
conductivity is the sum of two separate values which may be 
assigned to the separate ions. This is expressed by the equation 

K - A.. + A,.. 

A method of computing these eeparate equivalent conductances 
will be explained later in this chapter. 

The limiting value corresponding to complete ionization is 
not reached even at very low concentration, and it is difficult 
to make accurate measurements with extremely dilute solutions. 
However, this limiting value may be obtained by plotting the 
equivalent conductivity against the concentration, extending 
or extrapolating the smooth curve thus formed to the axis 
corresponding to zero concentration, and reading off the value 
of the intercept. It is this value which is called the equivalent 
, conductivity at zero concentration, and which is written Aq. 
I This is not the conductivity of water; it is the limiting value 
which the equivalent conductivity of the salt approaches at 
very small concentrations. In these measurements, especially 
when the solutions are very dOute, the conductivity due to water, 
or to impurities in it, is subtracted from the measured 
conductance before computing the equivalent conductivity. 

To decrease the uncertainty in extending the curve, it ia 
common practice to plot some function of the conductivity 
against the concentration, such that the resulting line is nearly 
straight. Thus Noyes and Falk' plot the reciprocal of the 
equivalent conductivity, 1/A, asainat (CA)" and determine by 
trial the value of n (usually about 0.5) which gives a straight 
line through the points. Extension of this line to the axis 
Corresponding to (CA)" = gives the limiting value of 1/A, 
trom which A,, ia readily obtained. Figure 30 shows how the 
data for casium cMoridc (Table 67} at 18° are treated by this 
'/, Am. Chem. Soc., 34, 454 (1912). 
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method, using 0.55 for the exponent. The dotted line of this 
figure was obtained by using n = 0.50, which gives a line 
somewhat more curved than n = 0.55. 

Many other functions have been proposed for use in obtaining 
limiting values of the equivalent conductivity, all of which 
depend upon the principle of plotting some conductivity func- 
tion against the concentration. The limiting conductances 
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Fig. 30. — Extrapolation of conductivity data. 



obtained by the various methods^ agree to within about 1 per 
cent. For example, the limiting equivalent conductance of 
potassium chloride at 18° as estimated by any of the methods is 
between 129 and 130 reciprocal ohms, and the data of Table 66 
show that this estimate is substantially correct. It will be 
observed that the equivalent conductivity increases but little 

1 Randall, J, Am. Chem, Soc.y 38, 788 (1916); Washburn, /. Am, Chem. 
Soc, 40, 145 (1918); 42, 1,077 (1920); Bates, J. Am, Chem, Soc,, 87,1,421 
(1915); Kraus and Bray, J. Am, Chem, Soc, 36, 1,320 (1913); 
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below 0.0001 normal, which indicates that ionization is essentially 
complete at this concentration, at least within about half of I 
per cent. 

Table 66.— Conductance of Potassidm Chloride at 18° 



Equivalent 


Equivalent 


Fraction 


concentration 


CDuductancB 


ioniEed 


O.OOO 


(129.64) 


1.0000 


O.OOOOl 


129.57 


0.9995 


0.00002 


129.51 


0.9990 


0.00003 


129-45 


0,9985 


0.00004 


129.38 


0.9980 


0.00005 


129,32 


0.9975 


0.00006 


129.26 


0.9970 


0.00008 


129.14 


0.9961 


0.00010 


129.02 


0,9953 



WeilanH, J. Am. Chem. Soc, 40, 131 (1918)- 

In Table 67 are given conductivity data for several salts, 
together with the limiting values obtained as above. This data 
will be needed in the solution of problems at the end of the 
chapter, and in the calculations of later chapters. 

It should be made clear that the limiting equivalent conductivity 
ia not the conductivity of pure water, though it ia often called 
the equivalent conductivity at zero concentration, or at infinite 
dilution. In evaluating it the actual conductivity of water is 
subtracted from the measured conductivity. This value is the 
limit which the equivalent conductivity approaches as the con- 
centration is diminished and the cross section of the conducting 
solution increases. It might be computed from an equivalent 
conductivity at 0.002 normal, together with a freezing point 
determination at this concentration, to give the fractional ioniza- 
tion. For example, the ionization of potassium nitrate is 96.7 
per cent (Table 61) and its equivalent conductivity is 122.5 at 
U.002 normal (Table 67). If the ionization should increase to 
100 per cent, the equivalent conductivity would increase in the 
same proportion, and hence should be 122.5/0.967 or 126.7 
reciprocal ohms. By extrapolation of conductivity data (Table 
67) 126.3 was obtained. 
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Table 67. — Equtvalbnt Conductivitibb op Salts at Various 

Tempebatures 



Normal 


NaCl 


KCl 


HCl 


AgNOs 


LiCl 


NH«OH 


Acetic Acid 
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18° 


18° 


18° 


18° 


0.0000 


108.9 


127.0 


130.0 


150.6 


« 

380.0 


426.0 


115.8 


98.8 


(239) 
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115.0 


98.0 


66 


107 


0.0005 
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377.0 




113.9 


97.0 


38 


57 


0.0010 


106.4 


124.1 


127.3 




375.9 


420.4 


113.1 


96.3 


28 


41 


O.0020 


105.5 


123.1 


126.2 


146.6 


375.3 


418.6 


112.1 


95.4 


20.60 


30.20 


0.0050 


103.7 
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124.3 


144.0 


372.6 


415.3 
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93.8 


13.20 


20 


0.0100 
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118.7 


122.4 


141.4 


369.3 


411.6 


107.8 


92.0 


0.60 


14.30 


0.0200 


99.6 


115.9 


119.9 


138.7 


365.5 


406.7 


105.1 


89.8 


7.10 


10.40 


0.0500 


95.7 


111.2 


115.7 


133.7 


358.4 


398.4 


99.5 


86.0 


4.60 


6.48 


0.1000 


92.0 


106.8 


112.0 


129.0 


351.4 


390.4 


94.3 


82.3 


3.30 


4.60 


2000 


87.7 
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3.24 
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145.4 
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• • • 
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0.0010 
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108.5 


130.7 


105.1 


112.0 


• • • 


102.8 


0.0020 


371.4 


413.7 


122.5 


140.7 


106.5 


129.5 


103.5 


110.1 


124 


101.8 


0.0050 


371.0 




120.4 




103.1 


127.5 


99.8 


106.7 


77 


99.97 


0.0100 


365.0 


406.0 


118.1 


134.9 


99.5 


125.2 


95.7 


103.4 


61 


98.07 


0.0200 


364.0 




115.1 




95.2 






99.4 


48 


95.67 


0.0500 


353.7 


393.3 


109.8 


126.3 


88.4 




83.6 


93.3 


36 


91.36 


0.1000 


346.4 


385.0 


104.7 


120.3 


82.5 


113.6 


77.1 


88.2 


31 


87.16 


0.2000 


340.0 




98.7 




76.0 




70.0 


82.8 


28 


82.21 


0.5000 


324.0 




89.2 




65.7 






74.9 


27 


73.99 


1.0000 


310.0 




80.4 




55.9 






67.6 


26 


66.81 



Noyes and Falk, J. Am. Chem. Soc„ 30, 454 (1912). 



Measurement of Conductivity. — In laboratory practice, the 
resistance of a solution is measured by means of a Wheatstone 
Bridge arrangement, using an alternating current of high fre- 
quency and a telephone receiver in place of a galvanometer. 
Such a resistance is chosen for the box that there is a point b 
(Fig. 31) near the middle of the bridge wire abc at which there is 
no sound audible in the telephone receiver. Then the resistance 



SOLUTIONS OF IONIZED SUBSTANCES 



165 



of the box ie to that of the cell as the corresponding lengths of the 
uniform resistance wire abc; that is ffbox ■ Keen — "f* '■ '"^- The 
reciprocal of this resistance is the conductivity of the cell, and 
from its dimensions the specific conductivity can be calculated 
by means of equation (2) ; then the equivalent conductivity from 
equation (3). 



•sisfance Box 




The purpose of high-frequency alternating current is to avoid 
electrolysis of the solution during measurement. With frequent 
reversal of the current direction, any ion which might be depos- 
ited upon the electrode one moment would be dissolved from 
it the next moment. 

A convenient form of cell in which 
to measure the resistances is shown* 
in Fig. 32. Contact with the elec- 
trodes is made through a glass seal 
into the tubes filled with mercury. 
Solution is drawn into the cell as into 
apipet. As the electrodes are sealed Fig. 32. —■ Conductance coll. 
up inside a glass vessel, they cannot '"^^^ '™''' 

be moved, and so alter the dimensions of that part of the 
solution between the electrodes. The electrodes are coated 

> W«Bhbuni, J. Am. Ckem. Soc., S8, 2,449 (1916). 
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with platinum black to increase their surface, and eliminate 
polarization.^ 

Conductivity of Pure Water. — As stated above, the conduct- 
ance of the water used in preparing a solution is subtracted from 
the measured conductance in determining that due to the salt. 
Careful experiments have shown that water is itself ionized to 
a slight extent, such that at 25° the concentration of hydrogen 
ion (and of hydroxide ion as well) is 0.0000001 normal. It is 
not from this source that most of the error in measuring con- 
ductivities of dilute solutions arises, but from the presence of 
dissolved impurities. Even after careful distillation, water may 
contain ammonia and carbon dioxide; and it will dissolve sodium 
and calcium salts from the glass in which it is contained in a 
very short time. Perfectly pure water has a specific resistance of 
25,000,000 ohms, ordinary distilled water a specific resistance of 
100,000 ohms perhaps, and a good quaUty of "conductivity 
water,'' from 1,000,000 to 10,000,000 ohms. Water of a resis- 
tance greater than a million ohms per centimeter cube cannot be 
preserved in glass for more than a very few hours; perhaps for 
a day or so in quartz vessels. For this reason, conductivity 
water is freshly prepared for a set of measurements, first by 
distillation in the usual way, then by a second distillation 
(often directly into the conductivity apparatus) from alka- 
line permanganate solution, rejecting the first third of the 
distillate. 

Extent of Ionization. — If the conduction of electricity through 
a solution is due to the motion of ions bearing definite charges 
under an applied electrical potential, and if the ions have charac- 
teristic velocities corresponding to a potential gradient of 1 volt 
per centimeter, the increase in equivalent conductivity at increas- 
ing dilution would appear to be due to an increase in the quantity 

1 Much work has been done recently in perfecting the apparatus for 
measuring conductivity, and each feature of the apparatus has been given 
careful study with a view to eliminating experimental errors. Clearly, 
nothing was to be expected in advancing the theory of -electrolytes when 
there was uncertainty in the data. The best critical reviews are those of 
Washburn, J, Am, Chem, Soc, 36, 177 (1913); 38, 2,431 (1916); 40, 106 
(1918), and of Acree, Ihid,,ZS, 2396(1916). For a discussion of the prepsr- 
ration of water of suflScient purity see Kendall, J. Am. Chem, <Soc., 89| 9f 
(1917) and Weiland, J. Am, Chm. Soc, 40, 131 (1918). 
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of the conducting ions. This is exactly what the freezing point 
determinations show in dilute solutions, namely, that the fraction 
of a salt in the ionized condition is greater as the concentration 
reases. If the velocity of a particular ion is the same under 
the same potential gradient in a dilute solution as in (practically) 
pure water, then the ratio of the equivalent conductivity to the 
limiting value of it, Ac/Ao, should be a measure of the fraction of 
a salt ionized at any selected concentration. This statement 
involves the assumption that the frictional resistance opposing 
the motion of ions is the same in a solution as in pure water, i.e., 
that ions have characteristic velocities which change but little 
the concentration of salt is varied. Partly owing to slight 
variations (usually less than 1 per cent) in the values of the 
limiting conductance, Ao, as computed by various extrapolation 
methods from the same data, there is not complete agreement 
aa to the fractional ionization indicated by this method. But 
as shown in Table 68 there is usually no large difference between 
degrees of ionization computed from freezing point data and 
corresponding figures from the conductivity ratio. This is 
evidence in favor of the correctness of the belief that increasing 
equivalent conductivity with decreasing concentration is due to 
increased ionization, and not to an increase in the velocity of ions 
already formed. Such differences as appear in Table 68 are not 
to be explained as experimental error, however. There is a real 
difference which is far in excess of the possible errors in the 
measurements. Some of the ionization values derived from 
conductivity ratios are brought into closer accord with those 
from freezing point data when the viscosity of a solution is 
taken into account in computing the conductivity ratio. Other 
cases of divergence are not eliminated in this way however, and 
a complete explanation of the differences must await the results 
of future work. 

Salts of the same ionic type, for example, those which give a 
positive ion bearing a single chaise and a negative ion with a 
Bingle charge (like potassium chloride, ammonium nitrate, 
lithium bromide and sodium iodide) are ionized to about the 
same extent at equal concentrations, but salts of different types 
ionize to different extents. This is illustrated in Table 69, 
for several typical salts. The limiting equivalent conductances 
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Table 68. — CoBiPARisoN of Pbbcbntagb Ionization^ as Calculated 
FROM Fbeezinq Point Depbessions (F.P.) and from Conductance 

Ratios (C.R.) 



Salt 



Equivalent concentration 



Method 



0.005 



0.01 



0.02 



0.05 



0.10 



0.20 



0.50 



KCl. 



NaCl 



NH4CI 



NaNO,. 



KCIO,. 



BaCL 



MgCl 



Pb(N0a)2. . 



MgSO. 



CuSO*. 



F.P. 


96.Z 


94.3 


91.8 


88.5 


86.1 


83.3 


O* xv* 


95.6 


94.1 


92.2 


88.9 


86.0 


82.7 


F. P. 


95.3 


93.8 


92.2 


89.2 


87.5 


85.0 


C R>. 


95.3 


93.6 


91.6 


88.2 


85.2 


81.8 


F. P. 


94.7 


92.8 


90.7 


87.8 


85.6 


83.2 


C R. 


■ • ■ • 


94.1 


92.1 


• • • • 


• • • • 


• ■ • • 


F.P. 


• ■ • • 


90.3 


88.5 


85.5 


83.0 


79.8 


C R. 


95.0 


93.2 


91.0 


87.1 


83.2 


78.8 


F.P. 


• . . . 


91.4 


89.1 


84.9 


79.8 


• • • • 


C R. 


95.2 


93.3 


91.0 


86.6 


82.7 


78.0 


F.P. 


89.7 


87.8 


85.5 


81.9 


78.8 


76.8 


C. R. 


• • • • 


88.3 


85.0 


79.8 


76.9 


72.0 


F. P. 


• • • • 


• • • • 


88.5 


85.4 


83.9 


83.3 


C. R. 


91.0 


88.3 


85.1 


80.3 


76.5 


72.8 


F.P. 


89.0 


85.0 


80.4 


72.4 


64.9 


56.8 


C R. 


88.6 


84.5 


79.3 


70.8 


63.5 


55.9 


F.P. 


69.4 


61.8 


53.6 


42.0 


32.4 


22.3 


0. R. 


74.0 


66.9 


59.6 


50.6 


44.9 


40.3 


F.P. 


61.6 


54.5 


45.5 


31.8 


• • • • 


• • • • 


0. R. 


70.9 


62.9 


55.0 


45.5 


39.6 


36.1 



80.0 
77.9 

82.4 
77.3 



71.9 



70.3 



67.2 



68.7 

42.7 
45.4 

8.4 



from which the conductivity ratios were derived have been 
obtained by extrapolating a different function, but using the 
same experimental data as were employed for Table 68. Compari- 
son of ionization values in these two tables will therefore show 

1 Noyes and Falk, J. Am, Chem, Soc, 34, 485 (1912). 
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Table 69. — Pbbcentaob Ionization of Typical Salts' 



Bait 










"''"■ 












n.oooi 


o.oooao.nona 


001 


,,.3 


0.005 


0.Dl|o,O2|0.0fi 


... 


Ka 


09.2 
S9.1 
BB.4 
SS.4 


OB.O 
98.7 
ST. 8 
B7,a 


88,5 

fle.o 


87,0 

fl5,; 

86.2 


97.1 

93 '4 
91,7 


03. a 

91.0 

88.5 

70,9 


04 

88 
86 

80 


3 85 
8 73 


3 83,4 
1 SO, 3 

BO. 4 
8 62.7 


..,0 










■n.B04 


02. S 




96,1 









that there is no essential difference between the limiting 
equivalent conductances based upon different extrapolation 
equations. 

Mercuric halides and cadmium halides are hot aa highly 
ionized as other salts of their ionic type, but the explanation of 
these exceptions is not yet known. 

Ionization of Acids and Bases. — The general statement just 

made in regard to ionization of salts of a given type does not 

apply at all to acids and bases, which show the greatest variation 

in their ionization. Thus while sodium nitrate and sodium 

acetate are almost equally ionized, nitric acid ionizes in one-tenth 

normal solution about 92 per cent and acetic acid at the same 

concentration is ionized slightly more than 1 per cent. Mineral 

acids and bases, like hydrochloric, nitric and sulfuric acids, 

potassium and sodium hydroxides, ionize to about the same 

I extent as their salts, but other acids and bases are much less 

ionized than their salts. Hydrofluoric acid, which might be ex- 

I pected to ionize like hydrochloric acid, is exceptional in its 

[ ionization, as in its other properties. No general rules can be 

I given, more than has been said above, from which to predict 

the ionization of an acid. Organic acids are usually only slightly 

ionized, and become more so when halogens are substituted in 

1 them; thus trichloracetic acid is ionized about like hydrochloric 

I acid, monochloracetic acid is considerably less ionized, though 

r more so than acetic acid. Some typical results are shown 

[ below. 



• Bandall, J. Am. Chem. ■ 



J8, 7IK) (1916). 
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Table 70. — Percentage Ionization op Acids and Bases; as Calculated 

FROM THE Conductivity Ratios 



Concen- 
tration 


KOH 


HCl 


HF 


HNO, 


NH4OH 


HCjHsO, 


0.001 


• • • • 


99.0 


• • 


99.0 


11.7 


11.7 


0.002 


98.0 


98.6 


34 


98.6 


8.6 


8.6 


0.005 


97.5 


98.1 


21 


• • • • 


5.5 


5.7 


0.010 


96.3 


97.2 


17 


96.9 


4.0 


4.1 


0.020 


93.9 


95.7 


13 


• • • • 


3.0 


3.0 


0.050 


92.5 


94.4 


10 


93.8 


1.9 


1.8 


0.100 


91.0 


92.0 


9 


92.0 


1.4 


1.3 


0.500 


88.0 


89.0 


7 


• • • • 


0.6 


0.6 


1.000 


87.0 


84.0 


6 


• • • • 


0.4 


0.4 



Viscosity Correction. — On account of the high viscosity of 

some solutions, it has often been stated that the ions encounter 

a greater resistance in moving through them. For example, a 

normal solution of lithiimi chloride has a viscosity 15 per cent 

greater than pure water; hence this solution should ofifer a greater 

resistance to the motion of lithiiun ions and chloride ions moving 

through it. If the increased resistance is proportional to the 

increase in viscosity, a better measure of the fractional ionization 

would be obtained by allowing for this efifect. Thus in place of 

A/Ao, this ratio is multiplied by the relative viscosity, i.6., 

rj/rjo, and the expression for fractional ionization is 

A rj 
y = 

Aorjo 

In many cases the fractional ionizations so calculated are in 
better agreement with those from freezing point depressions than 
the conductivity ratios without a viscosity correction; but in 
other cases the agreement is not so good. It is not yet agreed 
which procedure gives a better measure of ionization, and we 
shall not introduce viscosity corrections into our calculations. 
This does not mean that they are useless, for some such correction 
is doubtless required; but until the method of making this correc- 
tion rests on a more established basis, it appears to be an imnec- 
essary reiSnement.^ 

1 This correction is discussed fully by Washburn, J, Am, Chem. Soc.f 
33, 1,462 (1911), giving full references to the earlier literature on the subject. 
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Conductance and Ion Velocities. — Since the passage of positive 
electricity in one direction is, so far as an electric current is con- 
cerned, equivalent to the passage of an equal amount of negative 
electricity in the opposite direction, the total electricity carried 
through a cross section of solution by its ions ia equal to the sum 
of the equivalents of positive ion (cation) and of negative ion 
(anion) passing in their respective directions. That ia, if A^ is the 
total number of faradays of electricity passing, and N^ and Na 
are respectively the number of equivalents of positive and of 
negative ion crossing a given section, 

N = N, + Na (4) 

Let us consider first the positive electricity alone, that carried by 
positive ions in a solution containing C equivalents per liter, 
in a tube of cross section q and length I, to which a potential of E 
volts is applied, and let 7 represent the fractional ionization of 
the salt. When all of the positive ions have moved one centi- 
meter, the quantity of positive electricity which has crossed a 
given line is equal to the charge upon all the positive ions in q 
cubic centimeters of the solution, or (Cy/100Q)q. The electricity 
passing on the positive ions per second is the product of this 
quantity and the distance moved by each positive ion per second, 



A', 



Equivalents per sec. = "t = u\(v\ ^^'- ^^^ 

E 
Inhere Vc is the velocity of the positive ion. But Vc — Urf 

I 'where U^ is the velocity under unit potential gradient, and E/l 
B the potential gradient. In t seconds the total quantity of 
pOBitive ion crossing a given line is 

N..^,.V.E/l (6) 

A similar expression containing V^, the velocity of the n^ativc 
i™, shows the quantity of negative electricity passing, and the 
total quantity is given by 

The current, /, is coulombs passing per second, and is by Ohm's 
law equal to e)r or to its equivalent EV. If we denote by F the 
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value of a faraday or 96,500 coulombs, the coulombs per second 
is NF/t The current flowing is obtained by multiplying both 

F 
sides of equation (7) by -r. 

NF Cy E 

The specific conductivity is equal to L'l/q, or since / = EL', it 
follows from equation (8) that 

L = -^(U. + U,)F. (9) 

Upon substituting in this equation the relation 1000 L = CA, 
from equation (3), and putting for y its equal t-, we obtain 

(Uc+Ua)F = Xo ' (10) 

from which it is possible to calculate the mobilities of the ions 
when we know the fraction of the equivalent conductivity due 
to each ion. (A method of obtaining this fraction will be taken 
up in the next paragraph.) For instance in potassium chloride 
the ionic velocities are nearly equal, though the ions move in 
opposite directions of course. Assuming them equal, we may 
calculate the velocity U from the limiting value of the equivalent 
conductivity, Aq = 130, since 2UF = 130, and it follows that U 

130 
= 2 V Q8 500 ^ 0.000674 cm. per second. This will give an idea 

of the velocity of an ion toward an electrode when the potential 
applied is 1 volt for each centimeter between electrodes. 

Velocity Ratios for The Ions. Transference Numbers. — It 
might seem at first thought that all the ions move through a 
solution with the same velocity, since they are discharged at the 
electrodes in equivalent quantities. But this is not the case, for 
ions may arrive in the vicinity of the electrodes faster or slower 
than they are needed for discharge; the solution around the 
electrode thus changing its concentration. Further evidence 
of different ionic velocities is furnished by the fact that the 
equivalent conductivities of substances which are ionized to 
about the same extent are widely different. Thus for 0.1 
normal solutions of sodium acetate and hydrochloric acid, which 



r 
I 



SOLUTIONS OF IONIZED SUBSTANCES 



173 



are about equally ionized, the equivalent conductivities at 18" are 
72 and 350 respectively. 

This difference in ionic velocities may be illustrated by con- 
sidering the results of an actual experiment. The U-tube of 
Fig. 33 contains dilute hydrochloric acid, is fitted with a silver 
anode and a platinum cathode, and is surrounded by a constant 
temperature bath and otherwise so treated that stirring of the 
solution is avoided, while one faraday of electricity passes 
through it. The solution is then 
withdrawn in three portions as 
shown by the dotted lines, and 
these are analyzed separately. 

It will be found that the con- 
centration of the middle portion 
has not changed during the elec- 
trolysis, which shows that the 
quantity of hydrogen ion enter- 
ing this portion from the anode 
region is equal to the quantity 
which has left the middle portion 
and entered the cathode portion; 
also the quantity of chloride ion 
entering the middle portion from apparatua. 

the cathode region is equal to 

the quantity which has left the middle and entered the anode 
portion. The anode portion has lost one equivalent of chloride 
ion during the electrolysis according to the anode reaction 

Ag (solid) + CI- = AgCl (solid) + e 

Vrhere the symbol © indicates one faraday of negative electric- 

Jity. But any portion of solution must at all times contain the 

I same number of equivalents of positive ion as of negative ion; 

Ibence the loss of hydrogen ions into the middle portion plus the 

■ gain of chloride ions from the middle portion are together equal 

I to one equivalent, the loss of negative ions by electrolysis. That 

lis, the anode portion has lost one equivalent of negative ion 

by electrolysis; it has gained part of an equivalent of chloride 

ion from the middle portion, and it has lost the remainder of 

ftn equivalent of ptwitive ion to the middle portion. Equal 
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quantities of positive and negative ions are therefore still 
present. 

Analysis shows that the quantity of hydrochloric acid in the 
anode portion has decreased 0.828 equivalents. But by electro- 
lysis the anode portion lost one whole equivalent of chloride ion 
and no hydrogen ion. Then 0.172 (i.e., 1 — 0.828) equivalents 
of chloride ion must have come into the anode portion from the 
middle portion and 0.828 equivalents of hydrogen ion must have 
gone out of the anode portion. Since both ions are under the 
same potential gradient, being in the same solution, their veloci- 
ties bear the ratio of these quantities of ion lost, i.e., 

Un : Uci = 0.828 : 0.172. 
Let us now consider the cathode portion, where analysis 
shows that 0.172 equivalents of hydrochloric acid have been 
lost during the experiment. Hydrogen gas was evolved by the 
electrochemical reaction, 

H+ = KH2 + e 

and one equivalent of hydrogen ion was used up. But the 
loss in hydrogen ion as shown by analysis was only 0.172 equiva- 
lents, hence 1 — 0.172, or 0.828 equivalents of hydrogen ion must 
have entered from the middle portion. This is just the quan- 
itty of hydrogen ion which entered the middle portion from the 
anode region, hence the middle portion has gained no hydrogen 
ion and lost none. Analysis showed the loss of 0.172 equiva- 
lents of chloride ion from this cathode portion, none of which 
entered into the electrolytic reaction. This therefore entered 
the middle portion, and ft is equal to the quantity of chloride 
ion which entered the anode portion from the middle. But the 
ratio of hydrogen ion passing through the middle portion to 
the chloride ion passing through it is the ratio of their velocities, 
i.e., 

Ub. : Uci = 0.828 : 0.172 

These figures, being obtained from experiments in which the 
transfer of electrolyte from one portion of a solution to another 
is determined, are commonly called the transference numbers 
of the ions; ionic velocity ratios would be a more suitable term. 
The transference number of an ion is the fraction of the total 
electricity carried by it through a solution. A table of such 
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^ transference numbers for the positive ions in solution is shown ^^^| 
iu Table 71. It should be noted that these transference numbers ^^H 
change but little with the temperature, in spite of the large ^^^| 
increase in equivalent conductivity at higher temperatures ^^M 
mentioned on page 17S. This means that all ions increase their ^^^M 
velocities at about the same fractional rate as the temperature is ^^H 
raised, but there is a sUght change in ionic velocity ratio with ^^H 
concentration, which lacks an explanation as yet. If the ions ^^M 
moved through solutions at the same rate as through pure water ^^H 
there should be no such change; it ia commonly ignored in ^^H 
calculations, but is still one of the unsolved problems of physical ^^^| 
chemistry. A possible cause of the change is that one ion ^^| 


Table 71.— TBANBPBitENCB Nbmbehs op Positivb Ionh ^^| 


Salt 


Temp- 
erature 


Conccntratton ^^^| 


0.005 


0.01 0,02 

1 


0,05 


0.10 


^^M 




0^ 0.387 
18 0.396 
30 0.404 


0.387 
0.396 
0.404 
0.493 
0,496 
0,498 
0.332 
0,492 
0-471 
0.481 
0,846 
0,833 
0,840 
0-437 

0,385 
0,494 

0.392 


0,387 
0,396 
0,404 
0,493 
0,496 
0,498 
0,328 
0,492 
0,471 
0,481 
0,844 
0,833 
0.S4I 
0.432 

0,381 
0.375 
0-492 

0-822 
0.390 
0,424 


0,386 
0,395 
0.404 
0-493 
0.496 
0.49S 
0.320 
0.492 
0.471 
0.481 
0.839 
0,834 
0.844 

0-438 
0-456 
0,373 
0.375 

0,490 
0.496 

0.822 
0.383 
413 


0.385 
0.393 
0.403 
0-492 
0-495 
0.407 
0.313 

0.471 
0-481 
0-834 
0,S35 

0-427 
0,456 

0,373 

0,494 
0,822 

0,404 


0,494 ^^H 
0,496 ^H 






18 
30 
18 
18 
18 
30 
0° 
18 
20 
0° 
25 
25 
18 
18 
18 
25 
20 


0,496 
0.498 

0.4S1 
0.847 
0.832 
0.839 
0.439 

0,388 


NH.C1 




Ha 


HNO, 










■Km, 


H^, 






■ 






^B Korea and Falk, J. A^n. Chem. Soc., 33, 1,454 (leU). ^^H 
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combines with more water than the other, thus increasing its 
size and decreasing its velocity. There is deiSnite proof that 
the ions are combined with considerable water^ and it is reason- 
able to suppose that the extent of this solvation changes with 
the proportion of water available, and with the temperature. 
Doubtless other factors also exert an influence. 

If the tube of Fig. 33 is filled with sodiiun chloride, sodium 
hydroxide forms at the cathode, and no sodiiun is lost from the 
tube; the reaction of chloride ion at the silver anode is the same 
as with hydrochloric acid. Analysis shows that the net loss of 
chloride ion from the anode portion of a tube of sodiiun chloride 
is 0.398 equivalents per faraday of electricity passed. Since a 
whole equivalent of chloride ion is lost by electrolysis, it follows 
that 1 — 0.398 = 0.602 equivalents of chloride ion have entered 
the anode portion for each faraday of electricity passed. The 
quantity of electricity carried through the middle portion by 
chloride ions is therefore about 60 per cent of the total, and only 
40 per cent has been carried by the positive ions. It should be 
remembered that the transference number of sodium ion in a 
solution of sodium chloride is not the same as in a solution of 
sodium nitrate or sodium acetate. This number is the fraction of 
the total electricity carried by the positive ion, which moves with a 
characteristic velocity; whether the fraction carried by this ion 
is greater or less than half will depend on whether the char- 
acteristic velocity of the other ion is less or greater than that of 
sodium ion. 

In calculating transference numbers from actual experimental 
data, there should be tabulated for each portion of solution, first 
the change in each constituent due to electrolysis, then the net 
change found by analysis, and finally, the change in each sub- 
stance due to transference. A faraday is a very large quantity 
of electricity, and experiments are commonly carried out with a 
much smaller quantity. The total electricity passed through a 
solution is measured by a silver coulometer placed in series 
with the transference apparatus. Since the electrolysis and 
transference changes are both strictly proportional to the quantity 
of electricity passed, the values per faraday are calculated by 
simple proportion. 

1 Washburn and Millard, J. Am. Chem. Soc, 87, 694 (1915). 
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A transference number is the ratio of the quantity of electricity 
carried by the ion to which it applies, divided by the total quan- 
tity of electricity. As each equivalent of ion has the same 
electric charge as that of every other ion, the transference number 
is the ratio of the velocity of one ion to the sum of the velocities 
of the two ions, 

T =^^ 

Each mobility is proportional to its limiting equivalent conduc- 
tivity, hence a transference number is also given by the ratio 

A, -i- A„ 

Conductances of The Separate Ions. — It has already been 
explained that each salt approaches a limiting equivalent con- 
ductance aa the concentration decreases. In very dilute solu- 
tions, where this limit ia essentially reached, each ion is free to 
move about as if no other ions were present. From the ionic 
velocity ratios obtained above, and from the limiting conductance, 
may be calculated the equivalent conductance of each ion in a 
solution. Thus the limiting equivalent conductance for sodium 
chloride at 18° is 108,9, and if this is multiplied by the trans- 
ference number for sodium ion calculated above, 0.398, the result 
is 43.4 for the limiting conductance of the sodium ion, and 
108.9 - 43.4 or 65.5 for chloride ion. 

The limiting conductance for sodium nitrate is 105.2, 43.4 of 
which is due to sodium ion. Hence the equivalent conductance 
of nitrate ion is 105.2 — 43,4 = 61.8. For potassium nitrate 
the limiting value is 126.3, hence 126.3 - 61.8 = 64.5 is the 
equivalent conductance of potassium ion. The limiting value for 
potassium chloride should then be the sum of the values for po- 
tassium ion and chloride ion found above or 64.5 -h {108.9 
— 43.4) = 130. Proceeding in this way, it is possible to cal- 
culate a value characteristic of each ion at each temperature. 

In Table 72 the limiting equivalent conductances of the 
separate ions at several temjieratiires are shown. ^ From these 
values the conductance of any solution involving these ions may 
be calculated at any temperature by making a suitable estimate 

■ Johnston, J. Am. Chem. Soc., 31, 1,010 (1909). 
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of the fractional ionization. It is to be noted that this fractional 
ionization changes only slightly with the temperature, and that 
it decreases at higher temperatures. 

Table 72. — ^Limiting Conductances op Ions 



Ion 



Temperature 



18 



25 



50 



75 



100 



128 



156 



K+ 

Na+ 

NH4+. . . . 

Ag+ 

K Ba++. 
KCa++. 

CI- 

NO,-. . . . 
C2H,02-. 

M sor- 

H+ 

OH- 



40.4 


64.6 


74.5 


115 


159 


206 


263 


26.0 


43.5 


50.9 


82 


116 


155 


203 


40.2 


64.5 


74.5 


115 


159 


207 


264 


32.9 


54.3 


63.5 


101 


143 


188 


245 


33. 


55. 


65. 


104 


149 


200 


262 


30. 


51. 


60. 


98 


142 


191 


252 


41.1 


65.5 


75.5 


116 


160 


207 


264 


40.4 


61.7 


70.6 


104 


140 


178 


222 


20.3 


34.6 


40.8 


67 


96 


130 


171 


41. 


68. 


79. 


125 


177 


234 


303 


240. 


314. 


350. 


465 


565 


644 


722 


105. 


172. 


192. 


284 


360 


439 


525 



317 
249 
319 
299 
322 
312 
318 
263 
211 
370 
777 
592 



The equivalent conductances for some other ions at 18° are 
Li+ 33.3, 3^Pb++ 60.8, 3^Mg+^- 46,.KZn++ 47, Br" 67.7, I" 66.6, 
F- 46.7, BrOa- 48. 

Change of Conductivity with Temperature. — The equivalent 
conductivity at any concentration changes rapidly with tempera- 
ture, in the way shown in Table 73. For very dilute solutions 
the change is a linear increase of about 2 per cent per degree rise 
of temperature; but stronger solutions increase with temperature 
at a decreasing rate, as shown^ in Fig. 34. This efifect is due to a 
decrease in the fractional ionization at high temperature, which 
counterbalances the effect of increased velocities of the ions. For 
a solution which is half-normal there is a point of maximum 
equivalent conductivity at about 250°, above which the effect of 
decreased ionization is greater than that of increased ionic 
velocity. Conductivities of solutions above the boiling point of 
water are made in a closed steel vessel capable of withstanding 
the pressure necessary to keep the solvent liquid. 

1 Noyes and Coolidge, J. Am. Chem. Soc, 26, 165 (1904). 
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Table 73. — Change op Equivalent Conductance with Temperature ^ 



Salt 


Equivalent 
concentra- 
tion 


Equivalent conductivity at 


18** 


140'* 


218** 


281** 


306** 


NaCl 


0.0000 
0.0005 
0.0020 
0.0100 
0.1000 


110.30 
107.18 
105 . 55 
101 . 95 
92.02 


512 
493 
482 
461 
403 


782 
747 
726 
686 
577 


984 
926 
893 
830 
656 


1078 




1004 
960 

878 
643 


KCl 


0.0000 
0.0005 
0.0020 
0.0100 
0.1000 


131.40 
128.11 
126.31 
122.43 
112.03 


572 

• • • 

538 

• ■ • 

447 


845 

• • ■ 

786 

• • • 

620 


1041 
950 

• • • 

699 


1125 




1051 

1007 

922 

686 



As the viscosity of water decreases rapidly with mcreasing 
temperature, the "fluidity" (reciprocal of the viscosity) increases. 
This rate of increase is about the same as the rate at which con- 



1000 ^ 




A600- 



40 80 120 160 200240280820860 

. Flo. 34. — Change of equivalent conductance of sodium chloride with increas- 
^ temperature. The top line is A«, the next lines are for 0.002, 0.01 and 0.1 
normal; the dotted line is for half normal. 

<*Hctivity increases. Recalling that conductivity is the reciprocal 
of resistance, it is seen that the decreased resistance of electrolytes 

^Noyes and Coolid^e, J. Am. Chem, Soc^ 26, 134 (1904); Johnston, 
J' Am, Chem. Soc,, 31, 1,010 (1909). 
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nearly parallels the decrease in resistance to flow of the water. 
Hence it is very probable that the increase in equivalent conduc- 
tivity is largely due to the decrease in resistance to the motion 
of ions through water. 

Calculation of Conductivity. — From equation (3) the relation 
between equivalent and specific conductivity is obtained. In 
Table 69 the fractional ionization is shown for salts of various 
types, and that of salts not shown may be estimated from the 
ionization of other salts of its type. By combining with equation 

(3) the relation 7=7, and noting that 7 is obtainable from table 

Ao 

69, we have then the equation 

lOOOL = C7A0 (11) 

from which the specific conductivity of a solution at any tempera- 
ture may be calculated by means of the limiting values of sepa- 
rate ions in Table 72. When such a calculation is desired for a 
temperature between those given, linear interpolation will give 
satisfactory results. For example, potassium nitrate in 0.1 
normal solution may be expected to ionize to the same extent as 
potassium chloride, 86 per cent; the limiting conductances of its 
ions at 25° are 74.5 and 70.6. Then 86 per cent of the siun of 
these values, 124.8, is the equivalent conductivity, and 0.01248 
is the specific conductivity. Its reciprocal is 81.0, the specific 
resistance of the solution; the measured specific resistance is 83 
ohms. This represents about the average precision to be ob- 
tained in such calculations; often the agreement is much better, 
sometimes it is not so good. We have at least a useful method of 
calculating resistances where great accuracy is not desired. 

Hydration of Ions. — Mention has often been made of some 
peculiarity in the behavior of a solution as due to hydration, or 
a loose combination between solute and solvent. Thus the 
fractional ionization of potassium chloride calculated from de- 
pressions of freezing points (Table 61) is not in agreement with 
that from the conductivity ratio (Table 69) ; and neither set of 
figures accords with those in Table 63 calculated from vapor 
pressure lowering. The osmotic pressures of lithium chloride 
solutions could not be used for satisfactory ionization calcula- 
tions. Transference numbers are often found to change slightly 
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with the concentration, probably on account of changing hydra- 
tion. AH of these effects are comparatively small, but they are 
not due to errors in the experimental data. In rough calculations 
these deviations are ignored, but much careful work has been done 
in seeking an explanation of them. No general explanation has 
been found, but hydration is certainly one of the factors responsi- 
ble for some of the observed facts. We have no reliable method 
for determining the quantity of water combined with solute in a 
solution, though much work has been done in connection with 
freezing point deviations, ^and in other ways. There is, however, 
a method for determining whether the two ions of a solute carry 
different quantities of water or not, and this may be used to 
calculate the quantity of water combined with one ion if the other 
is assumed to carry none. Thus, suppose a transference experi- 
ment to be conducted upon a solution of sodium chloride to which 
has been added a little sugar. Sugar is not an ionined substance, 
it does not move through a solution when electricity is passed, 
and if at the end of an experiment the ratio of sugar to water in 
the electrode portions has changed, water must have come into 
this portion on the anion, or have been carried out of it on the 
cation. 

When a faraday of electricity passes through a norma' solu- 
tion of sodium chloride, 0.76 mols of water are lost from the 
anode portion, as shown by a change in the ratio of sugar to water. 
Assuming that the chloride ion does not carry any water, these 
0.76 mols of water must have been carried out by 0.38 equivalenta 
of sodium ion, this being the quantity of sodium ion leaving the 
anode portion per faraday passed. That is, each sodium ion is 
associated with two molecules of water, since 0.38 equivalents 
carried away 0,76 mols of water. There is, however, no ground 
for the aaaumption that chloride ions carry no water, but only 
the experimental fact that water has disappeared from the anode 

' Jones and others, Publ. Carnegie Inst, 60, (1907). His data were 
calculated on the assumption that all deviations from the lawa of ideal 
Bolutiona were due to hydration of the solute, and led to the conclusion in 
some strong solutionB (chromic acid for example} that all of the water pres- 
ent was combined. This is of course absurd, for there could then be no 
solvent, but only solute. A review of hydration in general is given by 
Washburn, Technology Quarterly, 21, 360 (1908), together with a criticism of 
eftch method, 
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portion. Let us assume that a chloride ion carries four molecules 
of water. For each faraday of electricity passed, there are 0.62 
equivalents of chloride ion entering the anode portion; these would 
bring in 0.62 X 4 = 2.48 mols of water. But there was a net loss of 
water, not a gain. Sodiiun ions have carried out 0.76 mols more 
water than chloride ions brought in, that is 2.48 + 0.76 = 3.24 
mols, and this quantity of water moved on 0.38 equivalent of 
sodium ion. Hence 3.24/0.38 = 8.5 mols of water per sodiiun 
ion, if the chloride ion carries four mols of water. This method 
gives only the difference in hydration, the actual hydrations 
here calculated are based on some definite dssumption as to the 
hydration of chloride ions; not on an experimentally established 
hydration of it. But as chloride ions cannot carry less than no 
water at all, two molecules on each sodiiun ion is the lower limit 
of its hydration. Table 74 shows some results of such calculations. 
The mols of water moved per faraday of electricity are the result 
of experiment, based on the fact that sugar is not transported by 
an electric current; calculated values of hydration were made as 
explained above. 



Table 74. — Hydration op Ions 


' IN Normal Solution 




Salt 


Mols water carried 
from anode to cathode 
per faraday of elec- 
tricity 


Transference 

number of 

positive ion 


Mols water on positive 
ion when chloride ion 
is assumed to have 







4 


10 



HCl. 

CsCl. 

KCl. 

NaCl 

LiCl. 



0.24 
0.33 
0.60 
0.76 
1.50 



0.844 
0.491 
0.495 
0.383 
0.304 



0.3 


1.0 


0.7 


4.7 


1.3 


5.4 


2.0 


8.4 


4.7 


14.0 



2.1 
11.0 
11.5 
18.0 
28.0 



The problem of solvation in general is still far from solved, 
though it is of the greatest importance in connection with the prop- 
erties of solutions in general. There appears to be an intimate 
connection between the process of ionization itself and an affinity 
for water. It has been suggested that ionization is preceded 
by combination with the solvent, and that the fractional ioniza- 

» Washburn and Millard, J, Am, Chem. Soc.y 37, 694 (1915). 
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tion is proportional to the extent of the attraction between water 
and the dissolved substance/ but this view is not universally 
accepted. 

Activity of lons.^ — There is a method based on electromotive 
force measurements, to be described in a later chapter, for deter- 
mining the efEective ion concentration in chemical equihbrium, 
and in producing an electromotive force in a cell. This efEective 
concentration so determined is called the "activity" of the ion. 
If the salt concentration is divided into this "activity," a fraction 
obtained which does not agree with ionization values de- 
rived from freezing point or conductivity experiments for the 
same solute. The differences are not to be ascribed to experi- 
mental error, but to a fault in the fundamental ionic theory, for 
which no explanation is yet available. Table 75 shows the extent 
of these differences; the columns headed "activity coefficients" 
give the values based upon electromotive force measurements.* 

) CONDUCTANCB 



Mola of salt per 
1,000 gram of 


Activity Coefficients 


Conductance ratios 


















water 


KC! 


LiCl 


HCl 


KOH 


KCl 


LiCI 


HCl 


KOH 


0-001 


0.979 


0.976 






0-979 


0.976 


0.990 




0,003 


0.943 


0.946 


0.99C 


0.982 


0.968 


0,962 


0.98fl 


0.980 


0.006 


0.92E 


0.93( 


0.965 


0.975 


0.961: 


0.94t 


0.981 


0-975 


0.010 


0.89C 


0.905 


0.932 


0.961 


0.941 


0.932 


0.972 


0,963 


0.030 


0.8K 


0.84* 


O.SSC 


0.92C 


0.91^ 


0.90^ 


0.967 


0.939 


0.050 


0.79C 


o.sn 


0.855 


0.891 


0,88[ 


0.87* 


0-944 


0.926 


0.100 


0.745 


0.77( 


0.82E 


0.84(1 


0.86C 


0.84( 


0.925 


0,910 


0.200 


0.70( 


0.75C 


0,79e 


0-793 


0.827 


0.812 


0.909 


0-891 


0-300 


0.67; 


0-73f 


0.78a 


0-76S 


0,801 


0-792 


0.903 


0,889 


0.500 


o.esi 


0.731 


0,77E 


0,765 


0,77! 


0,766 


0.89t 


0.8S4 


0.700 


0.61* 


0.73^ 


0.78{ 


0.772 


0.761 


0.751 


0,87^ 


0.879 


1-000 


0.593 


0.752 


0.829 


0.786 


0.742 


0.737 


0,845 


0.877 



'Kendall, J. Am. Chem. Soc. 36, 1,069 (1914); Dhar, Z. Ekktrochemie, 
», 57 (1914); Bousfield, Trans. Faraday Soc, 16, 73 (1919). 

■ Noyes and Maclmies, J. Am. C'hem. Soc, 42, 239 (1920); Similar reeults 
have been calculated by Lewis and Linhart, /. Am. Chem. Soc, U, 1,951 
(1919). 
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There is probably no experimental error as large as a tenth of 
1 per cent involved in these measurements; but a comparison of 
the figures for any solute will show differences many times this. 
Thus for 0.2 normal hydrochloric acid, the difference is 11 per 
cent, for 0.3 normal potassium hydroxide it is 12 per cent. This 
serious difference has led to a new proposal^ that ionization in 
these solutions is essentially complete and that decreased activity, 
conductivity-ratio changes, and freezing point changes with 
concentration are due to some other cause. So far this other 
cause has not been discovered, and it would be useless under 
the circiunstances to discuss the new theory fully here. How- 
ever, it is obvious that some alteration in the ionic theory 
is needed to explain these discrepancies, and any such change 
must be given a fair hearing. For the present treatment, we 
shall assume that the conductivity ratio gives an essentially 
reliable method of measuring fractional ionization. In doing 
this we do not presiune to decide whether ionization is complete 
or not; we only follow an older and commonly accepted usage 
while awaiting further experiments bearing on the new hypothesis. 
Some alteration in the ionic theory is urgently needed to explain 
many puzzling facts, but it is not yet clear that this hypothesis 
is the desired change. 

Ionization in Solvents Other Than Water. — Much scattered 
data exists on the ionization of substances in non-aqueous 
solvents,^ but the conclusions stated in connection with experi- 
ments of various authors are often considerably at variance. 
Until more information is at hand, an attempt to treat the general 
subject of non-aqueous solutions would be out of place. 

A thorough study of ionization and electrical conductivity has 
been made upon anhydrous formic acid solutions ;3 and such 
solutions appear to be somewhat less complex in their behavior 
than water solutions. Thus. the ion concentration calculated 
from the conductance ratio is identical with the effective concen- 

1 Noyes and Maclnnes, /. Am, Chem, Soc, 42, 239 (1920); Sutherland, 
Pha. Mag., 3, 161 (1902); 12, 1 (1906); 14, 3 (1907); Milner, PhU, Mag., 
36, 214, 354 (1918); Trans. Faraday Soc.y 16, 148 (1919); Ghosh, /. Chem. 
Soc. London, 113, 449 (1918); Trans. Faraday Soc, 16, 154 (1919); Bjemim, 
Z. Elekirochem.f 24, 321 (1918). 

* See the summary by Kraus and Bray, /. Am. Chem. Soc, 36, 1315 (1913). 

'Schlesinger and his students, J. Am. Chem. Soc, 41, 1,923 (1919). 
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tration or activity, and the ions and non-ionized molecules 
exhibit approximately the behavior of ideal solutes. The 
fractional ionization decreases in strong solutions in a regular 
manner, limiting equivalent conductivities are obtained in the 
same way as for water solutions; equivalent conductivities 
are of the same order of magnitude as those in water. A table 
of data for these solutions is here given. 



Table 76. — Conductivitibs in Anhydrous Formic Acid at 25*^ 

Potassium Formate 



Mols per liter of 


Specific conduct- 


£k[uivalent con- 


Ionization in 


solution 


ance 


ductance 


solution 


0.000 




(68.92) 


1.000 


0.1027 


0.006516 


63.43 


0.920 


0.1314 


0.008167 


62.18 


0.902 


0.1992 


0.01187 


59.55 


0.864 


0.2433 


0.01411 


57.99 


0.841 


0.3104 


0.01738 


55.99 


0.812 


0.3266 


0.01812 


55.48 


0.085 


Sodium Formate 


0.000 




(66.22) 




0.0641S 


0.003960 


61.70 


0.932 


0.096S2 


0.005786 


59.75 


0.902 


0.1765 


0.009820 


55.94 


0.845 


0.2337 


0.01256 


53.72 


0.811 


0.2734 


0.01429 


52.28 


0.789 


0.2954 


0.01522 


51.54 


0.778 


0.3153 


0.01606 


50.94 


0.769 


Lithium Formate 


0.0000 




(64.72) 




0.0671 


0.003917 


58.38 


0.902 


0.1018 


0.005689 


55.86 


0.863 


0.1524 


0.008061 


52.90 


0.817 


0.2044 


0.01030 


50.38 


0.778 


0.2480 


0.01203 


48.51 


0.750 


0.3076 


. 01423 


46.24 


0.714 
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Solutions of sodium iodide in acetone^ and in isoamyl alcohoP 
also conduct electricity in much the same way as aqueous solu- 
tions; a limiting equivalent conductance is approached at small 
concentrations, and from the ratio of this limiting value to the 
equivalent conductance at other concentrations, a fractional 
ionization of sodium iodide is calculated which is of the same 
order as that in water solutions. Table 77 shows the results of 
experiments. 

Table 77. — Conductivity op Sodium Iodide in Acetone and Iso- 

AMTL Alcohol 



Equivalent 
concentra- 
tion 


Equivalent conductivity 


in acetone 


Ekjuivalent con- 
ductivity in iso- 


O'' 


25'' 


40'' 


amyl alcohol at 
25'' 


1.0000 


• 


26.4 


28.65 




0.5000 


32.5 


38.4 


41.00 


1.396 


0.2000 


44.9 


52.7 


66.60 


1.339 


0.1000 


53.7 


64.1 


68.90 


1.294 


0.0500 


63.1 


76.1 


82.70 




0.0200 


77.2 


95.0 


103.80 


1.649 


0.0100 


89.0 


109.7 


121 . 40 


2.024 


0.0050 


99.0 


124.5 


139.40 


2.560 


0.0020 


111.0 


143.2 


163.00 


3.394 


0.0010 


118.5 


155.0 


178.00 


4.184 


0.0005 


125.0 


164.6 


188.90 




0.0002 


129.4 


171.7 


197.20 


6.115 


0.0001 


129.9 


173.6 


199.90 


6.636 


0.0000 


(131.4) 


(176.2) 


(204.00) 


(7.790) 



Conductance of Pure Liquids. — The conductivity of water and 
of other pure liquids at ordinary temperatures is very slight, but 
has been shown in the case of water to be due to a real ionization, 
and not to any contained impurities. The conductivity of 
liquids increases with the temperature, quite rapidly in the 
case of water, but usually does not reach a point where the liquids 
are good conductors of electricity. 

Fused salts are, on the other hand, very good conductors of 

electricity. Their conductivity is undoubtedly due to ions, 

^ McBain and Coleman, Trans. Faraday Soc.f 16, 27 (1919). 
2 Keyes and Winninghoff, Proc, Nat. Acad. Sd., 2, 342 (1916). 
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just as that of their aqueous solutions is due to ions; the products 
of electrolysis are often the same as the products of electrolysis of 
their water solutions, except in cases where these would react 
with water. Fused lead chloride yields upon electrolysis lead 
at the cathode and chlorine at the anode; the same products 
result when aqueous solutions of it are electrolyzed. 

Fused sodium hydroxide yields metallic sodium at the cathode 
and oxygen at the anode when it is electrolyzed; this same effect 
i produced by electrolysis of sodium hydroxide solution with 
a mercury cathode in which sodium can dissolve and be protected 
from the action of water ;^ Faraday's law describes quantitatively 
the yield in both cases. But owing to the fact that salts in the 
fused condition are acting as both solvent and solute, ionic 
velocities have not yet been determined, and transference experi- 
ments are impossible, as appreciable concentration changes do 
not occur around the electrodes. 

The industrial importance of electrolysis of fused salts is 
very great. Metallic sodium is produced almost entirely by 
electrolysis of fused sodium hydroxide; magnesium metal from 

E electrolysis of fused magnesium chloride; aluminum from the 
electrolysis of a so ution of aluminum oxide in fused cryolite, 
a fluoride of sodium and aluminum. Some attempts have been 
made to develop the theory of fused salts,' but an adequate 
treatment of them has not yet been accomplished. 

QuestionB 

(Numerical data for solving problems ahovild he sought in the tables givea 
in the chapter.) 

1. State briefly the fundamental assumptions of the ionic theory. What 
facta have supported each of them? 

. Summarize the facts which have led to the hypothesis that salts are 
completely ionized in solution. 

I When sodium hydroxide solution is electrolyzed with a platinum cathode, 
Bodium does not deposit and then react with water to produce sodium 
bydmxide and hydrogen, aa ia sometimes stated. Hydrogen is evolved at 
the cathode and oxygen at the anode during this electrolysis, when the 
applied electrical potential Is insufficient to cause the deposition of sodium. 
Metallic sodium is deposited in a mercury cathode as an amalgam only 
upon application of a much higher potential than is required to discharge 
hydrogen at a platinum electrode. 

(Goodwill ftod Wentworth, Fhya. Jte»>., U, 77 (1907); 86, 469 (1907). 
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3. A solution 0.1 formal in nitric acid freezes at — 0.35^. Calculate the 
fraction of it which is ionized. From this result, and the limiting conduct- 
ances of its ions, calculate the specific resistance of the solution at 25^ 

4. What weight of copper would be deposited by a current of 10 amperes 
flowing through copper sulfate solution for 24 hours. 7 How long would it 
take to deposit a ton of copper if a current of 2,000 amperes was used? 
A ton is 906 kilos. 

5. It is desired to plate a square foot of sheet iron with a layer of copper 
0.1 mm. thick in 12 hours. What current will be required? The density 
of copper is 8.95; both sides of the sheet are to be covered. 

6. How long would a current of 1 ampere flow in order to liberate a gram 
of iodine, atomic weight 126.9? What weight of silver (atomic weight 
107.88) would be deposited by the same quantity of electricity? 

7. Calculate the specific resistance at O^'C. of a one per cent solution of 
sodium chloride. Calculate the same resistance at 100°. 

8. In a rectangular trough 20 cm. long provided with a copper electrode 
at each end, are poured 100 c.c. of 0.1 normal CuS04 solution. With 
100 volts at the electrodes what is the resultant current? 

9. A current of 50 milliamperes is passed for 5 hours through a dilute 
solution of sodium bromide between silver electrodes coated with silver 
bromide. Describe quantitatively the changes that occur in each electrode 
portion in accordance with Faraday's law and with the law of transference. 
Make also a quantitative statement of the net effect of these changes in 
each portion. The equivalent conductances are Na = 43.4; Br = 67.7; 
silver bromide forms at the anode, and silver bromide is reduced to metallic 
silver at the cathode. 

10. A sample of ^^hard water'' known to contain only calcium sulfate and 
calcium bicarbonate in appreciable quantities is submitted for analysis. 
At 18** the specific conductivity of the hard water is 0.00100. It is boiled 
(without loss of water) and cooled to 18**, when its specific conductivity is 
found to be 0.000757. Assuming that each salt is 85 per cent ionized and 
that boiling completely changes the calcium bicarbonate to insoluble CaCOi, 
calculate the concentration of calcium sulfate ("permanent hardness") 
and of calcium bicarbonate ("temporary hardness"), expressing the results 
as formula weights per liter. The equivalent conductances are Ca = 52, 
SO4 = 68.5, HCO, = about 35. 

11. A 0.1 normal solution of NaCl has at 18° a specific resistance of 
108.7 ohms, and is 84.5 per cent ionized. In a given transference experi- 
ment this solution is electrolyzed between a silver anode and a silver cathode 
coated with silver chloride; the anode is found to gain in weight by 0.177 
gram, and the cathode portion to increase its content in sodium chloride 
by 0.117 gram, (a) Calculate the equivalent conductance of the sodium- 
ion at 18°. (6) Calculate the rate, expressed in centimeters per hour, at 
which the chloride ion would migrate through the solution at 18° under a 
potential gradient of 2 volts per centimeter. 

12. (a) Calculate the specific conductance at 18° of 0.05 formal BaCls, 
assuming it is 12 per cent ionized into BaCl"^ and Cl"~, and 65 per cent ionized 
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into Ba"*~*' and CI". (6) Calculate the freezing point of the solution. As- 
sume the equivalent conductance of the intermediate ion BaCl"^ to be 25. 

13. Calculate the values of 1/A and of (CA)^ for each concentration of 
silver nitrate given in Table 67. Make a plot of these values, and by drawing 
the best straight line through the points determine the value of the inter- 
cept of the line on the axis CA = 0. From this intercept, calculate a value 
for the limiting equivalent conductance of silver nitrate. 

14. Plot the values of the equivalent conductivity of sodium formate in 
anhydrous formic acid against the concentration, draw a smooth curve 
through the points and extend this curve to the axis corresponding to zero 
concentration to determine the limiting equivalent conductance. 

16. A dilute soluticm of nitric acid is electrolyzed between platinum elec- 
trodes. Predict the net changes, expressed in equivalents of acid, resulting 
in each electrode portion per faraday of electricity passed through the 
solution. Hydrogen ion moves five times as fast as nitrate ion, and the 
anode process consists in the evolution of oxygen gas. 



CHAPTER VII 
THERMOCHEMISTRY 

The heat eflFect of a chemical change has attracted the attention 
of chemists almost from the beginning of exact work in chemistry. 
It was thought for a long time that the heat evolved during a 
chemical reaction was a measure of the chemical affinity of the 
substances combining, since those reactions which proceed with 
the evolution of large quantities of heat (such as the combustion 
of carbon or of hydrogen) result in the formation of very stable 
molecules. That the *' chemical affimty," or driving force of a 
reaction could not be measured in this way was realized after 
the discovery of reactions which proceeded of themselves, but 
with the absorption of heat from the surroundings. The prob- 
lems of thermochemistry did not become on that account less 
interesting or of less importance; indeed they led the way to the 
discovery of the true relation between chemical driving force 
and reaction heat. Heats of reaction are of great importance in 
calculating chemical equilibrium at one temperature from the 
experimental data at another temperature, and in many other 
ways which will appear later in their proper place. 

Thermochemical Methods. — ^A reaction whose heat eflFect is 
desired is carried out in a suitable vessel immersed in a tank of 
water, which must be protected from losses of heat to its surround- 
ings. The rise in temperature of this tank (called the calori- 
meter) is determined by a sensitive thermometer, and from this 
rise and the known heat capacity of the calorimeter is calculated 
the heat eflFect. In order to remove any danger of heat exchange 
between the calorimeter and its surroimdings, these are often 
maintained at the same temperature as the calorimeter itself. 
As the temperature of the latter rises during a reaction produced 
in it, a parallel rise is produced in the surroundings, usually by 
adding sulfuric acid to a solution of sodium hydroxide, or by 
electric heating. A diagram of such a piece of apparatus is 
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Fia. 35. — Submerged calorimeter, arranged for oombuBtloQ at a volatile liquid. 
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shown ^ in Fig. 35, which shows the bomb type of calorimeter 
arranged for burning a volatile liquid. 

The material to be burned is placed in a glass receptacle of 
very thin walls in a platinum crucible suspended in a heavy steel 
bomb, lined with gold to prevent any chemical action taking 
place upon it. The lid is screwed on the bomb, it is filled with 
oxygen under considerable pressure, and the bomb is closed by 
the screw valve at its top. The bomb is then placed in the 
calorimeter (the inner vessel of water) and this is put in another 
vessel slightly larger than the calorimeter, and closed by a water 
tight cover having two outlet tubes for a thermometer and the 
stirring mechanism. All of this apparatus is submerged in a 
large tank of sodium hydroxide solution in which is an efficient 
stirrer and another thermometer, shown at the left. The inner 
vessel is stirred by a perforated disc moved up and down by 
the Y-shaped rods shown at the top of the diagram; and the 
outer bath is stirred by paddles shown at the right until the 
whole system is at the same temperature. 

Upon closing the electric switch, the tiny iron wire shown at 
the top of the platinum crucible is burned out, its molten products 
fall on the glass bulb and break it, thus igniting its contents and 
burning them completely by means of the excess oxygen present. 
The heat evolved causes a rise in temperature which is indicated 
on the thermometer reaching to the inner vessel; and a parallel 
rise in temperature of the outside vessel is produced by adding 
strong sulfuric acid from a buret at the required rate. Since 
the outer bath is always kept at the same temperature as the 
calorimeter within it, there is no exchange of heat between them, 
and all of the heat of reaction is used to raise the temperature of 
the calorimeter itself. There is thus no heat-loss correction to 
be made, and the total heat effect is the product of temperature 
rise and heat capacity of the calorimeter. From preliminary 
experiments, the heat capacity of the calorimeter bomb is 
determined, and it is immersed in a measured quantity of water. 
Thus all the data needed for computing the heat effect are at 
hand, and since a weighed quantity of substance was burned, the 
heat evolution per formula weight is readily computed. 

* The author is indebted to Prof. T. W. Richards of Harvard College for 
this diagram of his latest type of submerged calorimeter. 
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Heat effects of reactions taking place in solutions may be 
determined in the same way, substituting for the bomb a thin 
platinum vessel containing one solution. The other solution is 
discharged into this vessel from a pipet immersed in the calori- 
meter, in order that the solutions may be at the same temperature 
when they are mixed for the reaction. 

First Law of Heat.— This law is also called the first law of 
thermodynamics, or the law of conservation of energy. It 
states that energy cannot be created or destroyed, but only 
changed from one form into another, and that the conversion of 
one kind of energy into another always proceeds without loss 
in the total energy. It follows from this law that the energy 
evolved by a system on changing from one state to another 
is independent of the manner in which this change is brought 
about, so long as the same final state is reached from the given 
initial state. For if the energy evolved by one path wbb less 
than by another, the change in state could be brought about by 
the process evolving the greatest energy, reversed by a path 
involving less energy, and an excess of energy would have been 
created, which is contrary to the law as stated. 

It also follows from this law that the energy evolved in a 
"chemical change is absorbed when the change is reversed, for if 
this were not true a given change could be reversed with less 
energy than that given up by the first change, and energy would 
have been created in the cycle. The heat absorbed by any 
substance when it is heated is evolved completely when this 
substance is cooled to the original temperature. Another way of 
stating this fact is that the energy content of a system (any 
combination of matter) depends only on the conditions under 
which it exists. We have no way of determining the total 
quantity of energy in any system, but only changes in the energy 
content of it. But if all of the energy added to a system under- 
going a certain change is evolved when that change is reversed, 
it is established that the energy within the system is the same 
as it was before the change took place. 

Changes in the State of a System. — To define the state of a 
system we must describe the quantity and composition of it, 
the state of aggregation (gas, liquid or sohd) of each of its parts 
if it ia not homogeneous, and give the temperature and pressure. 
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Thus a certain system consists of a mol (342 grams) of sugar and 
12 mols (384 grams) of oxygen at 20° and 1 atmosphere pressure. 
By combustion this system may be changed into 12 mols (528 
grams) of carbon dioxide and 11 mols (198 grams) of liquid 
water at 20° and 1 atmosphere pressure, and a certain quantity of 
heat will be evolved. It is not necessary that the system remain 
at 20° during the change, but only that it be brought to 20° 
when the change is completed. By combustion the system 
would be raised to a higher temperature, and it would be neces- 
sary to take heat away from the system in order to restore the 
original temperature. The quantity of heat taken away in 
order to restore the original temperature is 1,349,400 cal.; and 
this represents the loss in energy content for the system. The 
system composed of carbon dioxide and water is poorer in energy 
than the system composed of sugar and oxygen by this quantity 
of energy. This is called the heat of the reaction, or sometimes 
the decrease in heat content of the system attending the change 
in state. The two terms are of course identical in meaning. 

Heat Capacities and Specific Heats. — One of the simplest 
changes in state is that which occurs when a homogeneous sub- 
stance is heated. We have already considered this type of 
change under the specific heats of the various substances. When 
a monatomic gas is heated, the energy absorbed per degree at 
constant pressure is 5.0 cal. per mol (Chapter III) ; the absorp- 
tion of heat per degree for diatomic gases is somewhat larger, and 
increases with the temperature. Thus for HCl, HBr, HI, O2, 
N2, H2, CO and NO the molal heat capacity is 6.5 + 0.001 T, the 
heat absorbed per mol is the integral of (6.5 + 0.001 r)dr be- 
tween the absolute temperatures involved. The molal heat 
capacity of halogens in the vapor state is larger, and changes with 
the temperature more rapidly than that of the other diatomic 
gases; it is given by the expression (6.5 + 0.0047). The integral 
of this expression between the desired limits gives the heat 
absorbed when the halogens are heated in the form of vapor at 
constant pressure. 

For more complex molecules the change of heat capacity 
with the temperature is not uniform, and quadratic or cubic 
equations must be used to express the results of experiment 
over a range of temperature. For water vapor and hydrogen 



THERMOCHEMISTRY 195 

sulfide the equation representing molecular heat capacity is^ 

Cp = 8.81 - O.OOlOr + 0.00000222^2; (j) 

for carbon dioxide and sulfur dioxide it is 

Cp = 7.0 + 007ir - 0.00000186^2; (2) 

and for ammonia gas 

Cp = 7.5 + 0.00427; (3) 

where T denotes the absolute temperature. To illustrate the 
use of these equations, let us calculate the heat required to raise 
a mol of steam from 100° to 150°C. 

/423 
(8.81 - 0.00197 + 0.0000022272) dT 
373 

Too. /.«o o^ox 0.0019 /— -2 --2\ . 0.00000222 
= [8.81 (423 - 373) ^— (423 - 373'j H 3 

(423' - 3738)] = 440.5 -38+18 or 420 cal. It should be 

remembered that the heat capacity is a temperature function; 
and that the heat absorbed is an integral of Cp dT between the 
temperature Umits involved. 

These data are all for constant pressure; that is, they include 
the heat expended in forcing back the atmosphere. As this is 
R calories per degree for ideal gases, the molal heat capacities 
of gases at constant volume are approximately 2 cal. per degree 
less than those at constant pressure. Thus, (4.5 + 0.0047) 
for chlorine at constant volume, (5.0+ 0.00717 - 0.0000018672) 
for carbon dioxide at constant volume. 

No simple expressions are known for the heat capacities of 
liquids; they are generally slightly larger than those for the 
corresponding solids. 

The heat capacities of most of the solid elements approach 
about 6.2 cal. per atomic weight near room temperature; they 
fall oflF rapidly at lower temperatures in a way which is not expres- 
sible by a simple equation such as that used for gases. Above 
ordinary temperature the atomic heats of most solids increase 
only slightly as higher temperatures are reached. 

The heat capacities of solid compounds are roughly equal to 
the sum of the heat capacities of the elements in them (Kopp's 

» Lewis and Randall, J. Am. Chem. Soc, 34, 1,128 (1912). 
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law). Thus the molecular heat capacity of lead iodide is about 
equal to that of an atomic weight of lead plus that of two atomic 
weights of iodine, or about 18.6 cal. per formula weight. When 
solids are formed from elements which are gases at room tempera- 
tures, or from the lighter elements which do not conform to 
Dulong and Petit's law, their molecular heat capacities are some- 
what less than those of the compounds formed from heavy 
elements. But since the difference between the heat capacity 
of copper and copper oxide is about the same as that between 
zinc and zinc oxide or lead and lead oxide, it is possible to assign 
to gaseous elements a figure which represents the heat capacity 
of them in their solid compounds. These figures are given on 
page 96. 

Changes in State of Aggregation. — Heats of evaporation have 
already been considered under Trouton's law (Chapter III). 
The heat absorbed in small calories per mol of liquid evaporated 
is approximately 20.3 times the absolute boiling point. Large 
deviations from this rule are often found, and recourse to experi- 
ment is necessary when reliable data are required. 

The heat of fusion is a quantity for which no general rule 
similar to Trouton's rule is known. 

Thermochenucal Equations. — It is convenient to represent 
the data of thermochemistry by ordinary chemical equations, to 
which are added terms indicating the heat effects observed. As 
an example we may take the combustion of sugar mentioned 
above. This may be expressed, for 20°, 

C12H22O11 + I2O2 = I2CO2 + llHaOCliq.) + 1,349,400 cal. 

In these equations, the formula for a substance represents a 
formula weight of it just as it does in an ordinary chemical equa- 
tion, the positive sign of the heat effect indicates that heat is 
evolved. Similarly 

H20(liq.) = H2O (gas) - 9,700 cal. at lOO*' 

indicates the absorption of 9,700 cal. of heat from the surround- 
ings during the vaporization of a formula weight of water at 100°. 
One other point should be made clear; that the thermochemical 
equation represents a completed reaction. Thus the equation 

H2 + I2 (gas) = 2HI + 1300 cal. at 300° 



THERMOCHEMISTRY 197 



does not state that this quantity of heat will be evolved when a 
formula weight of hydrogen and one of iodine are brought to- 
gether at 300°, for the reaction reaches a state of equilibrium, 
such that no more hydrogen iodide is formed, when there are 
substantial quantities of both hydrogen and iodine remaining. 
The equation states that when two formula weights of hydrogen 
iodide ore formed at 300°, 1,300 cal, of heat are evolved. The 
- excess of reacting substances remains unchanged and so does not 
evolve heat. Thus approjiimately this quantity of heat would 
be evolved if one formula weight of iodine and a hundred mols 
of hydrogen were brought together, for then the reaction would 
be substantially complete. 

Law of Constant Heat Smnmation. {Law of Hess). — This 
law states that when a reaction is brought about in steps, the 
Hum of the heat quantities evolved in all the steps is equal to 
that which would have been evolved had the reactions taken 
place all at onee. This law was announced before the conserva^ 
tion of energy was accepted as a universal fact; we now know 
that it is only a special case of the more general law of the con- 
servation of energy. It is very useful in calculating the heat 
effect for reactions which do not take place readily and quickly. 
Since the data of thermochemistry are obtained by the use of a 
calorimeter, it is clear that exact determinations cannot be 
made if the reaction proceeds slowly for several hours, for the 
radiation losses from the calorimeter would lead to uncertainty 
in the measured heat quantity.^ Many reactions take place in 
one direction only. The law of conservation of energy states 
that if the reaction is reversed, the heat which was absorbed in 
the first case will be evolved in the second. Thus from the 
reaction 

Hs + \/:0i = HsOOiq.) + 68,400 cal. at 20° 
we are assured that the reverse reaction would absorb this 
quantity of heat from the surroundings, even though we are 
unable to reverse it at 20° and determine the heat quantity 
directly. 

Copper oxide will react with hydrogen to form water. If a 
'Barry, J. Am. Ckem. Sac, 48, 1295, 1921 (1020) has developed a 
calorimeter well suited to measuring heats of slow reactiooB, but the 
quantity of data so far obtained is very slight. 
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mol of hydrogen is passed over hot copper oxide (the reaction 
proceeds too slowly for measurement at room temperature), the 
quantity of heat evolved will be less than the heat of formation 
of water from hydrogen and oxygen by the amount of energy 
necessary to separate the oxygen from copper oxide. 

Let us consider another indirect process involving two formula 
weights of hydrogen chloride dissolved in 16 Aq (16 formula 
weights of water), an atomic weight of iron, and 384 mols of 
water. ^ First dissolve the iron in strong acid, 

Fe + 2(JlCLSAq) = FeCl2.16Ag + H2 + 20,550 cal. 

Then add water to the solution, 

FeCh.lQAq +'SMAq = FeCl2.400i4g + x^cal. 

This same process may be carried out by first adding water to 
the strong acid, then dissolving the iron in diluted acid. The 
thermochemical equations are 

2(JiCLSAq) + 3MAq = 2 (HC1.200 Aq) + 2,660 cal. 
Fe + 2(HC1.200 Aq) = FeCl2.400 Aq + Rz + 20,800 cal. 

The same total change in state has been brought about, for at 
first we had iron, strong acid, and water, and in the final system 
we have hydrogen and dilute ferrous chloride. According to the 
law of conservation of energy, the same total energy change is 
involved, and hence we may calculate the heat of dilution of 
ferrous chloride, x, since 

20,550 + x = 2,660 + 20,800, 

whence x = 2,910 cal. 

Heats of Combustion. — The heats of combustion of large num- 
bers of organic compounds have been determined carefully, 
and they are used for another purpose which is explained in the 
next paragraph. Many organic substances do not burn readily 
in air; others (such as naphthalene) are not completely changed 
to water and carbon dioxide when burned in air. It is therefore 
customary to determine these heats of combustion in a closed 
calorimeter with oxygen under considerable pressm-e. Data 
for almost all of the common organic compounds may be found 
in Landolt-Bornstein's tables, or in the translation of Thomsen's 

^ Richards, Rowe and Burgess, J. Am, Chem, SoCf 32, 1,176 (1910). 
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Thermochemistry. Many of these heats of combustion were 
determined before the highest calorimetric precision had been 
developed, and the data are often in error by one or two per 
cent. For approximate calculations, this is not serious; but it 
is a great disadvantage when accurate data are desired. This 
work is therefore being given careful scrutiny by modern chem- 
ists, much of it has been repeated under more favorable con- 
ditions, and accurate heats of combustion are rapidly becoming 
available. Table 78 shows some recently determined heats of 
combustion which are especially accurate. 

Table 78. — Heats of Combustion at Constant Volume 



Substance 



Heat of combustion per 




Formula 
weight 



Sugar 

Benzoic acid 

Naphthalene 

Benzene 

Toluene 

C6H5C2H5 

ter-Butyl benzene 

Xylene (o and m) 

Cyclohexanol (CeHnOH) 

Di-isoamyl 

Methyl alcohol 

Ethyl alcohol 

Propyl alcohol 

Butyl alcohol 

Isobutyl alcohol 



1,349,400 

771,550 

1,231,600 

781,850 

935,230 

1,089,000 

1,399,800 

1,089,000 

889,300 

1,612,600 

170 , 610 

327,040 

485,800 

638,330 

637,144 



Richard and Davis, J. Am. Chem. Soc.y 42, 1,614 (1920); cf. 37, 993 
(1915). For other data, see Swietoslawski, J. Am. Chem. Soc.y 42, 1,092 
(1920). 

Calculation of Heats of Combustion. — The mechanism of 
combustion of hydrocarbon compounds consists in severing bonds 
between carbon and carbon, or between carbon and hydrogen, 
and in establishing unions between carbon and oxygen, and 
between hydrogen and oxygen. Several simple relations between 
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the heat of combustion and the number and character of bonds 
severed have been discovered. For example, the formal heat 
of combustion of a satiu-ated hydrocarbon* is approximately 
52,700 cal. for each atomic weight of oxygen required to bum it. 
Ethane requires seven atomic weights of oxygen per mol of it 
burned; its heat of combustion should therefore be 7 X 52,700 
or 368,900 cal., and this is in agreement with experiment. In 
Table 79 are given the heats of combustion determined experi- 
mentally for several compounds, and in the last column the 
heat of combustion divided by the number of atomic weights of 
oxygen used. 

Table 79. — Heat op Combustion 



Compound 



Molal heat 
of combustion 



Heat evolved per 

atomic weight 

of oxygen 



Methane 

Ethane 

Propane 

Trimethylmethane. . . 
Tetramethylmethane 
Di-isopropyl 



210,800 
369,000 
527,500 
685 , 200 
844,800 
996,600 



52,700 
62,700 
52,700 
62,700 
52,800 
52,500 



This rule applies only to satiu-ated hydrocarbons. A more 
general one^ is stated in terms of the number and character of 
the bonds severed during combustion. Expressed in thousands of 
calories, the molal heat of combustion is 52.7 times the num- 
ber of C — H bonds, plus 52.9 times the number of C — C bonds,' 
plus 121.8 times the number of C = C, plus 203.2 times the 
number of C = C bonds, plus 15.0 times the number of C — O 
bonds. Since the bond C = is unchanged by combustion, 

1 Thornton, PhU, Mag., 33, 196 (1917). 

« Redgrove, Chem. News, 116, 37 (1917). 

» Swietoslawski, J. Am, Chem. Soc, 42, 1,312 (1920), gives 63.72 for a 
C — C bond and 52.25 for each C — H. Thus the increase in molal heat of 
combustion in ascending any homologous seris is two C — H bonds plus one 
C — C, or 157.8 large calories; Richards, J, Am, Chem, Soc, 42, 1,616 (1920), 
gives 153.5 large calories for the average di£Ference in heat corresponding 
to each CHj group added. 
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no heat is evolved on account of it. The reliability of 1 
rule is illustrated by Table 80. 
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80.— Heats of Combl'htio 


N 




c™™. 


B™a..™. 


heat Qf 
combustion 


Meunired 
combuelion 


Per =ent 

mlculated 
value 


Ethylena 


4C— H + IC-C 
4C— H + 2C— 
flC— H + ac— C 

+ IC— 
I0C-H.2C— C 

2C— O 
6C— H, IC— C, 

2C— O 

IOC— H, 3C— C, 

2C— 

2C— H, C-C 


332.800 
462,000 
3M.100 
308,800 


332,100 
459. MO 
398,400 
313,000 


:-; 


AcBtie iiohydridB 


1.6 



















The agreement leaves something to be desired, but in case no 
data are available, rough values calculated from these rules will 
often be of considerable service. 

Heats of Reaction at Constant Pressure and at Constant 
Volume. — Two methods of procedure are followed in calorimetrie 
work, and it is convenient to correct the values obtained by one 
procedure to those which would have been obtained had the 
other procedure been employed. Thus when iron is dissolved 
in acid in an open vessel, the hydrogen formed must force back 
the atmosphere to make room for itself, thereby doing work. If 
the reaction had been carried out in a strong closed bomb, a 
pressure of hydrogen would have been built up and more heat 
would have been evolved. Later when the bomb is opened, 
hydrogen rushes out, driving back the atmosphere as it does so, 
and performs work (at the same time absorbing some of the heat 
originally given to the surroundings) so that the total heat 
evolved is the same as during the constant pressure process. The 
work done is piv^ — v{) in the first process where hydrogen was 
evolved at 1 atmosphere, and is zero for the constant volume proc- 
ess, as the work done when the bomb is opened is not consid- 
ered part of the calorimetrie process. An amount of heat 
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equivalent to this work done in the constant pressure process 
is evolved by the constant volume process. We have then, 
denoting by Q the heat of the reaction, 

Qp = Qv - P{V2 - Vi). (4) 

In this expression V2 is the volume of a mol of hydrogen plus that 
of a mol of dissolved ferrous chloride, and Vi is the volume of the 
iron and acid from which it w^s formed. There is only a very 
slight change in the volume of the solution, and the volume of 
the iron may be neglected in comparison with that of the gas. 
The work term then becomes practically pv2, which from the 
ideal gas equation is RT. Since the value of R is 1.99 cal., the 
correction term is at once available in calories, and the difference 
at 20'' is 1.99 X 293 = 586 cal. per mol of gas generated. This 
should be rounded to 600 cal., since otherwise upon subtraction 
we would write down a larger number of significant figures than 
the experimental work justifies. 

For reactions involving only solids and liquids the difference 
between heats of reaction at constant volume and at constant 
pressure need not be taken into account. For reactions in which 
gases are involved the increase in volume is the increase in the 
number of mols of gas during the reaction. In general 

Qp = Qv- AnRT (5) 

where An is the increase in the number of mols of gas present when 
the reaction occurs. For the combustion of carbon monoxide, 
2C0 + 02 = 2CO2 + 136,000 cal.. An is - 1, and the heat of 
combustion of two mols in a closed vessel would be less than in 
the open air by the amount RT, or 600 cal 

All of the data given in this chapter are for a constant pressure 
of 1 atmosphere, unless otherwise stated. This is generally 
understood to be the case unless a constant volume process is 
specifically mentioned. 

Heats of Formation. — By means of the law that the total 
energy change associated with a change in the state of a system 
is independent of the manner in which this change is brought 
about, we are able to compute the heats of formation of com- 
pounds from their elements, even in cases where this direct 
synthesis is not possible in the calorimeter. For example, let 
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ua write the equation for the formation of benzoic acid from ils 
elements, and a second equation for the complete combustion 
of benzoic acid into carbon dioxide and water. 



70 + 3Hi + Os 
CtHiCOOH + 7>^0, 
7C + 3H, + 8MOs 



= CeH^COOH + X cal. 

7C0i + 3H3O (liquid) + 770,00 cal. 
= 7COs + 3Hs.0(Hquid} + 881,400 



Under these reactions is written the sum of them, which is the 
combustion of carbon and hydrogen. The heat of this last 
reaction was calculated from the equations 

C + O2 = CO2 + 96,600 cal., and 
Ha + HOt = H2O (liquid) + 68,400 cal., 

by multiplying the first one by seven and the second one by three, 
and adding, which gives the 881,400. The formation of benzoic 
acid plus its combustion evolves the same amount of heat as the 
direct combustion of the elements, whence x + 770,000 = 
881,400, or 

7C + 3Hj + 02 = CtHsCOOH + 111,400 cal. 
In many cases this indirect method is not needed, as the elements 
combine directly and readily in the calorimeter. Some examples 
are quoted for reference, and as data for use in solving the 
problems at the end of the chapter. 



Table 81.— Heats of Fo 

Pb + I, 

Ag + I 

Pb + CU (gas) 

Pb + Br, (liq.) 

Ak + K 01, (gas) 

2Na + S 

Na,S + Ag 

2K + S 

KS + Aq 

Hi + C1, 

HC! (gas) +200-4g 

Na + i^Cl, 

Hi + S 



iRMATioN OP Chemical Compoundb^ 
" Pbl, + 41,850 cal. 
= Agl + 15,100 cal. 
= PbCli + 85,700 cal. 
= PbBr, + 66,350 cal. 
= AgCl + 30,410 cal. 
= NajS + 89,700 cal. 
= Na,S (dissolved) + 15,500 cal. 
= K,S +87,100 cal. 
= K,8 (dissolved) + 22,700 cat. 
= 2HCI (gfls) + 44,000 cal. 
= HCI. 200.4 g + 17,300 eal. 
■= NaCl + 97,900 cal. 
- H,8 + 2,730 cal. 



'Partly from Braune and Koref, Z. anorg. Cketn., 87, 175 (1914). 
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Table 81. — (Continued) 

K + M Br, (Uquid) = KBr + 95,310 cal. 

H Bra (gas) = H Br, (liquid) + 3,750 cal. 

K + M Bra (gas) = KBr + 99,060 cal. 

K + M la (soHd) = KI + 80,130 cal. 

H h (gas) = K la (solid) + 7,400 cal. 

K + M I» (gas) = KI + 87,530 cal. 

K + H CI, (gas) = KCl + 105,610 cal. 

Ca + K 0, = CaO + 151,400 cal. 

Sr + J^ 0, = SrO + 139,400 cal. 

Ba + H O, = BaO + 126,400 cal. 

Certain regularities in heats of formation have been pointed 
out^ in connection with the groups in the periodic table, of 
which examples are quoted above. The molal heat of formation 
of strontium oxide is very nearly the average of the molal heats 
of formation of calcium oxide and barium oxide. Similarly the 
molal heats of formation of bromides are about the average of 
the heats of formation of corresponding chlorides and iodides, 
after due allowance has been made for the fact that bromine is 
a liquid and iodine is a solid. For example, the heat of formation 
of calcium iodide from calcium and iodine vapor is the sum of 
the equations 

Ca + I2 (solid) = Cal2 + 127,400 cal. 

I2 (gas) = I2 (solid) + 14,800 cal. 
Ca + I2 (gas) = Cal2 + 142,200 

The heat evolution when a mol of calcium chloride forms is 
190,400 cal., and the average of these heats should be about 
the heat of formation of calcium bromide from calcium metal 
and bromine vapor. This average is 166,300 cal., the 
experimental value is 

Ca + Br2 (liquid) = CaBr2 + 154,200 cal. 

Br2 (gas) = Bra (liquid) + 7,500 cal. 
Ca + Br2 (gas) = CaBr2 + 161,700. 

The calculated heat of fornxation is about 3 per cent in error, 

iMixer, Am. J. Sci.y 37, 519 (1914). 
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which illustrates the general accuracy of this rule of average J 
heats. I 

Heat Content of Compounds at Constant Pressure. — The 1 
reaction 2Na + S = NajS + 89,700 cal. shows that the heat 1 
content of the compound is less than that of the elements from 
which it was formed by 89,700 cal. There is no way of determin- 
ing the total heat content of a substance, but it is customary to | 
consider the heat content of each element as zero and refer ' 
compounds to this standard. Then the total heat content of 1 
sodium sulfide is —89,700 cal., referred to its elements, since this 
amount of heat was evolved during its formation. Similarly the 
heat content of hydrogen chloride is 22,000 cal. less than that 
of its constituent elements, and the heat content of HCl.aOOAg 
is —37,300 cal., referred to the elements and to the solvent water 
as zero. If we let the symbol for a substance in a thermochemi- 
cal equation represent its heat content referred to the elements 
as of zero heat content, we should have in the above example 
2Na + S = NajS + 89,700 cal. 
+ = -89,700 + 89,700 
and the equation is seen to balance. This gives a ready means 
of calculating the heat of a reaction in terms of the heats of 
formation of the substances involved in it; for in the chemical 
equation we need only substitute the negative of the heat evolved 
upon formation for each substance and solve for the remaining 
term which will cause the equation to balance. For example j 
NasS + 2HCI (gas) = 2NaCI + H=S (gas) + x cal. 

-89,700 + 2(-22,000) = 2(-97,900) + (-2,730) + x 
whence x = 2,730 + 195,800 - 44,000 - 89,700 = 64,830 cal., 
and the heat evolution of this reaction is 64,830 cal. This same 
result might have been attained by adding together in appro- , 
priate way the thermochemical equations from which the heats 
of formation were taken, as follows: 

NazS = 2Na + S - 89,700 cal. ] 

2HC1 = Hi + Cla - 44,000 cal. I 

2Na + CU = 2NaCI + 195,800 cal. J 

Hi + S ^ HaS + 2,730 cal. I 

Na^ + 2HC1 = HsS + 2NaCI + 64,830 cal. I 
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Heat of Solution. — Some substances dissolve in water with the 
absorption of heat (ammonium salts, many potassium com- 
pounds) but the majority of soUds and Uquids, and all gases, 
evolve heat when they dissolve in water. The heat effect 
depends on the quantity of water used per mol of dissolved 
substance up to a certain limit; which limit may be determined 
by dilution experiments. For example, the solution of one mol 
of hydrogen chloride in 250 cubic centimeters of water evolves 
16,500 cal., the addition of 250 cubic centimeters more water 
evolves 450 cal., the addition of 500 more (to make a total of one 
liter) evolves 300 cal. more, the dilution with another liter of 
water only 150 cal., and further addition of water causes no 
appreciable heat effect. Hence the solution of one mol of hydro- 
gen chloride in two liters of water evolves as much heat as its 
solution in a larger quantity of water. Such a solution is written 
HCl. Aq; one containing less water should be written with the 
number of gram molecules of water indicated, as HC1.28Ag for 
a two normal solution, HC1.55Ag for a normal solution, etc. As 
thermochemical equations, the heats of dilution are written 
TELCl20Aq + SOAq = TELCUOOAq + 480 cal. 

It has been found upon mixing solutions of salts which are 
highly ionized that there is practically no heat effect attending 
the formation of the new salts, provided these do not precipitate 
from solution. The heat effect of 'NaChAq + KNOs-Aq = 
KCl.A^ + NaNOs.Ag is very small, but the heat effect of 
AgNOs.Aq + NaCLAg = AgCl (solid) + NaNOa.Ag is con- 
siderable, owing to the formation of a solid substance from 
constituents existing in solution. 

Heat of Neutralization. — The average heat effect when a dilute 
ionized acid is added to a dilute ionized base is 13,800 cal. per 
mol of water formed. That is, the heat of reaction between 
hydrogen ion and hydroxyl ion to form water is 13,800 cal. per 
mol. The case is quite different with slightly ionized substances 
such as weak acids and bases; but it is often impossible in calori- 
metric experiments to dilute these solutions to such concentra- 
tions that they are largely ionized. Substantially complete 
ionization may be brought about in another way however, by 
removing one of the products of ionization. The reaction 

NH4OH = NH4+ + OH- 
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proceeds to completion in the presence of an acid which supplies | 
hydrogen ions to combine with the hydroxyl ions as soon as they 
are formed, and the net effect as shown by the equations 

NH4OH = NH4+ + OH- + X cal. 

_H+ + OH- = H,0 + 13,800 cal. 



NH,OH + H+Cl- = HjO + NH4+CI- + 12,300 cal. 

is readily carried out by mixing ammonium hydroxide with , 
hydrochloric acid in a calorimeter. And since 13,800 + a; = 
12,300, X = —1,500 cal. Such effects are not observed during 
neutralization of strong electrolytes as shown by the following 
reactions.^ 

HCI.A5 + KOH.A? = KCl.Ag + H^O + 13,930 cal. 
HCI.Ag + NaOH..43 =na.C\. Aq + H2O + 13,680 cal. 
HBr.^g + NaOH.^g = NaBr./l? + H2O + 13,750 cal. 
Ul.Aq + NaOH.Ag = Nal.Ag + H2O + 13,680 cal. 
HNO3. Aq+ NaOH.^g = NaNO^.Ag + H,0 + 13,690 cal. 
HNO3.A9 + KOH.Ag = KNO3.A5 + H2O + 13,870 cal. 
HNO3.A9 + TIOH.A? = TlNOa.Ag + HaO + 13,690 cal. 

All of these reactions are essentially the ixnion of hydrogen ion 
with hydroxyl ion, since the negative ion of the acid and the 
positive ion of the base constitute the ions of the salt formed. 
The differences are not due to errors of experiment, but the 
variations are small enough to be overlooked, and we may write 
as a summary of all these reactions the rounded value 

H+ + OH- = HaO + 13,800 cal. at 20°. 

To be sure, the acids and bases employed are already highly 
ionized, so that the heat of further ionization would be slight, 
but the fact that this is not the case with weak bases and acids 
may be deduced from experiments such as the neutralization 
of ammonia with a strong acid. 

Heat of Neutralization and Temperature. — The average 
value 13,800 cal. stated above does not lipply to other tempera- 
tures, as will be seen from the following table. ^ 

' WOrmann, Annaien der Physik, 18, 775 (1905). 
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Table 82. — Heat of Neutralization at Different Temperatures 





Salt formed by neutralization 


Temperature 


KCl 


NaCl 


KNO, 


NaNO, 




6 

18 

32 


14,740 
14,460 
13 , 930 
13 , 160 


14,590 
14,350 
13 , 680 
12,960 


14,430 
13,870 
13,100 


14,360 
13,700 
12,920 



Heat of Reaction and Temperature. — Consider a reaction 
which may occur at two temperatures Ti and T^, and let the 
heat evolved by the reaction be Q\ at T\ and Q^ at T^* The 
reaction may occur at Ti, after which the products of reaction 
are heated to T2, or the reacting substances may be heated to 
T^ and the reaction allowed to take place at that temperature. 
The total heat effect in these two steps must be the same, for in 
each case the initial state of the system consists of the reacting 
substances at Ti] and its final state consists of the reaction prod- 
ucts at the temperature T^^ Let us take as an illustration the 
combustion of carbon monoxide with oxygen. At 20° this 
reaction is represented by the thermochemical equation 

CO + 3^02 = CO2 + 68,000 cal., 

and it is desired to calculate the heat effect at 200°. The fol- 
lowing diagram shows the method of calculation: 

CO + 3^02 
200° 




CO + K O2 

20° 

We shall consider the heat evolved by the system in each of 
the steps, so that Qi is +68,000 cal., (6) is a negative heat evolu- 
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tion; (a) is a negative heat evolution, and Qn la to be calculated. 
Since (a) + Qs may be considered as one path between the 
initial state of the system (1 CO and liOa at 20°) and the final 
state of the system (1 COa at 200°), and Qi + (b) another path 
by which the same change of state occurs, 
(a) + Q= = (i.) + Qi. 
This is required by the first law of heat, since if it were not true 
the change of state could be brought about by one path, reversed 
by the path evolving the smaller quantity of energy, thus restor- 
ing the system to its original state, and creating energy without 
any loss of energy from the system. This is impossible in the 
light of all experience. Here Qi is known, and (a) and (fc) may 
be calculated from specific heat data. For the process (a) we 
must heat one and a half mols of diatomic gas from 20 to 200°, 
evolving the quantity of heat 



(a) . 



/MT3 

-1.5 (6.5 
J203 



- O.OOir) dT = -1,858 cal. 



For (b), one mol of carbon dioxide is heated through the same 
temperature range. 



{b)- 



J2S3 



+ 0.007ir-0.00000186T=)rf7' = -1,708 cal.; 



We may now calculate the heat effect at the higher temperature. 

-1,868 + Q2 = -1,708 + Q,; Q2 = +68,150 
Combustion of a mol of carbon monoxide at 200° evolves 68,150 
cal. of heat. 

The general method of calculating a heat effect at one tempera- 
ture from the value of it at another temperature is that indicated 
above. In the expression used, Q2 = Qi + [(b) — (o)], the term 
1(6} — (a)] is the difference between the heat evolved upon 
raising the products of reaction from Ti to Ti and that evolved in 
heating the reacting substances from Ti to T^. It is therefore 
the increase in heat capacity of the system during reaction, 
AC,, multiplied by the temperature difference. If the heat 
capacity of a system increases during reaction, a larger quantity 
of heat will be absorbed in heating the reacting substances to 
this temperature, hence there will be a smaller heat evolution at 
' the higher temperature. This is expressed by the equation 



<2. = Qi - AC^iTi - Ti) 



(e) 
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when ACp does not change with the temperature. If the heat 
capacities are functions of the temperature, as in the illustration 
just given, the equation is 

§ = - AC, (7) 

Before equation (7) can be integrated, each heat capacity must 
be expressed as a temperature function, -ACp obtained by sub- 
traction, and its proper value inserted in the equation. In 
the example above C^ is 7.0 + 0.00717 - 0.00000186^2, Ci is 
9.75 + 0.00157, and -ACp is therefore 2.75 - 0.00567 + 
0.0000018672. Substituting in equation (7) and integrating 
between the proper limits, we have 



/•Qt C- 



whence (Q2 - Qi) is -150 cal., and Q2 is (Qi + 150) or 68,150 
cal. as above. 

This equation should not be applied in any case where there is a 
change in the state of aggregcUion of any substance involved upon 
heating from one temperature to another, for such a change 
takes place with the absorption or evolution of heat at a constant 
temperature, and cannot be included in the temperature function 
of specific heats. For example, if liquid water is formed at the 
lower temperature, and water vapor at the higher one, there is 
during heating of the reaction products a large absorption of heat 
with no attendant change of temperature when evaporation 
takes place. Let us consider the union of hydrogen and oxygen 
to form water vapor at 150*^. 

2H2 + O2 Q2 ^2H20 (gas) 

150°, 1 atm. '150°, 1 atm. 



(a) 



(6) 



2H2 + O2 Qi __^2H20 (liquid) 

20°, 1 atm. 20°, 1 atm. 
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Here Qi plus the change of state indicated by (b) must evolve the 
same quantity of heat as («) plus Qj, according to the law of 
conservation of energy. Now Qi is 68,400 cal. per mol of liquid 
water formed, or 136,800, and (b) is the sum of three steps, the 
value of each of which may be calculated: First heat two mols 
of liquid wat^r from 20 to 100°, absorbing the quantity of heat 
2 X 18 X 80 = 2,880 cal.; second, evaporate this water at con- 
stant pressure, absorbing the beat 2 X 18 X 538 = 19,400 cal.; 
third, heat the water vapor from 100 to 150°, absorbing 
420 cal. per mol, as calculated on page 195. The sum of these 
quantities is 23,160; and the heat evolution corresponding to (b) 
IB therefore -23,160 cal. 

Also the heat absorbed by 2H2-I-O2 is 3 times the integral of 
(6.5 + 0.001 r) between the temperatures Tl = 293 and T2 = 423, 
since three mols of a diatomic gas are involved. The value of this 
integral is 4,625 cal. absorbed, or the heat evolution corresponding 
to (a) is ^,625 cal. Then 

-4625 -i- O2 = -23,160 -|- 136,800; or Qj = 118,265 cal. 

The heat evolution per mol of water vapor formed is thus 59,100 
cal, at 150°. Final results of calculations should be rounded off 
in this manner, for writing 59,132,5 indicates a more exact result 
than is justified by either calculations or data. 

A constant pressure has been assumed throughout these 
calculations of temperature effect. Similar considerations apply 
to constant volume changes. It is only necessary that the same 
total change of state be produced by each of two paths in order 
to equate the heat evolution of one path to that of the other path. 

Calculation of Flame Temperatures, — The maximum tempera- 
ture of a flame may be calculated by the principles explained 
in the previous paragraphs. In the oxy-acetylene flame, for 
example, water vapor and carbon dioxide are formed, and the 
thermochemical equation is 

CjHj + 2yiO-, = 2CO2 + HjO -t- 313,000 cal. at 20". 

If no heat is lost to the surroundings, all of it is available for 

■ heating the products of reaction, and the highest temperature 

attainable with such a flame is the maximiun which can be 

reached by adding 313,000 cal. to 88 grams of carbon dioxide 
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and 18 grams of liquid water. This temperature follows from the 
specific heat equations: 

313,000 = 1,440 + 9,700+ ( (7.0+0.00717- 0.00000186r2)dr 

J373 

+ 2 I (8.81 - O.OOIQT + 0.00000222^2)^7 

J293 
where 1,440 cal. are required to heat a mol of liquid water to 100*^, 

9,700 cal. are required to vaporize it, and the other terms refer 

to heating a mol of water vapor and two mols of carbon dioxide. 

Integrated and simplified, this equation is 

309,900 = 24.6r + O.OOUT^ + 0.000000867'. 

It is not necessary to apply the general solution of a cubic to 
this problem; a value of T is estimated and substituted into the 
right hand side of the equation; if it produces a smaller total than 
309,900, the estimate was too low and a higher one should be made. 
In the present instance by estimating T = 5,000 the right hand 
side becomes 283,500, and by estimating T = 5,300 it is 324,500. 
Hence the maximum temperature reached is between these two 
absolute temperatures. As considerable heat is always lost to the 
surroundings, and combustion is not complete when just the theo- 
retical quantity of oxygen is used, it is unlikely that the theoretical 
maximum will be reached, or approached within a few hundred 
degrees; and it is therefore unnecessary to estimate the available 
temperature more closely than this. For most calculations of 
this kind the molal heat capacity of carbon dioxide may be taken 
as 7.0 + 0.00287 and that of water vapor as 8.6 + 0.00307 
without great error. 

In making this calculation it has been assumed that water 
vapor and carbon dioxide were the only products formed, but 
if a temperature approaching 5000° is reached, considerable dis- 
sociation of the former into hydrogen and oxygen, and consid- 
erable dissociation of the latter into carbon monoxide and oxygen 
takes place. These dissociations will absorb heat, thus decreas- 
ing that available for raising the temperature of the products 
of combustion. Such calculations as that here given therefore 
represent the maximum attainable temperature under the most 
favorable conditions, and are always higher than the temperatures 
actually reached. 



THERMOCH EMISTR Y 



QuestionB 



I. The heat of combustion of a gram of naphthalene at 20° is 9,612 col. 
Calculate the heat of formation of a mol of it. 

3. Calculate the beat required to raise 50 grams of bromine vapor from 
63 to 1B0°C. Ans. 220 eal. 

3. Calculate the heat evolved upon cooling a mol of stflam at constant 
presHure from 200 to 100°, Ans. 840 cal. 

4, How much heat will be required to raiee a cubic foot of air (28 hters) 
from to 100° at constant volume? At constant pressure? 

B. The heat of solution of aluminum in HC1.200 Aq is 127,060 cal. per 
atomic weight, in Ha.20 Aq it is 126,000 cal. The heat of dilution of 
hydrochloric add from HCI.20 ^g to HC1.200 j4g is 500 cal. per mol of acid. 
Calculate the heat of dilution of aluminum chloride solution, 

6. The heat of solution of magnesium in HC1.200 Aq is 110,200 cal. per 
atomic weight. Calculate the heat of the reaction 3Mg + 2A!Cli.Ag - 
ZMf.C\t.A<] + 2AH- .1 cal. 

7. The heat of evaporation of water at 100° and constant pressure is 
538.9 cal. per gram. Calculate the heat of evaporation at 150°. Over this 
small range of temperature the molal heat capacity of water vapor may be 
taken as 8.6 -fc- O.OOST. 

8. When a gram of alcohol is burned at constant pressure 7,100 cal. are 
evolved. Calculate the heat evolution at constant volume. 

9. Calculate the heat of formation of a mol of alcohol at constant pressure. 
Its heat of combustion is 7,100 cal. per gram. 

10. The heat of evaporation of water at constant pressure (1 atmosphere) 
is 538.9 cal. per gram at 100°. Calculate the heat absorbed when a mol 
of water evaporates at 100° into an exhausted space, so that no work is done. 

II, Anthracene (mol. wt. 178) melts at 216°, and absorbs 38.7 cal. per 
gram during fusion. Calculate the heat evolution if 10 grams of liquid 
anthracene are cooled to 150° and solidification is allowed to take place 
there. ITie specific heat of the liquid is 0.509, that of the solid is 0.28 + 
0.0007<, where ( is the Centigrade temperature. 

18. Calculate tlie heat evolution per gram of water which is undereooled 
to — 15° and there solidified. The latent heat of fusion is 79 cal. per gram 
at lero, and the specific heat of ice ia halt that of liquid water. 

IS. Compute the heat of combustion of octane by Thornton's rule and by 
Redgrove's rule, and the percentage error of each. The experimental value 
is 1,302,000 cal. per molocuiar weight (114.1 grams). 

14. Estimate the heat of combustion of trimethylethylene by Redgrove's 
rule, and compare it witli the result of experiment, 795,800 cal. per mol. 

10. Carbon monoxide is manufactured by passing a mixture of oxygen 
and carbon dioxide over hot carbon. Since the oxidation of carbon evolves 
beat and the reduction of carbon dioxide by carbon absorbs heat, there ia a 
mixture of oxygen and COi which can be passed over carbon at 900°, where 
it will be changed to practically pure carbon monoxide without changing 
the temperature of the carbon bed. Calculate the heat of each reaction at 
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OOO**; and the composition of the gas mixture which will cause no change in 
temperature in the coke bed. At 20** the combustion of carbon evolves 
97,000 cal. per mol of CO2 formed, the combustion of a mol of CO evolves 
68,000 cal., the atomic heat capacity of carbon may be taken as 4.0 cal. 
over the whole temperature range, the molal heat capacities of oxygen and 
CO are 6.5 + 0.001 T, and that of carbon dioxide may be taken as 7.0 + 
0.0028T. 

16. At 25** Ha + I2 (solid) = 2HI - 12,200 cal.; between 25 and 400** 
the average specific heat capacity of hydrogen is 3.5 cal., that of HI is 
0.055, and that of iodine vapor 0.034 cal. Assume the heat capacity of 
soild iodine to conform to the law of Dulong and Petit; the heat of sub- 
limation of iodine at 75** is 56 cal. per gram. Calculate the heat of the 
reaction Ha + I2 (gas) = 2HI + a; at 400**. 

17. Estimate the heat of formation of HBr from its elements at 500**. 
The boiling point of bromine is 59**, its latent heat of vaporization is about 
40 cal. per gram. Estimate the heat capacity of liquid bromine from the 
law of Dulong and Petit (which, however, applies strictly only to solids) 
The following data are needed : 

Ha + Bra fliquid) + A? = 2HBr.Ag + 56,600 cal. at 20** 
HBr + Ag = HBr.Ag + 19,900 cal. at 20** ^ 

For hydrogen Cp is 6.5 + O.OOIT and for bromine vapor Cp = 6.5 + 0.004 T. 
Assume 1 atmosphere throughout. 

18. The heat evolved upon solution of one mol of hydrogen iodide in 
100 Aq is 19,200 cal., the heat of solution of calcium oxide in water is 18,300 
cal., and the heat of solution of calcium iodide is 27,700 cal. Calculate the 
the heat effect of adding a mol of calcium oxide (solid) to a large quantity of 
Hl.lOOAg. The other data needed are stated in the text. 

19. The union of Ha and Oa in equivalent quantities to form water vapor 
at constant volume is attended by the evolution of 58,000 cal. per mol of 
water vapor formed at 20**. The heat of combustion of CO at 20** and con- 
stant volume evolves 68,000 cal. At what temperature is the heat of the 
reaction CO + HaO = CO2 + Ha equal to zero? The molal heisit capacity 
of CO2 is 7.0 + 0.0028 T; for Ha, Oa, and CO it is 6.5 + O.OOIT. 



CHAPTER VIII 
EQUILIBRIUM IN HOMOGENEOUS SYSTEMS 

One of the most important problems of physical chemistry has 
been the study of the conditions which govern the extent to 
which reactions take place. Most of the familiar reactions of 
inorganic chemistry, especially those of analytical chemistry, 
have been useful because they take place completely. In the 
gaseous reactions Ha + CIj = 2HC1 and 2Hs + Og = 2H2O aa 
ordinarily carried out, there is after the reaction no appreciable 
quantity of the reacting substances remaining if they were put 
together in equivalent quantity. If an excess of hydrogen were 
added in the reactions, it would remain unchanged, and the yield 
of hydrogen chloride or of water would be just that corresponding 
to all of the chlorine or all of the oxygen. 

In a considerable number of cases however, especially at higher 
temperatures, there is after the reaction has ceased a considerable 
quantity of both of the reacting substances left. Thus in the 
reaction CO + HjO = CO2 + Hs, if one mol of carbon monoxide 
and one of steam are placed together at 1,000°, the resulting 
mixture after all reaction has ceased (i.e., at equilibrium) will 
be found to contain unchanged more than half of the water. If 
a mol of carbon dioxide and one of hydrogen are placed together, 
when equilibrium is reached the same relative quantities of the 
four substances will be found as when the reaction proceeded in 
the other direction; that is, somewhat more than half of the 
carbon dioxide and hydrogen will have reacted. 

If we start with two mols of carbon monoxide and one of steam, 
a larger fraction of the steara will be reduced to hydrogen than 
when equal quantities were used, but the reaction does not pro- 
ceed to the complete disappearance of any of the four substances, 
no matter what relative quantities are employed. Similarly 
the use of four mols of carbon dioxide with one of hydrogen will 
cause a much larger proportion of the hydrogen to form water. 
In general, an excess of any reacting substance increases the pro 
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portion of the substances formed from it, and decreases the pro- 
portion of the other substances reacting with the one in excess. 

The laws of chemical equilibrium govern the relative quantities 
of substances present after equilibrium is attained, and are inde- 
pendent of the path by which this equilibrium was reached. 
Study of equilibrium will not, therefore, lead to definite conclu- 
sions as to the mechanism of a reaction. Thus if one mol of 
carbon monoxide, one mol of hydrogen, and a half mol of oxygen 
are mixed and exploded, the law of chemical equilibrium will 
describe the condition of the system when equilibrium is reached 
and practically all of the oxygen is used up. But it will give 
no indication of whether oxygen combined with carbon monoxide 
to form carbon dioxide, which then reacted with hydrogen; 
or whether oxygen reacted with hydrogen to form water, which 
was then attacked by the carbon monoxide. It is immaterial 
which path was followed, so far as the final state of the system is 
concerned. 

Relation Among the Partial Pressures. — It has been found that 
the product of the partial pressures of carbon dioxide and hydro- 
gen, divided by the product of the partial pressures of carbon 
monoxide and steam is always the same at equilibrium for a given 
temperature, no matter what relative quantities of the substances 
were present at the start. This may be expressed by the 
equation 

PCOtPH, 



PcoPhk) 



= const, 



which is an expression of the law of rnxiss actiortj or the law of 
chemical equilibrium. In words, this equation states that the 
product of the partial pressures of all the substance formed in a 
reaction, divided by the products of the partial pressures of all 
the substances reacting, is a constant for each reaction at a 
given temperature. The numerical value of the equilibrimn 
constant changes considerably with temperature. 

When more than one molecule of a substance is involved in 
the chemical equation of a reaction, the partial pressure of that 
substance in the equilibrium expression must be raised to the 
power which is its coefficient in the chemical equation. For 
example, the equation for the dissociation of hydrogen molecules 
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into atoms at very high temperatures is Ha 
librium expression is therefore 



-■ 2H| and the equi- 



SlnaUarly in the reaction of the Deacon process for chlorine, 
4HC1 + Oj = 2HsO + 2CI2, the equUibrium expression is 



= K. 



PuciVo, 

In reactions such as this one, it is important to know whether the 
water formed really exists as a vapor in the reacting mixture or 
whether, as a result of condensation liquid water has been formed. 
In the latter case, the partial pressure of water would be only its 
vapor pressure at the temperature in question, regardless of the 
quantity which has been formed. The expression as written 
would contain this vapor pressure as the partial pressure of the 
water, and the equihbrium would be that corresponding to this 
pressure; not to the pressure calculated by assuming all of the 
water in the form of vapor. 

In mass-action expressions in this book, partial pressures or 
concentrations of the products of a reaction as shown by a chemi- 
cal equation will be written in the numerator of the equilibrium 
expression, and the pressures or concentrations of the reacting 
substances in the denominator. It will be evident that an in- 
complete reaction may be written in two ways, for example, 
CO -I- HjO = CO. -I- Hs or COi -|- H, = CO + H,0; and that 
according to which way it is written, the pressures of carbon 
monoxide and water may appear in either the numerator or 
denominator. The convention here adopted is the tisual one 
now accepted by physical chemists, and it is a matter of indiffer- 
ence which way the chemical equation is written, so long as the 
equilibrium expression is written to correspond to it. Later we 
shall have occasion to consider the relation between equihbrium 
and the heat of the chemical reaction involved in it; the sign of 
which heat of reaction will also depend on which way the chenii- 

I reaction is written. All confusion will be avoided if the 
chemical reaction is always written down, the proper heat quan- 
tity affixed to the end of this equation (which is then also a 
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thermochemical equation), and then the equilibrium expression 
is written to correspond with it. The choice of units in which 
to express the partial pressures is a matter of convenience, but in 
employing a given value of an equilibrium constant it is essential 
that the unit used in calculating it be adhered to in further 
calculations. Partial pressures are usually expressed in atmos- 
pheres or in millimeters of mercury; when concentrations are 
used, these are always mols per liter. As temperature has a 
considerable effect upon equilibrium, it is essential to state at 
what temperature the equilibrium constant was obtained, and in 
experimental work it is necessary to maintain this constant tem- 
perature while equilibrium is being reached. 

Dissociation of Hydrogen. — Table 83 illustrates the effect of 
temperature upon the percentage dissociation of hydrogen 
molecules according to the chemical reaction H2 = 2H. The 
equilibrium constant v^l/Vb.^ == ^j when the partial pressures 
are in millimeters of mercury, is shown, together with the frac- 
tion dissociated at each temperature when the total pressure 
is 1 atmosphere and when it is one millimeter. It will be noted 
that at lower pressures the fraction dissociated is much greater 
in each case. This is to be expected from the equilibrimn 
expression. If the total pressure were suddenly reduced to 
one-tenth of its value (so quickly that no reaction took place), 
each partial pressure would be reduced to one-tenth of its original 
value. But since the pressure of the atoms is squared while 
that of the molecules is to the first power, the value of K has been 
reduced, and the system is no longer in equilibrium. It will 
therefore react to restore equilibriima by increasing the pressure 
of the atoms at the expense of the molecules, that is, dissociation 
will proceed until the ratio of Vn/VB.2 returns to its proper 
value for the temperature in question. 

This illustrates a general principle known as the law of Le- 
Chatelier-Braun, which states that a system to which a change 
of pressure is applied will react in such a way as to relieve that 
change of pressure. Thus if the pressure is decreased and the 
system expands, it will react in the direction which corresponds 
to an expansion. In the case above this was seen to take place. 
Similarly, if the pressure oh the system is increased, a part of 
the increased pressure will be relieved by a decrease in the 
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Table 83. — Dissociation of Hydkoqen into Atoms' 



Absolute 


K (presaure in 
millimetorB) 


Fraction dissociated when 


temperature 


p - 760 mm. 


p = 1 mm. 


X,500 


4.3 X 10-« 


0.000002 


0,00005 


2,000 


0.0083 


0.0033 


0.087 


2,500 


0,78 


0.0315 


0.375 


3,000 


16.2 


0.13 


0.94 


3,500 


133. 


0.34 


o.sfla 


4,000 


710. 


0.61 


0.999 



Change of equilibrium constant with the temperature ia shown by the 
equation log K = 7.77 - 19,700/T 

number of gas particles {the single atoms act aa molecules in 
their effect on the pressure), following the reaction 2H = H^. 
General Law of Chemical Equilibrium. — This law, oft«n called 
also the law of mass action, may be stated as follows: The 
product of the partial pressures of the substances formed in a reac- 
tion, each raised to a power which ia the coefficient of its formula 
in the chemical equation, divided by the product of the partial 
pressures of the reacting substances, each raised to a power which 
is the coefficient of its formula in the chemical equation, is a con- 
stant when equilibrium is attained. Thus for the general reaction 

aA + fiB + ■■■■ = eE-H/FH , 

the condition of quilibrium at any specified temperature is 

The equation may be derived- from thermodynamics alone for 
a system of ideal gases, or for solutes which conform to the 
simple laws of ideal solutions. In this case the equilibrium 
expression is written in terms of the molal concentrations of the 
Bubstancea involved, i.e., 

'Langmuir, J. Am. Chem. Soc, 37, 417 (1915). 

•Waahbura, /. .4m. Chem. Soe., 32, 472 (1910); G. N. Lewis, Proc, Am. 
Acad. Set., 43, 259 (1907). 



- Kp. 



(1) 
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This law has been tested and confirmed experimentally, both 
for gaseous equilibriiun and for equilibriimi in solutions. Its 
deviations are usually not greater than those found between the 
measured and ideal properties of solutions or gases already 
considered. This law is perhaps the most important law of 
physical chemistry; its proper application will show what pro- 
cedure is necessary to increase the yield of a desired product in a 
chemical reaction, or what should be done to decrease the yield 
of an undesirable product. It indicates the precautions to be 
observed in analytical chemistry, and enables us to calculate 
in solutions the extent to which a reaction will take place, the 
fraction of a substance hydrolyzed, the concentration of one 
substance from that of another, the quantity of a reagent neces- 
sary to convert one solid completely into another, and many 
other similar quantities which are of importance. 

Study of Gaseous Equilibrium. — (a) It has already been stated 
that the conditions of equilibrium change with the temperature. 
This fact makes the study of equilibrimn somewhat diflScult, 
since a sample cannot be cooled for analysis without changing 
its composition in case the reaction is a rapid one. It is there- 
fore necessary in most cases to measure the partial pressures or 
concentrations of substances by some physical method which 
does not remove any substance from the equilibrium mixture. 
One method of simplifying the study of equilibrium has been 
mentioned above. If any substance taking part in a gaseous 
reaction is also present as a liquid, its partial pressure in the 
system is at all times the vapor pressure of the pure substance. 
When this is determined in advance, one of the partial pressures 
is fixed by the presence of the liquid. From the chemical 
equation it is usually possible to establish relations among the 
partial pressures, such that from a single determination of the 
density of an equilibrimn mixture it is possible to calculate all 
of the partial pressures. 

The reaction between water vapor and sulfur, forming hydro- 
gen sulfide and sulfur dioxide according to the equation 

2H2O + 3S = 2H2S + SO2 

has been studied^ in this simplified way, by employing an excess 
1 Lewis and Randall, J, Am. Chem, Soc.j 40, 362 (1918). 
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of sulfur in the reaction chamber. This chamber was immersed 
in a bath of boiling sulfur at 450° as shown in Fig. 36. The 
pressure of sulfur vapor at its boiling point is equal to that of 
the atmospheric pres.sure upon it; and since the sulfur in the 
reaction bulb was also at this temperature, the partial pressure 
of sulfur was obtained by reading the barometer at the time of 
the experiment. The equilibrium expression is therefore 



Ph^Pso. , 

pHiO 



K. 



"N 



^o 



It is permissible to combine 
the value of k and the pres- 
sure of sulfur into a single 
constant K under these 
conditions, for in the pres- 
ence of excess sulfur, its 
partial pressure in an equi- 
librium mixture is main- 
tained constant at the 
vapor pressure of pure sul- 
fur for the temperature in 
question. A weighed bulb 
of water and an excess of 
sulfur were introduced into 
the reaction vessel, and all 
of the air was pumped out. 
This was then sealed to a 
manometer tube, from 
which the total pressure 
could be determined, and 

suspended in a bath of boiling sulfur to maintain it at a con- 
stant temperature. The water was weighed in a very thin 
glass tube completely filled with liquid and sealed shut. When 
this was heated, expansion of the water burst the bulb and 
started the chemical reaction. Consider the water and sulfur 
at 450° before any reaction has taken place. The partial 
pressure of the water may be calculated from the simple gas 

law V — To ^^1 from the weight of water employed and the 
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volume of the reaction chamber. The chemical reaction is 
2H2O + 3S = 2H2S + SO2. Since a mol of hydrogen sulfide is 
formed for every mol of water reacting, the sum of the mols of 
water and hydrogen sulfide remains constant; hence, the smn of 
their partial pressures is at all times equal to the original pressure 
of the water vapor before the reaction occurred. The partial 
pressure of sulfur remains constant in the presence of liquid 
sulfur, for more sulfur vaporizes as the reaction proceeds. Any 
increase in pressure must therefore be due to the formation of 
sulfur dioxide. 

Let us consider in detail the third experiment in Table 84, 
where the weight of water was 0.047 gram. The volimie of 
the reaction chamber, after allowing for the space occupied by 
liquid sulfur, was 167 c.c; the pressure of water vapor (in milli- 
meters) before any reaction has taken place is calculated from 

V 0470 

the equation 7^0 >< ^^"^ = ' -^g X 82 X (273 + 450), whence 

p = 705 mm. The barometric pressure was 766 mm., and 
this is therefore the sulfur pressure in the bulb. Then the 
total pressure before any reaction took place was 705 + 766 
= 1,471; and the measured equilibriiun pressure was 1,519 
mm. As shown by the chemical equation, if the pressure 
of sulfur is kept constant, any increase in pressure must 
be due to the formation of sulfur dioxide, since the siun of 
the partial pressures of water and hydrogen sulfide remains 
unchanged. Then 1,519 — 1,471 = 48 is psos- The chemical 
equation further shows that there are two molecules of hydrogen 
sulfide formed for every molecule of sulfur dioxide, hence the 
partial pressure of hydrogen sulfide must be 2pgot or 96 mm. 
But 96 + pHtO = 705, or ph«o = ^09- The equilibrium con- 
stant is therefore (96)2(48)/(609)2 = 1.19. It is usual in equi- 
libria of this kind to include the partial pressure of the substance 
present as a liquid or solid in the value of the equilibrium con- 
stant. Thus the constant 1.19 is really k X Pg, but since each 
of these is constant, the calculation is simplified to this extent. 
For cases in which the sulfur pressure is not kept constant by 
the presence of an excess of its liquid, this equilibrium constant 
does not, of course, apply. 
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tiBix 84. — EquiuBBinM in the Reaction b 

The Partial Prebburbs Abe Shown in Milwmetbhb of Mebcohy 
and are 60 employed is computinq 
.CM Constant 



Gam. 


Volume 
cubic 


renrtion 


Observed 


Pbo. 


PH.S 


PH,0 


Pb 


PH.8 PSO, 




Pna 


o!o549 


204 


l!43S 


l!47B 


41 


82 
OB 


69a 


781 
764 


80 
1,19 




1,17 



Concordance among the constants obtained is not all that 
could be desired, but the difficulties in making measurements are 
very great. An error of one-half of 1 per cent in the total pressure 
is 7 mm. but since the small partial pressure of sulfur dioxide is 
obtained by subtracting the calculated total pressure from the 
observed total pressure, this 7 mm. error will appear as 7 mm. 
oa the total of only 48 mm. pressure of sulfur dioxide, or an error 
of 15 per cent. The experimental error is thus increased thirty 
fold. Considering this, it is remarkable that the constants agree 
so well. 

Similar considerations apply in case one of the reacting sub- 
stances is also present as a solid phase,' for at every temperature 
the sublimation pressure of a solid is a characteristic property 
of it, unchanged by the presence of other gases. A determina- 
tion of this sublimation pressure in a separate experiment 
establishes it^ partial pressure in the equilibrium mixture for 
the temperature in question. 

(b) In reactions involving hydrogen at quite high temperatures, 
advantage is taken of the fact that platinum is permeable to this 
gaa and not to other gases. Thus a platinum tube inserted into 
a reaction chamber allows free penetration of hydrogen, and 
its partial pressure is measured by a manometer attached to the 
platinum tube. This method has been applied to the equOibrium 



COa 



Hs 



. CO + IhO 
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at high temperatures.^ A gaseous mixture containing known 
proportions of carbon dioxide and hydrogen was brought to 
equilibrium at a total pressure of 1 atmosphere. As the total 
number of mols of gas does not change during the chemical reac- 
tion, no change of pressure is observed. But a decrease in hy- 
drogen pressure can take place only when water is formed from 
it; hence the difference between the starting pressure of hydrogen 
(calculated from its mol fraction in the original mixture) and the 
equilibrium pressure represents water-vapor pressure. From 
the chemical reaction it follows that there is a mol of carbon 
monoxide formed for each mol of hydrogen used, i.e., for each 
mol of water formed. And there is a mol of carbon dioxide used 
up for every mol of carbon monoxide formed. Thus a measure- 
ment of hydrogen pressure gives (a) the partial pressure of hydro- 
gen, (6) the partial pressure of carbon monoxide, (c) the partial 
pressure of water vapor, (each of these last two being equal to the 
decrease in hydrogen pressure during reaction) and by difference 
(d) the pressure of carbon dioxide. Table 85 shows the results 
of experiments at 986°, together with values of the constant 

PcoP H«o _ j^ 

— iVp. 

PH.PCOt 

Table 85. — Equilibrium at 986** 



Original mixtuie 


Equilibrium mixture 


Per cent 
COt 


Per cent 


Per cent 
COt 


Per cent 
CO-H«0 


Per cent 
Hs 


Kp 


10.1 


89.9 


6.69 


9.4 


• 

80.5 


1^60 


30.1 


69.9 


7.15 


22.96 


46.93 


1.58 


49.1 


51.9 


21.22 


27.90 


22.95 


1.60 


60.9 


39.1 


34.43 


26.45 


12.67 


1.60 


70.3 


29.7 


47.50 


22.82 
Average 


6.85 


1.60 




1.596 


• 







An interesting feature of this equilibrium is the calculation of 
dissociation constants from it. So far nothing has been said 
about the presence of oxygen in this mixture, and there is in fact 

1 Hahn, Z. physikalische Chem,, 44, 513 (1903). 
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only an msignificant quantity present. Its partial pressure ' 
would have no effect upon the total pressure which could be 
detected by experimental means. But the small quantity of it 
present must satisfy the dissociation equilibria 2HbO = 2Hs +0s 
and 2C0a = 2C0 + Oj, for which the equations are 

%^-=Xh^ and ^-%^'=Xco.. 
Phk> Pco, 

Upon dividing the second of these dissociation expressions by the 
first, and extracting the square root, we obtain 

Pco PhiO 

Ph, Pcoi 

which is the equilibrium expression given above for the reaction 
CO2 + Hi = CO + HjO. This furnishes a means of calculating 
equilibrium constants from dissociation constants, or of calcu- 
lating dissociation constants from measurements of equilibria 
such as this one. 

(c) Other methods are applicable to certain types of equilib- 
rium; thus a determination of the density of an equilibrium 
mixture establishes the mol fraction of each constituent in the 
dissociation of phosphorus pentachloride. Let x be the fractional 
dissociation into phosphorus trichloride and chlorine, and let D 
be the weight of a liter of equililjrium mixture at the tempera- 
ture T. Then for each formula weight of pentachloride put into 
the mixture, x mols of chlorine and x mols of trichloride form, 
and (1 — x) mols of pentachloride remain. The mol fraction 
of chlorine is therefore x/{l + x), since 1 + a: is the total number 
of mols present per formula weight of pentachloride; this is also 
the mol fraction of trichloride, and (1 — x)/{l + i) is the mol 
fraction of pentachloride. At a temperature T the volume of a 
mol of mixture is RT/p liters, where p is the total pressure in 
atmospheres, and R is 0.082. If D is the weight of a liter, a mol 
of mixture weighs DHT/p grams. The molecular weights of 
chlorine, trichloride and pentachloride being respectively, 71, 
137.4 and 208.3, and the number of mols of each in a mol of 
mixture being the mol fraction of each, we have 

DRT 
' P 
from which the fractional dissociation may be calculated. 
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(d) In other cases one of the reacting substances may have a 
characteristic color which varies with its concentration; this 
may then be determined by comparison with color standards 
containing that substance alone in known quantity. Other 
methods must often be devised to fit the problem in hand, but 
these may serve as illustrations of typical methods for studying 
gaseous equilibrium. 

Equilibrium in solution may be studied by the conductivity 
of a solution as a whole (which measures the ion concentrations, 
but not those of non-ionized substances), from determinations 
of the vapor pressure of some constituent which is volatile, from 
distribution of a solute between the phase under examination 
and a second phase in which only one reacting substance is solu- 
ble, from freezing point depressions in case the equilibrium 
does not change much with the temperature, or from the color of 
a solution produced by one of the substances. As in the case of 
gaseous equilibrium, the concentration of one substance may 
often be expressed in terms of the concentration of some other 
constituent. 

Equilibrium in Solution. Ionization. — When the law of mass 
action is applied to the equilibrium between a dissolved sub- 
stance and its ions, the chemical equation is, taking acetic acid 
as an example, HAc = H**" + Ac~, and the equilibrium expression 

is 

(H+)(Ac-) _ „ ... 

(HAc) - ^- (^^ 

We shall enclose the symbol of a substance in parenthesis to 
indicate the concentration of it; thus in the previous equation 
(H+) is used to denote the concentration of hydrogen ion in the 
solution, rather than Ch"*". This equation may be tested by 
means of conductivity data, since the fraction ionized is shown 

by the conductivity ratio 7 = T~, the concentration of each of the 

Ao 

ions in a solution of concentration C is C7, and the concentration 
of the non-ionized molecules is C(l — 7). The mass-action 
expression thus reduces to 
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Tabic 86 shows the value of this constant for acetiL- acid. 
Table SS. — Ionization Constant or Acetic Aciw at 18° 



ConcBntration 


(C7)VC(1 -->) -K 


0,001 


1.77 X 10-' 


O.OIM 


1.80 


0.01 


1,79 


0.02 


1.79 


O.IO 


1,80 


1 


1.8 



(36) 



Satisfactory ionization constants are obtained for such sub- 
stances as ammonium hydroxide, acetic and other organic acids, 
carbonic acid, phosphoric acid and nitrous acid. A table of these 
constants, for use in solving problems, is given below. It 
should be noted that the ionization constant of any acid HA 
which conforms to the law of chemical equilibrium is 

XH+)(A-:) ^ 

(HA) 

and that the expression (H+) indicates the total concentration 
of hydrogen ions, not just that part of it due to the particular 
acid in question. Thus in the presence of a mineral acid which 
is quite highly ionized, the hydrogen ion concentration would be 
far higher than from a weak acid alone. Equation (36) describes 
the ionization of the weak acid under these conditions, and the i 
total hydrogen ion concentration is taken into account. 

When more than one acid is present, equation (3) should not 
be used, but an equation like (36) applies. For example, if 
0.10 formal acetic acid is mixed with an equal volume of 0.10 
formal hydrochloric acid, so that each acid concentration is 
0.05, the weaker acetic acid will have no appreciable effect upon 
hydrochloric acid, which is ionized about 90 per cent. The 
hydrogen ion concentration is therefore about 0.045, and only a 
very small part of it comes from acetic acid; the acetate ion con- 
centration is O.O67, and the concentration of non-ionized acetic 
acid is 0.05 (1 — 7). Upon substituting these values into equa- 
tion (36), putting 18 X 10"° for K, and solving for y, we find that 
the acetic acid is only 0,04 per cent ionized in the presence of an 
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equal quantity of hydrochloric acid; while it is 3 per cent ionized 
at 0.05 formal in the absence of this acid. 

Similar considerations would apply to any weak acid in the 
presence of a strong acid; to any weak base in the 
presence of a strong base; and to a weak acid or a weak base 
in the presence of its salts. For example, if 0.1 formal 
ammonium hydroxide is mixed with an equal volume of 0.1 
formal ammonium chloride solution, the base in the resulting 
solution is only 0.04 of 1 per cent ionized. This explains 
why the relatively insoluble hydroxides of magnesium and 
ferrous iron are not precipitated by ammonium hydroxide in 
the presence of ammonium salts. Such exceedingly insoluble 
hydroxides as ferric hydroxide or aluminum hydroxide are pre- 
cipitated even in the presence of ammonium salts; for the 
hydroxide ion concentration required is very small, and is reached 
even in the presence of large concentrations of ammonium ions. 



Table 87. — Ionization Constants at 25* 



Formic acid 

Acetic acid 

Propionic acid 

Acetoacetic acid. . . . 
Chloroacetic acid . . 

Benzoic acid 

Nitrous acid 

Hydrofluoric acid. . . 
Phosphoric acid-.i^i 



214 X 10-« 
18 X 10-« 

14.5 X 10-« 
150 X 10~« 

1,550 X 10-« 

60 X 10-« 

450 X 10-« 

7,000 X 10-« 
10-« 
2 X 10-7 

3.6 X 10-" 



Carbonic acid Ki 

K2 

Ammonia 

Pyridine 

Aniline 

Hydrocyanic acid . . . . 

Boric acid 

Phenol 



3.5 X 10-7 
4 X 10-" 
18 X 10-« 

23 X 10-" 
4 X 10-" 
7 X 10-" 

6.6 X 10-" 
1.1 X 10-" 



Partly from Kendall, /. Am, Chem. Soc., 89, 2,317 (1917); Limden, 
J. chimie physique, 5, 574 (1907); Boyd, J. Chem. Soc, London, 107, 1,538 
(1915). 

Highly Ionized Substances. — When the "ionization constants" 
are calculated for salts, highly ionized acids, and bases in a 
similar way, there is found no constant value. In other words, 
the law of mass action does not apply to the ionization of a salt. 
Up to the present, no satisfactory explanation for this anomaly 
has been found. The mass-action law applies to cases not 
involving ionized substances so well that it is natural to inquire 
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if the theory of ionization is at fault But the ionization theory 
has been so useful in explaining abnormally large freezing point 
depressions, in showing why all acids are sour, why all chlorides 
precipitate silver chloride when silver nitrate is added, why all 
copper salts are blue when dissolved in water, and in explaining 
the mechanism of electrolytic conduction, that one is not ready 
to discard it. At present there exists only a sort of compromise, 
accepted for lack of a better explanation, but recognized as 
highly unsatisfactory. 

The law of mass action may not be expected to hold rigorously 
except for ideal solutes, but the deviations to be expected from 
it are not more than those between other observed and calculated 
properties of solutions. One is quite unprepared for such wide 
discrepancies as those shown' by the ionization "constants" of 
Table 88. The equihbrium " constant" is not even roughly con- 
stant, but increases a hundred fold for potassium chloride and 
a million fold for potassium ferrocyanide. 



Table f 



-"lOMii 



J Constants" 



t Salts of Different Types 



KCl 


Ba(NO,)! 1 Kjre{CN}, 


Concen- 
tration 


K 


Concen- 
tration 


A' 


Concen- 
tration 


K 


0.0001 
0,001 

01 
0,1 

1 


0.0075 
0.035 

0.132 
0.495 
2.22 


0.001 
0.005 
0,01 
0,10 


0.000017 
0.00018 
0.00045 
0.97 


0-0006 

O.002O 
0-012 
0-1 
0.4 


o.r 

18,0 
1,171- 
41,190. 
842,100. 



Since the law of chemical equilibrium may be derived from ther- 
modynamics for ideal solutes, it is clear that some or all of the 
, molecular species involved in the equilibrium between a salt and its 
ions are very far from ideal solutes. The law of mass action holds 
in solutions where no ions are involved; it would be natural in view 
of this to state that the ions are not "normal" solutes, and 
ascribe all of the abnormal behavior to them on account of their 
electric charges. But as far as can be judged from their behavior, 
ions appear to obey the laws of ideal solutes, to a fairly close 
» Lewis, Z. physik. Chtnt., 70, 215 {1909). Printed in English. 
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approximation at least, and we are thus forced to place the 
responsibility for these anomalies chiefly upon the non-ionized 
portion of the electrolyte. 

It has been suggested that there is no satisfactory method of 
measuring the extent of ionization, and that this is the real 
difficulty. If, as mentioned at the end of the chapter on electri- 
cal conductivity, ionization is practically complete, there is of 
course no non-ionized substance present, and its concentration 
cannot be included in a mass-action expression. But by assum- 
ing complete ionization of salts the difficulties are not removed; 
rather they are made greater in many instances. Certainly 
nothing is to be gained in the treatment of moderately ionized 
electrolytes by this bold assumption, and much would be lost 
so far as slightly ionized bases and acids are concerned. If 
salts and '* strong '' acids are completely ionized, while "weak'' 
electrolytes are not completely ionized, the difficulty of draw- 
ing a line between these two classes of electrolytes appears at 
once. And while it is quite true that the "activity," or mass-ac- 
tion effect of an ion is not equal to that calculated by multiply- 
ing the salt concentration by t- = 7 when the conductivity 

ratio is taken as a measure of ionization; it is equally true that 
the activity of an ion is not equal to the total salt concentration. 
In solutions less than 1 normal the "activity'' is less than the 
ion concentration C7, so that an assumption of complete ioniza- 
tion leads to an increased error in calculated mass-action effects. 
Empirical Ionization Equations. — Many attempts have been 
made to find some law which governs the change of the ioniza- 
tion with concentration for salts and other highly ionized sub- 
stances, most of which are based on some empirical alteration 
in the mass-action expression {Cy)^/(X — y)C = K. The equa- 
tion of Storch is 



(1 - y)C 



= K (4) 



and it has been found by trial that the value of n is between 
1.40 and 1.55 for all types of salts, and over a wide range of 
temperature.^ If the value of n is taken as 3/2 the equation 

iNoyes, Science, 20, 584 (1904); /. Am, Chem, Soc, 80, 335 (1908); 
Shenill, J. Am, Chem. Soc, 32, 741 (1910). 
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becomes the Rudolpbi formiila. While this equation expresses 
the change of ionization quite well for moderate concentrations, 
it does not reduce to the law of mass action for very low salt 
concentrations where this law is valid for electrolytes,' 

To adapt this equation and the law of mass action to their 
respective concentration ranges, Kraus and Bray* combined the 
equation of Storch with the mass-action law into the form 

C(l - 7) ■ 



-. K + DiCy)" 



in which K is the mass action constant, D and m are constants 
for each substance studied, and C and y have their usual signifi- 
cance. When the concentration is small the term containing D 
becomes small in comparison to K, and the equation assumes the 
form of the familiar mass-action law. When the concentration 
is large, K is small compared to the D term, and the equation 
becomes that of Storch. A test of this equation for all of the 
available data in solvents other than water as well as in aqueous 
solutions shows that it describes the change of conductance with 

concentration if the ratio . = -y is taken as a measure of the 

fractional ionization. The disadvantage of the equation is that 
the constants K, D, and m, must be determined for each sub- 
stance in each solvent by at least three measurements of conduc- 
tivity at different concentrations. The simpler equations to 
which it reduces at high and at low concentrations will on that 
account be found much more useful. In considering a salt for 
which the value of n in the Storch equation is not known, satis- 
factory calculations can be made by taking n = 1.5. 

Ionization in Salt Mixtures. — When two salts with an ion in 
common, such as two chlorides or two potassium salts, are present 
in solution, each exerts an influence on the ionization of the other. 
This effect is not to be calculated from the simple law of mass- 
action, just as the ionization of a single salt is not so calculated. 
But the effect of each salt upon the other can be calculated 
from the Storch equation, or from the Kraus equation, provided 
the values of the characteristic constants for each salt are known. 

' Waahbuni, J. Am. Chem. Soc, 40, 145 (1918). 

'J. Am. Chem. Soc, 36, 1,315-1,434 (1913). 
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Such calculations are quite complicated, but the results of them 
lead to calculated equivalent conductivities for mixtures which 
accord closely with the results of experiment.^ 

In place of performing these calculations when salt mixtures 
are involved, we shall make an assumption which is nearly in 
accord with the results of them, namely that each salt in the 
mixture is ionized to the same extent as when it is present alone 
at the total salt concentration. For example, in a mixture in 
which sodium nitrate is 0.5 formal and potassium nitrate is 0.05 
formal, we shall assume that the fractional ionization of the 
sodium salt is the same as that in a solution 0.55 formal in sodium 
nitrate; and we shall assume that the ionization of the potassium 
salt is the same as in a solution 0.55 formal in potassium nitrate. 
Since nearly all salts of the same type ionize to about the same 
extent in solutions of equal concentration, this is equivalent to 
assuming that in a salt mixture, each substance has the same 
fractional ionization as the other, regardless of their relative 
concentrations in the mixture. 

Polybasic Acids. — Weak acids, such as phosphoric acid, 
carbonic acid, tartaric acid and hydrogen sulfide, ionize in steps, 
and a mass-action expression may be written for each step. 
For example, carbonic acid gives in its first-step ionization 
hydrogen ions and bicarbonate ions, H"*" and HCOs", and the 
corresponding mass-action expression is 

The bicarbonate ion itself acts as a weaker acid than carbonic 
acid from which it came, and ionizes into hydrogen ions and 
carbonate ions, HCOs"" = H"*" + COa"". 

^^9^-x— - 

It should be noted that K^ is written for the ionization of an 
ion into other ions. The expression (H+) in the numerator of 
K2 indicates total hydrogen-ion concentration in solution, not 

1 Bray and Hunt, J. Am. Chem, Soc.j 33, 781 (1911); Sherrill, J. Am, 
Chem. Soc.y 32, 741 (1910); Mackay, Ibidem,ZZ, 308 (1911). These papers 
give a more exact, but more complicated, statement of ionization in salt 
mixtures. 
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merely that part of it which came from the ionization of biear- ' 
bonate ions. From the very small ionization constant K2 it is 
seen that only an exceedingly small concentration of carbonate 
ions ever exists in the presence of a moderate hydrogen-ion 
concentration. This explains the ready solubility of carbonates 
in scid, since their carbonate ions are immediately converted 
into bicarbonate ions as soon as they pass into solution. From 
these constants the ratio of the carbonate ion concentration to the 
bicarbonate ion concentration, for example, can be calculated 
when the hydrogen ion concentration is known. 

The first-step ionization of phosphoric acid does not conform 
very closely to the law of mass action, but the second and third 
steps correspond to the ionization of very weak acids, ^ and do 
conform to this law. The chemical equations are HjPOi" = 

H+ + HPOi — and HPO^"- = H+ -|- POi ; the mass-action 

equations are 

(H+)(HPQ4— ) 
(HJO4-) 
and 

(H+)(POr— ) . 



= 2 X 10-' = Kii 



(HPO,- -) 



= 3.6 X 10-' ' 



' Kz, 



Let us consider in detail the titration of sodium carbonate 
with an acid, by means of an indicator which shows when practi- 
cally aU of the carbonate has been changed to bicarbonate, and 
compute the error of such a titration. If the error of this titra- 
tion is to be less than 1 per cent, the titration must not cease 
until the ratio of unchanged carbonate to bicarbonate ions is 
less than 1 : 100. Upon substituting in the equation for A'l of 
carbonic acid the ratio (C03--)/(HC03-) = Kooi the hydrogen 
ion concentration is calcidated as 4 X 10"*, A proper indicator 
will not, therefore, change its color before this point is reached. 
Now substitute in the equation for Ki the value of hydrogen ion 
concentration just calculated, and solve for the ratio of bicar- 
bonate to free carbonic acid. This ratio must be large if the 
titration is to be acc.urate, for free carbonic acid can come only 
from bicarbonate ions reacting with more standard acid. When 
the hydrogen ion conceutratioa is 4 X 10~*, the ratio of bicar- 
bonate ion concentration to free carbonic acid is 90 : 1, which 

' Abbott and Bray, J. Am. Ckem. Soc, 81, 729 (1909). 
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shows that the second stage of titration, by which bicarbonate is 
converted to free carbonic acid, has progressed about 1.1 per cent 
when the first stage is 1.0 per cent short of completion. As these 
two errors affect the volume of acid used in opposite directions, 
the net error of titration is 0.1 per cent, if the indicator changes 
color at the proper hydrogen ion concentration. Any other 
concentration of hydrogen ion at the end point will increase one 
of these errors while decreasing the other, but will not bring the 
total error appreciably under 0.1 per cent. A method of choosing 
the indicator will be given presently. 

Equilibria Involving Ions. — There are many chemical reac- 
tions which appear to take place between ions, and whose 
equilibrium conditions depend only upon the ion concentrations 
involved. It is customary, in formulating equilibrium expres- 
sions for these reactions, to leave out of consideration the con- 
centrations of non-ionized molecules of strong electrolytes, and to 
consider the ions as solutes which conform to the mass-action law. 
While this procedure is not a very satisfactory one, it leads to 
approximate agreement with the experimentally determined 
values, and is much more satisfactory than any empirical expres- 
sion which attempts to include the concentrations of salt 
molecules together with the ion concentrations. In these expres- 
sions the molecules of weak electrolytes are considered, since 
they conform to the mass-action law. For example, the reaction 
between a salt of a weak acid like acetic acid and another acid 
such as nitrous acid would be 

NaAc + HNO2 = NaNOz + HAc, 

the equilibrium expression for which is written 

.(HAc)(Na-^)(N02-) ^ ^. 
(Na+)(Ac-)(HN02) ' 

and the equilibrium expression for the hydrolysis of ammonium 
acetate, NH4AC + H:,0 = NH4OH + HAc, is written 

(NH40H)(HAc) ^ 

(NH4+)(Ac-) 

When the equilibria are so formulated, a value of K is obtained 
from experiments which enables us to calculate correctly the 
concentrations at equilibrium in another system involving the 
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same substances. The concentration of water in a solution 
which is dilute does not change aa the reaction progresses, and 
this concentration is understood to be included in the value of K 
for the hydrolysis. In the presence of ammoniiam acetate, the 
fractional ionization of acetic acid is negligibly small, for the 
high concentration of acetate ions necessitates a very small 
concentration of hydrogen ions. Ammonium hydroxide in 
the presence of an ammonium salt is not appreciably ionized. 
Similarly, in the reaction above, nitrous acid does not ionize 
to an appreciable extent in the presence of sodium nitrite and 
acetic acid does not ionize in the presence of sodium acetate. 
These acids can therefore be treated as if all of each one present 
were in the non-ionized state. 

In formulating mass-action expressions in the way just ex- 
plained, we are not assuming complete ionization of salts. For 
example, in the reaction between sodium acetate and nitrous 
acid formulated above, the nitrite ion concentration is Cy, 
where y is the fractional ionizafion. There is no reason for 
ignoring the non-ionized portion of sodium nitrite except that 
better mass-action constants are obtained when this is done. 
This is of course highly unsatisfactory as a general procedure, 
but it is about the best that can be done at present. Further 
research is needed to explain the behavior of ions, and until this 
is at hand, we shall adopt the simple procedure of ignoring the 
non-ionized portion of salts. We shall at the same time assume 
that all salts involved in an equilibrium mixture have the same 
fractional ionization. This is not true within 2 or 3 per cent, 
but no better accuracy than this is to be expected in equilib- 
ria involving the ions of salts in any case. 

The Ionization of Water. — Aleasurements of the conductivity 
of pure water, made primarily to determine the correction to 
be applied in calculating the conductivity of dilute solutions, 
have led to the conclusion that the concentration of hydrogen 
ion in it is 10~' formal, or one equivalent of hydrogen ion in ten 
million liters of water; the concentration of hydroxide ion, 0H~, 
in pure water is also 10~^. These ions result from the ionization 
of water itself, HjO = H+ + 0H~, not from the presence of 
impurities in it. Considerations such as we are about to take 
up have shown that the product of these ion concentrations is 
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a constant in all water solutions for a given temperature. Thus 
the product (H+)(OH") = 10"^* = !?«, is constant for a tem- 
perature, of 25^, whatever the other substances present. This 
means that in a solution of a base where the concentration of 
hydroxide ions is quite high, the hydrogen-ion concentration 
is correspondingly reduced, and in a solution of an acid the 
hydroxide ion concentration is correspondingly reduced. As is 
the case with most equilibria, this ion product changes with 
the temperature. It will he noticed that in spite of the fact 
that water is an extremely weak electrolyte (i.e., a very slightly 
ionized one) we have not included the non-ionized portion of it 
in the equilibrium expression. This might have been written 
(H+)(OH-) = if'CHaO) = K^, where the term K^, is understood 
to include the concentration of the water molecules. There is a 
difficulty in considering the concentration of a solvent when it 
is thought of as a dissolved substance at the same time; but to 
avoid this, it is only necessary to notice that the water present 
in a dilute solution is practically constant at all times, and that 
therefore its mass-action effect is constant. The product of 
this mass-action effect and the constant K' above is K^j called 
the ionization constant of water. Its value for several 
temperatures is shown below. 

Table 89. — Ionization Constant op Water at Various Temperatures 





Values of Kw X 10" as determined by 


Temperature 


Noyes* 
Kanolt* 


Lunden' 


Lorenz and 
Bohi * 


Heydweiller* 


Kohlrausch* 


0° 
18° 
25° 
50° 
75° 
100° 


0.089 
0.46 

0.82 
4.5 
16.9 

48 


0.31 (10°) 

1.05 

5.17 

• • • • 

• • • • 


0.136 
0.716 
1.216 

8.75 
28 
73 


0.116 
0.59 
1.04 
5.66 

58.2 


0.78 
1.05 



1 Carnegie Inst. PuhL, 63, 346 (1907); J. Am. Chem. Soc, 32, 159 (1910). 

* J. chimie physiqiiey 6, 574 (1907). Hydrolysis of ammonium borate. 
»Z. physik. Chem., 66, 733 (1909). E.m.f. of acid-alkali cell. 
*Annalen der Physik (4), 28, 503 (1909). Heat of neutralization. 

* Wied. AnnaleUj 53, 209 (1894). Conductivity of pure water. 

•J. Am. Chem. Soc.f 29, 1,402 (1907). Hydrolysis ^f ammonium salts. 
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HydrolysiB. — When a salt like potassium cyanide is dissolved 

in water, the cyanide ions from it find themselves in the presence 
of a small concentration of hydrogen ions from the ionization 
of water. Hydrocyanic acid is only very slightly ionized and 
the concentration of cyanide ions is quite high; there is a marked 
tendency of the ions of the acid to combine into electrically 
neutral molecules, and this takes place. This leaves potassium 
ions and hydroxide ions together, but these have httle tendency 
to combine since potassium hydroxide ionizes readily. To make 
Tip the loss in hydrogen ions in the formation of hydrogen cyanide, 
more water molecules ionize, and the chemical reaction 

KCN + H2O - KOH -H HCN 

proceeds until equilibrium is established. This reaction is called 
hydrolysis; it will be seen that it is the reverse of neutralization. 
Potassium cyanide is about 1.2 per cent hydrolyzed in 0.1 formal 
solution at 25", about 3.5 per cent hydrolyzed at 0.01 formal, 
and about 12 per cent hydrolyzed at O.OOI formal. Following 
the convention adopted above (of writing equilibrium expressions 
in terms of the ions of largely ionized substances), and leaving 
out of the formulation the concentration of the water, since it is 
essentially unchanged by the small quantity of it reacting, we 
have 

(K-^)( OH-)(HCN ) ^ 
(K+)(CN-) * 

as the equilibrium expression for the reaction. The concentra- 
tion of potassium ion may be cancelled from the expression, and 
if we multiply both numerator and denominator by the 
concentration of hydrogen ion, we have 
(H+)(OH-)(HCN) ^ 
"(H+KCN-)" " '^'- 

It will be seen that this expression is the quotient of the exprea- 
sion (H+)(OH~) = Jf^ divided by the ionization expression for 
hydrocyanic acid, (H+)(CN~)/(HCN) = K^, and since each of 
these values is known, we have at once a method of evaluating 
the equilibrium constant without recourse to separate measure- 
mente of this particular equilibrium. Cancelhng out now the 
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hydrogen ion concentration (which was inserted merely to make 
clear the method of evaluating the constant), we have 

(OH-)(HCN) ^ K„ ,. , 

(CN-) ^''^k: (^^ 

Now denoting by C the formal concentration of potassium 
cyanide, by 7 the fraction of each salt ionized,^ and by h the 
fraction of the salt which has imdergone hydrolysis, the con- 
centration of hydrocyanic acid is hC, the concentration of 
potassium hydroxide is also hC and that of the hydroxide ion 
is therefore hCy, the concentration of the remaining potassium 
cyanide is (1 — h)C and that of the cyanide ion is therefore 
(1 — h)Cy. Substituting in the above expression for equili- 
brium, we have as the general equation for this type of hydrolysis 

hCyhC Ku, j^ rri\ 

(1 - h)Cy = Z. ° '^*- ^^^ 

When the salt of a strong acid and a weak base hydrolyses, the 
expression for its fraction hydrolyzed may be derived in a 
manner exactly similar to that for the case of potassium cyanide 
just considered, and, putting Kb for the ionization constant of the 
weak base, the resulting equation may be written 

hCyhC __ Kw __ ^ ^-v 

(1 - h)Cy Kb *• ^^ 

There remains to be considered the case where both the acid 
and base of a salt are slightly ionized. Here there is a tendency 
for the positive ions of the salt to combine with the hydroxide 
ions of water, added to a tendency of the negative ions of the 
salt to combine with hydrogen ions from water. When both 
ions are thus removed, the hydrolysis will proceed much farther. 

1 When two simple di-ionic salts having an ion in common (the potassium 
ion in this case) are present in a solution, the fraction of each one ionized 
is about equal to that for each salt if it were alone present at the total 
salt concentration. Thus the ionization of potassium hydroxide in this 
solution is about that of a solution C formal in potassium hydroxide, and 
the ionization of potassium cyanide in the mixture is about equal to that of 
a solution C formal in potassium cyanide. These fractional ionizations are 
approximately equal, and may be assumed identical in such calculations as 
this. 
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-=K^. 



Wc may write the chemical equation, taking ammonium acetate 
as an example, 

NH4AC + H3O = NH4OH + HAc 
and the equilibrium expression is 

(NH,OH)(HAc) ^ „ .„ . 

(NH,+)CAc-) " ■^*- ^^"■' 

It is permissible here, as in the case before, to neglect the ioniza- 
tion of ammonium hydroxide and of acetic acid in the presence of 
ammonium acetate, since the highly ionized salt would repress . 
the slight ionization of the weak acid and base. In order to see 
the method of evaluating this constant from the ionization con- 
stants involved, multiply both numerator and denominator by 
the product (H+)(OH-), and on rearranging, we have 
(NH tOH) (H+)(OH -) (HAc) ^ K„ 
(NH4+)(0H-) (H+)(Ac-) K^K, 

\ Denoting as before the salt concentration by C and the fraction 
hydrolyzed by k (and dropping out the ion product of water in 
both numerator and denominator, since this was introduced only to 
make clear the method of evaluating the constant Kh), we may 

t substitute for (NH,OH) its equivalent hC, for (HAc) its equiva- 
lent AC (the chemical equation shows that acid and base are 
formed in equal quantities), and for the ion concentrations 
{1 — h)Cy, and we obtain the expression 
I AC kC _ K^ _ A' 

(1 - A)Ct(1 - h)Cy ~ K^K^ " (1 - A)^»" 
This equation shows that the fraction hydrolyzed is independent 
of the concentration of the salt when both acid and base are 
shghtly ionized, except in so far as ionization of the salt changes 
with its concentration, which is hardly more than the deviation 
of the ions from the laws of ideal solutes. It is therefore safe 
to state that the degree of hydrolysis of a salt of a weak acid and 
ft weak base is independent of the concentration of the salt. This 
is not the case for salts of a strong base or of a strong acid. 
Equation (8) shows further that the fractional hydrolysis in- 
I creases as the iom'zation constant of the acid or base involved 
[becomes smaller. For example, ammonium acetate is about 



(8) 




J 
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0.5 per cent hydrolyzed at 25**; but ammonium borate and ammo- 
nium cyanide are about 40 per cent hydrolyzed. 

The fourth possible case is that of a salt of a strong base and 
a strong acid; but in this case no hydrolysis takes place. It will 
be noticed that hydrolysis is the reverse of the process of neutrali- 
zation; and since this latter is known to take place completely 
for equivalent quantities of a strong acid and a strong base, it is 
clear that the reverse process does not take place at all. Simi- 
larly, since salts of weak acids and weak bases are hydrolyzed, the 
reverse process of neutralization does not take place completely 
when equivalent quantities of acid and base are brought together; 
since it is a necessary condition of chemical equilibrium that the 
concentration ratios at equilibrium are independent of the direc- 
tion from which equilibrium was approached. 

It should be noted that the hydrolysis equations (6) and (8) 
apply only when there is no excess acid or base present; that is, 
they apply only to the hydrolysis of a salt when nothing is done 
to diminish hydrolysis. The more general equations (6a) and 
(8a) apply under all conditions, and show the way hydrolysis of 
a salt may be diminished by adding one of the products of 
hydrolysis. Caution should be observed in the use of the simpler 
equations (6) and (8), that they are used only under the con- 
ditions to which they specifically apply. 

Hydrolysis is of great importance in biology, for the sub- 
stances chiefly concerned in life processes are salts (i.e., esters) 
of weak acids and weak bases which hydrolyze to a considerable 
extent. Many problems of organic chemistry are also concerned 
with hydrolysis or, what amounts to the same thing, incomplete 
neutralization. 

Distribution of a Base between Two Slightly Ionized Acids. — 
This distribution results when a mixture of acids is treated with a 
quantity of base insufficient to neutralize both of them. As 
stated at the beginning of the chapter, it is immaterial whether 
we consider that the base reacts with one of the acids, and the 
salt is reacted upon by the other acid; or whether a straight dis- 
tribution results from partial neutralization of each acid. The 
chemical equation may be written for some simple method of 
attaining equilibrium, and the equilibrium expression formulated 
in accordance with this equation, without regard to the actual 
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path by which equilibrium was attained. Suppose a liter of 0.2 
formal potassium nitrite is mixed with a liter of 0.2 formal acetic 
acid; the reaction is KNO^ + HAc = HNOa + KAc, for which 
the equilibrium expression is 

(HNOi)(K+)(Ac-) 

(HAc)(K+)(NOa-} ' 
The potassium ion concentration which appears in both numera- 
tor and denominator of this expression may be cancelled from it. 
Lacking information ae to the exact extent of ionization of potas- 
sium nitrite, we may assume that it ionizes to the same extent as 
potassium acetate without an error of more than 2 or 3 per cent. 
Neither of the weak acids will be ionized to an appreciable 
extent in the presence of the highly ionized salts. Let x be the 
fraction of acetic acid which reacts according to the equation. 
Since we have 0.2 mol of salt and 0.2 mol of acid in 2 liters, the 
total salt concentration is 0.1 mol per liter, and the total acid 
concentration is 0.1 mol per liter. The quantity of potassium 
.acetate formed is 0.2x, hence its concentration is O.la;; since 
nitrous acid ia formed in equivalent amoimt according to the 
■equation, its concentration is also O.lx. Similarly the concen- 
trations of potassium nitrite and acetic acid are each 0.1(1 — x). 
Assuming each salt is ionized to tho extent y, the acetate ion 
concentration is O.lya;, and the nitrite ion concentration is 
0.1-y(l — x). Substituting these quantities in the equilibrium 
we have 

(0.1x)(0.l7J:) 




-x)[0.l{l-x)y] (1 -x)^ 

t This latter form of the mass action expression applies only when 
I the acid and salt are present in equivalent quantity, since only 
I then will the concentrations cancel out of the equation; but the 
I expression 

(HNQiXAc-) 
(HAc) (NO.-) " 



'K, 



i first formulated for this chemical reaction apphea regardless 
f the relative quantities of salt and acid first mixed. As a 
leans of obtaining the numerical value of K for this type of 
iquilibrium, it should be noted that the same expression may 
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be obtained by dividing the ionization expression for acetic acid 
by that for nitrous acid (cancelling the hydrogen ion concentra- 
tions, which must be the same when the two acids are present 
in the same solution), and that the equilibrium may therefore 
be written 

^' = if = ^HA^. (9) 



In a solution containing one equivalent of base to one equivalent 
of each of two acids, the quantities of the two acids combined 
with the base are to each other as the square roots of their ioniza- 
tion constants, i.e., 

I - X MKkM2 

A similar calculation can of course be made for the distribu- 
tion of an acid between two bases; the chemical equation 
should first be formulated, then the equilibrium expression, and 
finally all of the concentrations should be expressed in terms of a 
single unknown quantity, such as the fraction of acid combined 
with one base. 

When the acid and the salt reacting with it are not present 
at the same concentration, the equilibrium may be formulated 
as follows: Let Ca be the total acid concentration and C, the 
total salt concentration in the mixture, and let the reaction 
be KA + HA' = HA + KA', for which the equilibrium expres- 
sion is 

(HA) (A'-) ^ ^ ^ K^. 



(HA')(A-) K 



HA 



As before, we may consider that the ionization of each weak acid 
in the presence of its salt is negligible, and that the two salts are 
ionized to practically the same extent. Since the two salts 
have the positive ion in common, it will be recalled that it is this 
common ion concentration that governs the extent of ionization, 
not the concentration of the ion peculiar to each salt. If ^ is 
the fraction of HA' which has reacted with KA, 2/C«is the con- 
centration of HA, and also of KA', which s formed in equal 
amount as shown by the equation. The concentration of 
unchanged HA' is Co(l — y), and the concentration of 



(10) 
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■unchanged salt KA is (C, — yCo). Substituting in the expres- 
;«ioii above, 

(yC^HyC.y) ^ „ _ y'C. 

CJX - v)[(C, - i/C.)7] (l-i/)(C.-!/Ca)" 

It will be seen that when the acid concentration and salt con- 
centration are equal, this equation reduces to the simpler one 
first derived. 

By means of these relations, the ionization constant of one 
acid may be determined from the ionization constant of another 
acid, provided there is a ready method of determining the equili- 
brium conditions. Such a method is not always easy, however, 
as it must be one which determines the concentration of some one 
substance (from which the concentrations of the others may be 
computed) without disturbing the equilibrium. Thus a titra- 
tion of the solution will show only the total acid and give no 
indication of how much of each acid is present; the precipitation 
of an insoluble salt of one of the acids would remove both the 
acid and the salt without giving any indication of the propor- 
tion of each. If one of the acids formed is volatile, a determina- 
tion of its pressure above the solution fixes its concentration in 
the solution; if one of them is only slightly soluble, its concentra- 
tion may be kept constant by keeping the solution saturated 
with it during the experiment. A sample of the equihbrium 
mixture may then be titrated for total acid, the amount of the 
slightly soluble one present at equilibrium is known from previ- 
ous determinations of its solubility, and the concentration of the 
other acid may be obtained by difference. If one of the acids is 
soluble in benzene and the other acid is not, the first acid con- 
centration in the equilibrium mixture may be determined by 
distribution experiments, in the way explained on page 117. 

Indicators. — By reference to the equation showing the dis- 
tribution of a base between two acids present in equivalent 
quantity (equation 9, page 242), it will be seen that when 
one of the acids is much stronger than the other {i.e., has a much 
larger ionization constant) , the stronger acid is largely neutralized 
when the weaker acid is still largely uncombined. Let us calcu- 
late, as an example, the fraction of hydrocyanic acid freed from 
potassium cyanide by the addition of an equivalent quantity 
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of acetic acid, which is a much stronger acid. If c is the total 
salt concentration and x is the fraction of hydrocyanic acid 
liberated by acetic acid, according to the reaction KCN + HAc 
= KAc + HCN, the equilibrium expression is 

(Ac-)(HCN) _ ex- ex -K^HAc _ j^ 



(CN-)(HAc) c(l - x)c(l - x) Xhcn 



or 



whence x is 0.994. Since this is the same equilibrium state as 
that obtained by adding a mol of potassium hydroxide to a 
solution containing a mol of free acetic acid and one of free 
hydrocyanic acid, it will be seen that practically all of the acetic 
acid is neutralized, and only a small fraction of hydrocyanic 
acid reacts. 

Now suppose hydrocyanic acid to be replaced by some other 
acid which is as weak, but which changes color upon being 
neutralized. When one mol of base has been added, practically 
all of the acetic acid is neutralized, and only a very small portion 
of the other acid. Addition of more base causes the weaker acid 
to react, with an accompanying color change. Thus the weaker 
acid may be made to serve as an indicator for titrating the 
stronger acid. 

Further study of the distribution of a base between two 
acids shows that when one acid is present in greater quantity 
than the other, a greater fraction of it is neutralized than when 
both acids are present in equivalent concentration. This is the 
case in an ordinary titration, where the quantity of weq.k (indi- 
cator) acid is much smaller than that of the strong acid being 
titrated, and hence there is practically no indicator neutralized 
until substantially all of the strong acid is combined with base. 

Let us define an indicator as a weak add which changes its 
color upon neutralization. This definition is all that is needed to 
understand the ehavior of an indicator so far as analytical 
chemistry is concerned. An indicator is a weak acid which 
changes its color when neutralized, with the reverse change of 
color when it is freed from its salt by a strong acid, of course. 
However, in view of known relations between the color of oi^anic 
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• compounds and their structure, it ia necessary that some change 

in the structure of the complex organic radical take place 

at the same time as neutralization, such as a rearrangement of 

its atoms or a change in their linkages. Isomers such as are here 

concerned are called tautomeric compounds, since they change 

from one form to another. It is necessary that this change take 

place immediately upon neutralization of the indicator acid, 

however, and substances which change color slowly are quite 

unsuitable for use as indicators. In a very full and detailed 

discussion of indicators, Noyes' considers an indicator as a 

mixture of two tautomeric acids, HIn' and Hln", of which the 

former is a much weaker acid than the latter. Of course both of 

the indicator acids are very weak compared to any acid which is 

being titrated. The weaker acid HIn' exists in much larger 

proportion in acid solutions, and its color determines the "acid 

_ color" of the indicator; but upon neutralization, the salt of the 

Iftronger acid HIn" is formed in predominating quantity, and its 

Bcolor determines the "alkaline color" of the indicator. This 

^Eexplains the organic structural side of indicators, since the two 

Bgroups In' and In" have different structures; but it is of more 

■ importance in the present discussion to remember that an indica- 

Htor acts like a weak acid which changes color upon neutralization; 

^Ktherefore that the indicator acid appears to be of one color, and 

^■ihe indicator salt, or its ion, appears to be of another color. 

B It aeems to be an established fact that the color change of an 

indicator is the result of some structural rearrangement of its 

molecule,* and that it is not due to association of it into larger 

^ molecules, or to any colloidal effect. 

^L The color of a solution of these two tautomeric substances 
^UB determined by the relative quantities of them present. As 
^Koae form predominates in acid solution and the other when the 
^ttsdicator acid has been neutrahzed, the color ia determined by 
^Kthe fraction of the indicator which has been changed into its 
HiBalt. The fraction of an indicator which shows the alkaline 

H ^J. Am. Chem. Soc, 33, 815 (1910); see also Salm, Z. physik. Chem., 
^NT, 471 (1906); Rosenstein, J. Am. Chem. Soc., U, 1,117 (1912); 36, 1,883 

Btiois). 

^M ■Lifecbitz and Beck, KoUtyide-Ztach., 36, 58 (1920); Birge and Acree, 
^K Am. Chem. Soc, 41, 1,031 (1919); Soreueen, Biochem. Z., 21, 131 (1909}. 
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color is approximately the fraction of it which exists in the 
ionized form, since at the small indicator concentrations ordinar- 
ily used the salt is practically completely ionized. In the 
presence of its salt, or in the presence of free strong acid (one or 
the other is always present), the indicator acid is not appreciably 
ionized. 

In titrations the indicator-acid concentration is very small 
compared to that of the acid being titrated, and no correction 
need be applied for the quantity of base acting upon the indicator. 
As stated above, the endpoint of a titration as shown by color 
changes depends upon the relative quantities of indicator acid 
and indicator salt present in solution. The reaction 

HIn + KOH = H2O + Kin 

takes place to a certain extent (HIn here including both forms 
of the indicator so far as structure is concerned); let x be the 
fraction of indicator converted to its alkaline color, i.e. the 
fraction of it neutralized, and let Ki be the ionization constant 
of the indicator acid. Then 

(H^)(In-) ^ ^ 
(HIn) '' 

but the concentration of indicator ion (In~) is x times the total 
concentration of indicator added, and the remaining indicator 
acid is (1 — a;) times the indicator concentration. This indicator 
concentration is commonly not measured, and need not be 
known, since (In~)/(HIn) = x/{l — x). Substituting this ratio 
in the ionization equation above, we have 

(H+)x ^ ^^. ^^ ^jj^^ ^ ^_ (1^Z_^. (11) 



(1 - x) •' ' ' * x 

It has been determined, by adding base to solutions containing 
known quantities of indicator and no other acid, that some 
indicators change color when only a small fraction has been 
neutralized, others not until nearly the whole indicator acid 
has been changed to its salt. Thus phenolphthalein changes 
its color when x is about one-tenth; methyl orange when nine- 
tenths of it is neutralized, rosolic acid changes when about one- 
tenth is neutralized. Since the indicator constants, Ki, are 
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known for theae indicators,' the hydrogen ion concentration at 
the end point may be calculated for each one. For example, 
Ki is 10"'" for phenolphthalein, the color changes when x, the 
fraction neutralized, is about 0-1, and upon substituting in 
equation (11) 

Q 

(H+) -io-»j;-;| = io-. 

Similarly for rosolic acid, (Ki = 4 X 10""), 

(H+) = 4 X 10-^ Q^ = 4 X 10-^ 

and for methyl orange {Ki = 5 X 10 "■*), 

(H+) = 5 X 10-' ^ = 5 X 10-». 

Since only one significant figure is known for the indicator 
constant, results of calculation should be rounded off in the 
way just illustrated. Thus, to write (H+) = 3.6 X 10"' for 
rosolic acid is not proper, for this indicates that the actual hydro- 
gen ion concentration is known to be between 3.5 and 3.7 X 10"', 
and such a statement is not justified by experiment. 

Since rosolic acid changes color at the hydrogen ion concentra- 
tion which exists in pure water, it shows the point at which a 
solution is really neutral. It does not follow, however, that 
this indicator is on that account suited to a given titration. 
In analytical chemistry, calculations are based upon the assump- 
tion that the acid in a solution is equivalent to the standard 
base added to it; and this will not be the case in a truly neutral 
solution if the salt formed is hydrolyzed. In titrating acetic 
acid, a proper end point is that at which the acid in solution is 
exactly equivalent to the base added; that is, the end point 
should come at the hydrogen ion concentration which exists in 
potassium acetate solution. From equation (6), page 238, 

A°C ^ A'„ ^ 10l"_ 

(1 - A) Ka ~ 18 X l"0-« 

' Data tor other indicatora may be obtained from Salm, Biockem. Zeit., 
SI, 131 (1909); Rupp and Looae, Bertckte, 41, 3,905 (1908); Jonea, J. Am. 
Qhem. Soc, 37, 776, l,fi94 (1915); Tiaard, Brit. Assoc. Rept., 1911, 268; 
frideaux, "Theory o! Indicators," page 137. 



248 PHYSICAL CHEMISTRY 

whence, if the salt at the end point is 0.1 normal, A is 7 X 10"*, 
and the concentration of free hydroxide is hC, or 7 X 10~*. The 
hydrogen ion concentration may be calculated by dividing this 
hydroxide ion concentration into 10"^*, the ion product for water, 
and is 1.4 X 10~*. Thus, the solution is alkaline at the end point, 
if this occurs when acid and base are present in equivalent 
quantity, and phenolphthalein, which changes color at a hydro- 
gen ion concentration of 10"* is much better for this titration 
than an indicator which shows true neutrality. 

Suppose it is desired to titrate ammonia, a base whose ioniza- 
tion constant is 18 X 10"*. Application of equation (7) for the 
hydrolysis of its salt leads to ft = 7 X 10"*, or a concentration of 
free acid (hydrochloric acid if ammonium chloride is considered) 
of 7 X 10~* for 0.1 normal salt solution. There will be this same 
concentration of free base as well, but in the presence of a large 
quantity of ammonium salt, it does not ionize appreciably. The 
strong acid at this concentration is however largely ionized, and 
for this rough calculation may be assumed completely ionized. 
Thus an indicator which changes color when the hydrogen ion 
concentration is 7 X 10"* shows the true end point; methyl 
orange is suitable. 

Rosolic acid, which indicates true neutrality in a solution, is 
less suited to either of these titrations. When it changes color, 
the hydrogen ion concentration (and the hydroxide ion concen- 
tration as well) is 10"^. Thus in the case of ammonia, since 

(NH4^)(0H-) _..^.o-6 
(NH4OH) - ^^^^^ 

in any solution containing these ions, by inserting 10"^ for the 
hydroxide ion concentration, it follows that (NH4+)/(NH40H) 
is 180, and therefore there remains 1/181 of ammonium hydroxide 
still to be titrated when this indicator shows an end of the titra- 
tion; leading to an error of about 0.5 per cent. 

If phenolphthalein is used in titrating ammonia with hydro- 
chloric acid, a very serious error results. For when this indicator 
changes color, the hydrogen ion concentration is 10"*, hence the 
hydroxide ion concentration is 10~*, whence 

(NH4+) X 10-^ _ . iNHi!L_i8 

(NH4OH) - ^» ^ ^" ' or (j^H^QH) - i.», 
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which shows that only about two-thirds of the base has been titra- 
ted. A similar error would result in titrating acetic acid with 
methyl orange. Thus, we see that it is necessary to select a 
proper indicator when weak acids or weak bases are involved. 
For such a titration as nitric or sulfuric acid with sodium hydrox- 
ide, where there is no appreciable hydrolysis of the salt formed, 
and any indicator will give reliable results. 

Titratioii of Dibasic Acids and Their Salts.' — Let us consider as 
an example the titration of a mixture of sodium carbonate and 
Godium bicarbonate. Phenolphthalein is commonly considered 
to show the point at which all normal carbonate has been con- 
verted to bicarbonate, while the bicarbonate originally present 
in solution is unclianged. 

In the titration of soda ash, the end point is commonly taken 
as the point where the pink color disappears completely. Under 
laboratory conditions the color of phenolphthalein becomes in- 
visible when about 3 per cent of it remains in the colored (salt) 
form; and since Ki is 10"'" and x Ls 0.03, CH+) = if,- (1 - x)/x 
= 3 X 10-^ Upon substituting this hydrogen ion concentration 
into the ionization expressions for carbonic acid it is found that 

This means that about 1 per cent of the carbonate is still to be 
titrated, and that about 1 per cent of the bicarbonate has been 
changed to free carbonic acid when the pink color disappears. 
As the first of these errors corresponds to the use of too little 
standard acid, and the second to the use of acid where none 
should have been used, the net error of the two processes is 
quite smalt, and the common analytical procedure leads to a 
correct end point. 

Change of Chemical Equilibrium with Temperature. — When 
any chemical system at equihbrium is heated, the chemical reac- 
tion proceeds in the direction which absorbs heat. For example, 
neutralization of an acid by a base evolves heat, hydrolysis (the 
irse process) absorbs heat ; hence when a salt solution is heated 
the fraction hydrolyzed increases. Similarly the union of hy- 

1 Id this connection, read again the paragraph on ionization of dibasic 
acids, page 232. 
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drogen and oxygen to form water vapor, the union of carbon 
monoxide and oxygen to form carbon dioxide, and the union of 
hydrogen atoms into molecules all evolve large quantities of heat. 
Heat would therefore be required to tear these molecules apart, 
and an increase of temperature (i.e., absorption of heat by the 
system at equilibrium) is attended by an increase in the fraction 
dissociated. Table 90 shows this effect at 1 atmosphere pressure. 



Table 90. — Percentage Dissociation of 


Gases^ 


Tabt 


H2O 


CO, 


H, 


1,000 


0.000028 


0.0002 




1,200 


0.000746 


0.0093 




1,400 


0.00787 


0.146 




1,600 


0.0446 


0.110 




1,800 


0.1700 


0.546 




1,900 


0.302 


1.04 




2,000 


0.504 


1.84 


0.33 


2,200 


1.21 


5.0 


0.92 


2,500 


3.38 


15.6 


3.15 


3,000 


11.1 


48.5 


13. 


3,600 






34. 


4,000 






61. 






^^ jfc • 



There is a quantitative relation between the heat of a reaction 
and the change of its equilibrium constant with temperature. 
Before giving this equation, it is necessary to mention again 
the convention followed in writing expressions for chemical 
equilibrium. First the chemical reaction should be written down, 
the appropriate heat term corresponding to it should be added to 
this chemical equation, then the equilibrium expression should 
be written with the products of the reaction in the numerator. 
It is of course permissible to write the chemical reaction in 
either way; thus 2Hi = H2 + 90,000 cal., or H2 = 2Hi - 90,000 



PHi 



= ir to 



cal., provided the equilibrium expression is written 2 

correspond to the first way of writing the chemical equation, and 
Phi/Phs = ■^' if the chemical reaction is written in the second 
way. Corresponding to the first way, Q, the heat of reaction is 
iLangmuir, /. Am, Chem, Soc,, 28, 1,357 (1906); 87, 417 (1915). 
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+90,000 cal., and for the second way Q' is -90,000 cal. Then 
I the change of equilibrium constant with temperature is shown 
I by the differential equation' 

dlnK -Q jj^j 



dT 



RT^ 



' which is called the van't Hoff equation. By means of this 

equation the equilibrium constant at any temperature can be 

calculated from that at another temperature if the heat of the 

chemical reaction is known, or the heat of reaction may be 

' calculated from equihbrium constants at two different tempera- 

I tares, provided Q, the heat evolved during chemical reaction, 

I does not change appreciably over the temperature interval 

I iQvolvod. This equation may be integrated between limits, 

I and becomes 



2.303 log -. 



(13) 



t,where 2.303 ia the conversion factor from natural to ordinary 

^rithms. In using this equation, R is expressed in calories 

if the heat of reaction is so expressed. Since the equilibrium 

constants appear in this equation as a ratio, any units may be 

used in formulating them, provided the same units are employed 

I at both temperatures. Thus if the partial pressures are in 

I millimeters of mercury in one case, they must be in the other also. 

Let z be the fractional dissociation of hydrogen into atoms 

at 3,000° absolute; for each mol of hydrogen composing the 

equihbrium mixture at a low temperature, x mols dissociate at 

3,000°, forming 2x mols of Hi, and there remain (1 — x) mols 

I of Hj. Then the mol fraction of Hi is 2x/(l + x), where (1 + x) 

tla 1 — I + 2x, or the total mols of gas; and the mol fraction 

■itf Hj is (1 — x)/(l + x). When the total pressure is 1 atmos- 

iphere, the partial pressures in atmospheres are equal to the 

Imol fractions, and, considering the chemical reaction as 2Hi = 

|Hi -f- 90,000 cal., we have 

(1 - x)/{\ + ^) ^ fi ^ 1 -x^ 
(2i)V(l + xY 4x= 

I At 3,000° hydrogen is 13 per cent dissociated, hence x is 0.13 
is in other cases, In is here used to indicate natural logarithma; thoae 
Ito the base 10 are indicated by the abbreviation log. 



252 PHYSICAL CHEMISTRY 

and K is 14.5. It is desired to calculate the equilibrium constant 
at 3,500° on the absolute scale, and from it the fractional dis- 
sociation into atoms at this temperature. Substitute 14.5 for 
K2 and 3,000'' for T2 in equation (13), put 3,500'' for Ti and 
solve for Ki, 

^^, 14.5 - 90,000 r 1 In 

2.3l0g-^=-^;g^[y.-yJ 

whence Ki is 1.7. Upon equating Ki to (1 — x*)/4z^, the 
fractional dissociation at 3,500° is 0.36 or 36 per cent. The 
experimental value is 34 per cent. This deviation is due to 
our assumption that Q, the heat of this reaction, remains constant 
over the temperature range 3,000 to 3,500°, which is not quite 
the case. It would be better to express Q as a fimction of the 
temperature as was explained on page 209, and substitute 
this expression into equation (12) before integrating it between 
temperature limits, but the change of Q with temperature is not 
serious in this case. 

Let us consider an equilibrimn in which the heat of reaction 
changes considerably with the temperature, namely 2CO2 = 
2C0 + O2 - 136,000 cal. at 20°. From equation (7), page 
210, dQ = —ACpdT. The heat capacity of carbon dioxide 
may be taken as 7.0 + 0.00287 calories per mol, that for carbon 
monoxide and oxygen 6.5 + 0.001 T calories per moL Then 
the increase in heat capacity, ACp, is 3(6.5 + O.OOIT) — 2(7.0 
+ 0.00287), or ACp = 5.5 - 0.00267. Substituting in the 
equation above, and integrating, 

Q = -5.57 + 0.001372 + /, 

where/ is an integration constant. When 7 is 293 (i.e., at 20°C.), 
Q is —136,000, whence the integration constant is —134,500, 
and the value of —Q to be inserted in van't HoflF's equation is 
134,500 + 5.57 - 0.00137^. Then 

ainK^ (134,500 + 5.5 T - 0.00137^^ ^^ 

and, upon integration, since R is 1.99 cal., 

In ^ = 67,600 (^^ " ^2) "*■ ^'^ ^""Y, " ^-0007(72 - 7i). 

Suppose it is desired to calculate the equilibrium constant at 
2500° from that at 2200° ; by inserting these temperatures in the 
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above equation, converting to ordinary logarithm 
Ve find that -, 



solving, 

-^^ is 46. 

-^^2200 

Let X be the fractional dissociation. Then for two mols of COs 
in the aystem at room temperature, there will be 2x mots disso- 
ciated at the temperature T, hence 2x mols of carbon monoxide 
formed, x mols of oxygen, and 2 — 2x mols of carbon dioxide 
remaining. The total number of mols is 2x + x + (2 ■- 2x) or 
2 + X, and the partial pressures when the total pressure is 
1 atmosphere are therefore 2x/(2 + x) for carbon monoxide, 
x/(2+x) for oxygen, and (2 — x)/{2 + x) for carbon dioxide. 
The equihbriuni expression corresponding to 2CO3 = 2C0 + Og is 

■,oPo, _ \2 + x) (2 + x) _ " " 



- 2x\! 



(2-2x)=(2 + x)' 



V2 + :. 



At 2200°, X ia 0.05, whence iCj^oo is 67 X lO"*; by the calcula- 
tion above, Kuan is 46 times this, or 3150 X 10~'. Then upon 
w>lving the equation 

-K«oo = jn „^,f,„ , , = 3150 X 10-«, 

(2 - 2i)^(2 + x) 

the fractional dissociation of carbon dioxide at 2500° absolute 
is obtained. It is not necessary to apply a general solution for 
cubics to this problem however. By estimating values of x and 
substituting them into the equation it is found that x = 0.16 
gives a smaller value to the left hand side than 3,150 X 10~* while 
X — 0.17 gives a larger value. The dissociation is therefore 
about 16 per cent: direct experiment gives 15.6 per cent. 

In case the temperature range over which a calculation is to 
be made is small, the heat of reaction may be assumed constant) 
thus avoiding the extra calculation involved in the case just 
explained. It should be remembered however, that in many 
cases the heat of a reaction at two different temperatures is quite 
different, and that calculations assuming it constant are liable 
to be in error. 

For approximate calculations it is sometimes sufficient to 
calculate the heat of a reaction at each of the two temperatures 
involved in a calculation, assume that the average of these two 
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values is a suflScient representation of Q over the whole range^ 
and employ the simple integrated van't HoflF equation (11). But 
the van't HoflF equation should not be applied over a range of 
temperature such that some of the substances involved are 
vapors at the higher temperature and liquids or solids at the 
lower temperature. Under these conditions the heat of reaction 
Q undergoes a sudden change with temperature which cannot 
be represented by a simple equation. 

Questions 

1. When a mixture of one mol of HCl and 0.48 mols of oxygen is brought 
to equilibrium according to the Deacon process reaction 4HC1 + Oj = 
2H2O + 2CI2 at 386**, it is found that 0.402 mols of chlorine have been 
formed. Calculate the partial pressure of each gas in the equilibrium 
mixture when the total pressure is 1 atmosphere, and calculate the 
equilibrium constant. Ans. K — SO. 

2. From the data of the previous problem, calculate the yield of chlorine 
when a mol of HCl and a mol of oxygen are heated to equilibrium at 386**. 
(Formulate the partial pressures in terms of x, the fraction of HCl oxidized 
to chlorine, and solve the resulting equation by trial). 

8. The equilibrium constant of the Deacon process reaction is 80 at 386^ 
and 296 at 352**. Calculate how much heat is evolved by the reaction per 
mol of chlorine produced. Calculate the equilibrium constant at 419**. 

Ans. K = 33.2. 

4. Potassium cyanide is 3.6 per cent hydrolyzed in 0.1 formal solution at 
50**. Calculate the ionization constant of water at this temperature. The 
ionization constant of hydrocyanic acid is 7 X 10"^®. 

5. Phosgene is 80 per cent dissociated into carbon monoxide and chlorine 
at 550** and 91 per cent dissociated at 600**. Calculate the heat of dissocia- 
tion, and make clear whether heat is evolved or absorbed upon dissociation. 

6. When a mol of hydrogen dissociates at 3,000** absolute, 90,000 cal. of 
heat are absorbed. Calculate the fractional dissociation at 2,200** from the 
fact that at 3,000** hydrogen is 13 per cent dissociated into atoms. Assume 
a constant heat of reaction. 

7. The equilibrium constant of the reaction COj + Hj = CO + HjO is 
1.2 at 886**C. and 1.69 at 986**. Calculate the heat of this reaction, 
assuming it to be constant over the whole temperature range. Prom this 
heat of reaction, calculate the equilibrium constant at 786** or at 1,086**. 
The measured constant at 1,086 is 1.96, and at 786 it is 0.84. 

8. A small amount of phenolphthalein is added to a solution prepared 
by mixing 20 c.c. of 0.1 normal NH4CI with 3 c.c. of 0.1 normal NH4OH. 
Calculate the hydrogen ion concentration in solution, and the fraction of the 
indicator transformed to the pink form. Ki = lO"^**. 

9. A solution 0.1 formal in phosphoric acid is titrated with NaOH, using 
methyl orange as indicator, and the end point is taken when 91 per cent of the 
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^1 indicator shows the alkaline color. The ionizatioa conBtants of H|P0| are 
WKi = 10->, K, = 2 X 10-', K, = 3.6 X 10-". (a) Calculate the hydrogen 

■ ion GOQcentratJoA at the end point, (b) Calculate what fraction of the acid 
V has been converted into NaHiPOj. (c) What fraction has been converted 

■ intoNa,HPO.? 

10. The 0.1 formal HjPO, ia titrated with NaOH, uaing phenolphthalein 
as indicator, and the end point is taken when S per cent of the indicator is 
changed to pink, (o) Calculate (H+), the ratio (HiPOrj/CHPO.-) and the 

ratio (HPOrj/CPO. ) corresponding to this end point. How much NaOH 

(0.10 normal) would be required for the titration? 

11. To 100 c.c. of 0.1 normal sodium acetate at 25° is added 0.244 grama 
of benzoic acid. The ionization constant of acetic acid is 18 X lO"", that 
for benzoic acid is 60 X 10''. Calculate the fraction of base combined 
with each acid at equilibrium. 

13. The equilibrium constant of the reaction 280, = 2S0i + d at 
527° is 15.5 X lO"" and at 627° it is 3,16 X lO"'. Calculate the heat of the 
reaction. Calculate the equilibrium constant at 727°. 

18. To a solution 0.1 formal in KNOi and 0.1 formal in KAc is added an 
equal volume of 0.1 formal HCl. Calculate the concentration of each free 

14. Calculate the hydrolysis of 0.1 formal ammonium formate at 25°. 
16. If a liter of 0.1 formal ammonium formate is added to a liter of 0.1 

formal acetic acid, what fraction of the salt will be converted to NH,Ac7 
What will be the fraction converted to acetate when a liter of each of these 
solutions is added to three liters of water? 

16. At 3,000° (absolute) hydrogen is 13 per cent dissociated into its atoms 
when the total pressure is 1 atm. Calculate the partial pressure ot the 
atoms and of the molecules, and from these pressures calculate the equilib- 
xium constant. Calculate the total pressure at which the degree of dis- 

Bciation would be 10 per cent at 3,000° absolute. 

17. When one gram ot water is placed m a space ot one liter at 450° in 
contact with hquid sulfur the reaction 2H,0 + 3S = 2H,8 + SO, takea 
,^ace. From the value of the eqmhbrium constant given as the average in 

^able 84, calculate the partial pressures of each tubstance at equilibrium. 
Calculate what fraction of the water is con^erted mto hydrogen sulfide. 

18. A mixture of one mol of carbon dioxide and three mols of hydrogen is 
heated at 986° until equilibrium is established. Calculate the partial pres- 
«ure of each gas in the. equiUbrium mixture. The equihbrium constant is 
1.59 for the reaction COj + H, = H,0 + CO. 

19. Sodium phenolate is 5.6 per cent hydrolyzed at 25° in 0.03 formal 
■olution. Calculate the hydrolysis constant and the ionization constant of 
phenol OS an acid. 

20. The sodium salt of mesitol is 13.8 per cent hydrolyzed in 0.03 formal 
■olution. Calculate its ionization constant as an acid. If 0.01 formula 
weight of sodium hydroxide is added to a solution 0,01 formal in phenol and 
0,01 formal in mesitol, what fraction of each acid wiU be neutralized ? 



CHAPTER IX 
HETEROGENEOUS EQUILIBRinM 

We have so far considered equilibrium in a single phase, either 
gas or solution. In many eases, the equilibrium conditions in a 
given phase are closely related to those in another phase; often 
they are fixed completely by the presence of a solid in excess. 
Thus the concentration of a solution of any given temperature 
when it is in equilibrium with some of the solid solute is deter- 
mined by the solubility of that solute. 

Some examples of two-phase equilibrium have been studied in 
earlier chapters, where a solid present in excess fixed the concen- 
tration or pressure in a gaseous phase or in a solution. The 
partial pressure of a solute above a solution is fixed by its con- 
centration in the solution (Henry's law), the vapor pressure of a 
solution at a fixed temperature is proportional to the mol fraction 
of solvent (Raoult's law), the concentration of solute in one liquid 
phase fixes that in another liquid in equilibrium with it (distri- 
bution law), and the equilibrium between a solution and solid 
solvent is established according to the freezing point laws. This 
chapter is mainly concerned with similar aspects of equilibrium 
when more than one phase is present. 

Solids and Gases. — When gases react with a solid to produce 
other solids and gases, the equilibrium is formulated (after 
writing the chemical reaction) in the same way as for other 
equilibria, except that the partial pressures (or concentrations) 
of solid substances are left out entirely. This is equivalent to 
including all of these partial pressures in the numerical value of 
the equilibrium constant, and allows the formulation of equilibria 
when these partial pressures (sublimation pressures) are not 
capable of determination. Thus in the reaction 

AgsS (solid) + H2 = 2Ag (soUd) + H2S, 

it is not necessary to write 

for the sublimation pressures of these solids are too small for 

256 
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Kcperimental determination. In the presence of each solid, the 
partial pressure of it above the solid is constant so long as the 
temperature remains constant, and we may therefore write 
*-^ = K to represent this equilibrium, where K is the product 

PH. 

of K' and the ratio of two constant sublimation pressures for 
(diver and silver sulfide, i.e., K = K' —5—. Indeed it has not 

PAg 

been established that there is any silver or silver sulfide present 
in the gaseous phase at all, but experiment shows that when sil- 
ver sulfide and hydrogen are brought togetherat any temperature, 
the ratio of the partial pressure of hydrogen sulfide to hydrogen 
Jb constant at equilibrium in the presence of both solids, regard- 

of the quantities of each employed; and that this same ratio 
is established when silver and hydrogen sulfide are brought to- 
gether in any quantity, though the quantities of the two 
mUds remaining may be in any ratio whatever at equilibrium. 

Thus at 476° the ratio of the partial pressure of hydrogen sulfide 
'to hydrogen' is 0.359 at equilibrium, provided both solid substances 

present. It is important to remember that the equiHbrium 
retio Phis/Phi = K, while it docs not contain any written 
reference to silver or silver sulfide, refers only to the equilibrium 
between these two solids and the two gases. If a mol of silver 
sulfide were put into contact with ten mols of hydrogen, there 
would be formed one mol of hydrogen sulfide and nine of hydrogen 
"Would remain, but no silver sulfide would be present. This con- 
dition is one of true chemical equilibrium, but it is not the equilib- 
rium to which the constant ratio of hydrogen sulfide to hydro- 
gen applies. The limiting ratio of the two substances in order to 
establish this equilibrium is one mol of hydrogen to 0,264 mols 
<rf silver sulfide, for by reaction this would produce 0.264 
Inols of hydrogen sulfide and 1 — 0.264 or 0.736 mols of hydrogen 
would remain. These mol fractions in the gas mixture are in the 
Jatio 0.359, and any quantity of silver sulfide greater than 0.264 
formula weights per mol of hydrogen would therefore sufiice to 
^establish equilibrium with all four substances present. Any 
smaller quantity of silver sulfide per mol of hydrogen would be 
completely reduced without raising the ratio Ph.s/phi to the 
' Keyea and Felaing, /. .4m. Ckem. Soc, 43, 246 (1920). 
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equilibrium value for this temperature. Similarly, the least 
quantity of hydrogen which would suffice to reduce completely one 
formula weight of silver sulfide at 476° is one mol for the actual 
chemical process plus (1/0.359 = 2.79) mols to maintain the 
equilibriiun ratio, or a total of 3.79 mols. If a smaller quantity 
of hydrogen reacts upon a formula weight of silver sulfide, equilib- 
rium is established in the gaseous phase before all of the sulfide 
is reduced; if a larger quantity of hydrogen is employed, complete 
reaction takes place without forming enough hydrogen sulfide to 
produce the equilibrium ratio of partial pressures. 

As with homogeneous equilibriiun, that in which several phases 
are involved changes with the temperature. In the example just 
considered, the ratio of hydrogen sulfide to hydrogen at equilib- 
rium is as follows: 

Table 91. — EgmLiBRiuM Constants at Different TESiPERATURES 



Absolute 
temperature 


Centigrade 
temperature 


Equilibrium 
constant 


749 
811 
890 


476 
518 
617 


0.359 
0.325 
0.278 



The van't HoflF equation may be applied to heterogeneous equilib- 
ria in the same way as to reactions taking place in a single phase, 
to calculate the equilibrium at one temperature from that at 
another when the heat of reaction is known, or to calculate the 
reaction heat from equilibrium constants at two different tem- 
peratures. Thus, to calculate the heat of reaction. 



2.303 logf.^(i;-i-_) 



And by substituting 0.359 for Ki and 476 + 273 for Ti; 0.278 for 
K2 and 617 + 273 for Ta, we find that -Q = -2,410 cal., or 

AgaS (solid) + H2 = 2Ag (solid) + HjS + 2,410 cal. 

Dissociation Pressures. — When a solid decomposes to form 
another solid and a gas, the equilibrium constant of the reaction 
is the pressure of the gas. Thus for the reaction 

CaCOs (solid) = CaO (solid) + CO2, 

the equilibrium expression is pcoi = K. 
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In many cases a solid upon decomposition forma two or 
more gases; for example 

NHiBr (solid) = NH, + HBr + NH^Br 
for which the mass-action expression is pna.-PHBr = ^- As 
usual, the partial pressure of ammonium bromide is included 
Id the value of K for the temperature in question. In some 
oases, such as ammonium hydrogen sulfide, NH,HS, complete 
.dissociation occurs in the vapor phase, in which case each partial 
pressure is half of the total dissociation pressure. In cases such 
as that of ammonium bromide, dissociation is incomplete, and 
the extent of this dissociation must be determined from vapor 
density measurements or in some other suitable way. From 
the change of equilibrium with temperature the heat effect of 
the reaction can be computed in the same way as for homogene- 
ous equilibrium. The heat effect so computed is the heat of the 


effect which would be observed if a formula weight of solid salt 
at the temperature in question were allowed to undergo the 
incomplete reaction corresponding to equilibrium. This same 
statement of course applies to any change of equilibrium with 
temperature computed from the van't Hoff equation. Table 
62 shows some experimental results. It will be noted that the 
equilibrium constant changes rapidly as the temperature increases. 

Table 92. — Dissociation PnEsauRES of Ammonitjm Bromide 


,„„..„„ 


N&^^^r. 


te.y 


ToUl 


.^^t^U 


K- pNH.pHBr ^H 


320 
330 
340 
350 
360 
370 
380 


28.5 
34.6 
42-0 

49.4 
55.7 
61.0 
62,0 


43.6 
65.5 
94.8 

137,7 

199. 

282.9 

400.5 


100.6 
134.7 
178.8 
236.6 
310.4 
404.8 
625.5 


39.3 
34.9 
30.6 

26.3 
22.0 
17.7 
13.4 


1,200 ^H 
1,765 ^H 
2,440 ^H 

3,100 ^H 

3,840 ^H 


Smilh and Lombard, J. Am. Chem. Soc, 37, 38 (1915). ^H 

Two interesting phenomena are here taking place side by side; ^H 
.an increase in the vapor pressure of solid ammonium bromide, ^H 
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and a tendency toward increased dissociation at higher tempera- 
tures. The former of these effects largely increases the total 
pressure; but an increase of total pressure drives back the dis- 
sociation to such an extent that there is a decrease in fractional 
dissociation of saiurated ammoniiun bromide vapor with increas- 
ing temperatures. For a constant total pressure there would 
be an increased dissociation at higher temperatures, as in the 
case of other dissociation reactions. 

Distribution Between Two Liquids. — ^The case in which a 
solute has the same molecular weight in both solvents has been 
described on page 119, where it was seen that the ratio of the 
concentration in one liquid to that in the other was constant. 
In many cases there is a dissociation into simpler molecules 
upon passage from one solvent to another, and the simple dis- 
tribution ratio does not apply. For example, benzoic acid 
exists in water as single molecules which are not ionized to any 
great extent, and in benzene it is almost entirely associated into 
double molecules, (C6H6COOH)2. Passage from one phase to 
the other is attended by a chemical reaction, the equation for 
which is 

2 CeHsCOOH = (C6H6COOH)2; 

accordingly the equilibrium is shown by the relation 

O benzol 



C' 



= K. 



water 



The following table shows that this method of formulation 



Table 93. — Distribution op Benzoic Acid Between Water and Ben- 
zene AT 20° 



Molal concentration 








c^/c^ 


C,/CJ^ 






in water 


in benzene 






0.0075 


0.0084 


1.12 


150 


0.0093 


0.0131 


1.41 


152 


0.0125 


0.0239 


1.92 


154 


0.0167 


0.0437 


2.62 


153 


0.0210 


0.0651 


3.10 


148 


0.0327 


0.165 


5.05 


154 


0.0429 


0.295 


6.90 
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r represents the facts as determined by experiment, while the 
simple distribution law docs not hold even approximately. 
A similar behavior is shown by most organic acids when 
distributed between water and hydrocarbons. For example, 
when picric, acid is distributed between water and toluene,' 
the ratio of concentrations changes from 6.6 to 14.9; but the 
equilibrium ratio as formulated between, the concentration in 
toluene and the square of the concentration in water leads to a 
more satisfactory constant. 

There are other cases in which the distribution ratio changes 
with the concentration of distributed solute which cannot be 
explained by simple association in one phase or the other; they 
must be added to the long list of unexplained phenomena in 
connection with solutions which are set down as "deviations 
from the laws of ideal solutes," and which should be called 
;failure of the laws of ideal solutions. In such cases, the eoneen- 
'tration in one phase may be plotted against that in the 
Becond phase from several points determined by experiment, 
and this empirical curve may then be used in determining other 
concentrations in one phase when that in the second phase is 
known. 

Solids and Dissolved Substances. — The simplest case of 
equilibrium between a solid and a dissolved substance is that of 
a> saturated solution of a substance which does not ionize upon 
iflolution, the concentration of which solution depends upon the 
-temperature alone. For a given temperature the equilibrium 
iGxpression is C = iC, where C is the concentration of the sub- 
stance. From the solubihty at two temperatures not too far 
apart the heat of solution into the saturated solution may be 
calculated from van't Hoff's equation. This will not be the 
heat effect of solution of a raol of the substance in a large quantity 
of water unless its heat of dilution is very small. The equihb- 
rium reaction is the passage of molecules of the solute from the 
BoUd state into saturated solution, and a calculation of the heat 
of reaction from equihbrium constants can only give the heat 
effect corresponding to the reaction which actually occurs. The 
heat effect so obtained, plus the heat effect of adding this satu- 
rated solution to a large quantity of water is equal to the heat 
BerichU, ST, 4,746 CI904). 
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effect of adding the same quantity of solid to a large quantity 
of water in the first place. (Law of constant heat summation.) 

When a slightly ionized substance such as benzoic acid is in 
equilibrium with its solid phase, the concentration of non- 
ionized molecules in the solution is constant. According to 
the mass-action law, the expression (H"*')(Bz"")/(HBz) = if is 
also true for all solutions containing these ions and molecules, 
where HBz is benzoic acid, and Bz is benzoate ion. Upon clear- 
ing this expression of fractions, we have (H"*')(Bz~) = if (HBz) = 
const. This is a statement of the law of solubility product, 
which says that in a saturated solution the product of the ion 
concentrations is a constant for a simple binary electrolyte, i.e., 
one which gives one positive ion and one negative ion upon 
ionization. According to this law, the addition of a little nitric 
acid or hydrochloric acid to a solution saturated with benzoic 
acid should decrease the concentration of benzoate ions in 
solution, by forcing them to combine with hydrogen ions and 
form non-ionized molecules, and cause precipitation of the 
benzoic acid formed. But as benzoic acid in its saturated solu- 
tion (0.026 formal) is only 4 per cent ionized, removal of practi- 
cally all of its ions would decrease the solubility only 4 per 
cent. The acid would have no effect on the concentration of 
non-ionized molecules, hence only a small precipitation results 
from the addition of a strong acid in moderate amount, though 
the concentration of benzoate ions may be reduced to a him- 
dredth of its former value. A small quantity of sodium benzoate 
would also produce this effect; it would greatly decrease the 
hydrogen-ion concentration, but produce only a small effect on 
the total quantity of benzoic acid in solution. 

Solubility Product for Ionized Substances. — While the law 
of mass action does not apply to the ionization of strong acids 
and bases and salts, experiment shows that the ion-concentra- 
tion product or solubility product is nearly constant for many 
slightly soluble salts. Highly soluble salts deviate considerably 
from the law of solubility product, in much the same way that 
these concentrated solutions deviate from the other simple laws 
of solutions. In accordance with the convention already 
adopted, the concentrations of non-ionized molecules of largely 
ionized substances are not included in equilibrium expressions, 
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and the concentration of the ions is calculated from the total 
Bait concentration and the fractional ionization as derived from 
conductivity ratios or from freezing point depressions. When 
silver acetate is dissolved in water, the reaction is AgAc (solid) = 
Ag+ + Ac"" + AgAc (dissolved molecules); and the oquilibriuna 
expression is {Ag+)(Ac-) = K, As this salt ia highly ionized, 
addition of any ionized acetate to the solution decreases the 
solubility, since a large increase in the acetate-ion concentration 
must be attended by a corresponding decrease in the silver- 
ion concentration. This decrease is brought about through their 
combination with acetate ions, followed by precipitation. Table 
94 shows the effect of sodium acetate upon the solubility of 
silver acetate. It will be observed that solubility product is 
fairly constant. It should not be inferred from the constant 



Table 94. — Solubility 


OF Silver Acetate at 16° 


BIS: 


"Sr 


(Ac-) 


SxsSSf. 


sceUte 


Snluhility 


0.000 
0.061 

o.iig 

0,239 


0.758 
0.708 


0-0731 
0-107 
0.174 


0.0603 
0.0392 
0-0280 
0.0208 


0.708 
0.645 
0,597 
0.523 


18.2 X 10-' 
18.5 X 10-' 
17.9 X 10-' 
18-8 X 10-* 



StieglitK, J. Am. Chem. Soc, 30, 946 (1908). 
Value of the solubility product that there ia a constant con- 
TOntration of silver acetate molecules in solution. This cannot 
be true unless the law of mass action applies to silver acetate, 
for if (Ag+)(Ac-) is constant and (AgAc) is constant, their 
quotient is also constant. As a matter of fact the concentration 
of non-ionized moleciales decreases when either sodium acetate 
or silver nitrate is added to the solution. 

The solubility of thallium chloride in the presence of chlorides 
and of other thallium salts is shown in Table 95, where the 
concentration of nou-ionizcd thallium chloride molecules in each 
solution is seen to change with the total salt concentration. 
Thus, while the solubility product is fairly constant, the salt 
does not conform to the mass-action law, and the concentration 
non-ionized molecules in equilibrium with soUd thallium 
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chloride is not constant. The explanation for this effect is not 
known. 

Table 95. — Solubility op Thallous Chloride at 25® in the Pbesence 
OF Added Potassium Chloride or Added Thallous Nitratb 

(Concentrations in mols per thousand liters) 



Concentration 












added salt 


Solubility 


(T1+) 


(C1-) 


(TlCl) 


(T1+)(C1-) 


TINO, 


KCl 


^K 





• • • 


16.07 


14.32 


14.32 


1.755 


204.9 


25 


• • ■ 


8.80 

• 


29.17 


7.405 


1.395 


216.0 


50 


• • • 


6.24 


46.87 


4.99 


1.248 


233.9 


100 


• • • 


4.22 


82.05 


3.13 


1.093 


256.8 


• • • 


25 


8.69 


7.30 


29.88 


1.390 


218.1 


• • • 


50 


5.90 


4.70 


48.85 


1.204 


229.6 


• • • 


100 


3.96 


2.90 


88.40 


1.061 


256.3 


• • • 


200 


2.68 


1.74 


166.5 


0.94 


290.0 



The data are quoted from Bray, J, Am. Chem, Soc, 33, 1,674 (1911). 

It will be seen from this table that equivalent solutions of a 
chloride and a thallous salt produce about the same decrease in 
solubility. Thus, a normal solution of one chloride has about 
the same effect as a normal solution of another chloride. This 
is better shown by the following table. 

Table 96. — Solubility op Thallous Chloride in the Presence op an 

Added Salt 

(Equivalents per 1,000 liters) 



Concentra- 


Solubility in the presence of 


added salt 


HCl 


KCl 


BaCla 


TlNOi 


TlfS04 


25 


8.66 


8.69 


8.98 


8.80 


8.9 


50 


5.83 


5.90 


6.18 


6.24 


6.77 


100 


3.83 


3.96 


4.16 


4.22 


4.68 


200 


2.53 


2.68 


2.82 


• • • • 


• • • • 



Reactions between Solids and Dissolved Substances. — 

Equilibrium between ferrous carbonate and dissolved carbon 
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dioxide has been studied' and found to give a satiafaotory equilib- 
rium constant. The concentration of the ions of the ferrous 
bicarbonate is taken into consideration, and the concentration of 
ferrous carbonate is left out of the equilibrium expression. The 
chemical equation is 

FeCOsCsolid) + HjCO, = FelHCOs)^, 
and the equilibrium expression is 

(Fe++)(HCO.-)' _ .^ 
(HsCOa) 
Let S denote the solubility of ferrous salt in the carbonic acid 
solutions, i.e., its molal concentration in carbonic acid solution 
in equilibrium with solid ferrous carbonate, as determined by 
titration of a portion of the saturated solution, and let y be the 
fractional ionization; then the molal concentration of ferrous ion 
will be Sy, and that of bicarbonate ions will be twice as great, 
or 2Sy. The ionization of carbonic acid is alight, and in the 
presence of dissolved ferrous bicarbonate, which is highly ionized, 
may be neglected entirely in the calculation. Table 97 shows the 
results of experiments at 30°, where the equilibrium constant is 

St(2St)! 

(HjCOb) 
In calculating the carbonic acid concentration in the denominator, 
that acid which reacted with ferrous carbonate was deducted 
from the total carbonic acid present. 



Tablb 97. — SoLUBH.n 



f Fekroub Cabbonatb in Carbonated Water 



MoM coDcen 


trationa at 30° 


lonizstioQ of 
Fe(HCO,), 


Equilibrium 


H.CO, 


FeCO, 


constant A" 


0.1985 


0,00256 


0.909 


6.35 X 10-" 


0.2327 


0,00274 


0.907 


6.60 


0.3116 


0.00304 


0-902 


fi.60 


0.3294 


0,00311 


0.900 


6.72 


0.4046 


0.00332 


0.S96 


6.53 


0.6600 


0.00402 


0,884 


6.80 


0.7600 


0,00434 


0.878 


(7.30) 



' Smith, J. Am. Chem. Soc., 40, 87S (1S18). 
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The equilibrium constant is seen to increase slightly at higher 
concentrations, which is in accord with the behavior of most mass- 
action expressions involving ionized solutes. The pressure 
necessary to produce a concentration of carbonic acid such as 
that in the last line of the table is about 25 atmospheres. 

It is interesting to note the various other equilibria which also 
exist in this system. When a system is in equilibrium, it must 
be so as regards all of its parts. Here the solution is saturated 
with the slightly soluble substance ferrous carbonate, and the 
solubility product must therefore be maintained; since there are 
carbonate and bicarbonate ions in the presence of carbonic acid, 
the dissociation relations required of this substance by the mass 
law must also be maintained. These various equilibria may be 
expressed by the following chemical equations and their corre- 
sponding mass-action expressions: 

H2CO3 = H+ + HCOa- Ki = (H+)(HC08~)/(H2CO») 
HCO3- = H+ + COs— K2 = (H+)(C08-)/(HC0,-) 
FeCOa (solid) = Fe"H- + CO,— Kz = (Fe"H-)(C08— ). 

If now we multiply together the equations for Ki and Kz^ and 
divide this product by K2 we have 

(Fe->-^)(HC08-)^ « KiKz ^ ^ 
(H2CO3) iC2 " ' 

which is seen to be the equilibrium constant first written for 
this reaction. K is known from experiment, the dissociation 
constants Ki and K2 for carbonic acid at 30° are 3.7 X 10~^ and 
4.9 X 10"^^ respectively, whence the solubility product for 
ferrous carbonate is 34.5 X 10~^^. The solubility in pure water, 
in mols per liter, is the square root of this number, or 5.8 X 10~*. 
This solubility product was of course derived from experiments 
in the presence of excess carbonic acid, and there was on that 
account no hydrolysis of the ferrous carbonate. The solubility 
of 5.8 X 10~® mols per liter holds only under the assumption for 
which it was derived, namely in the absence of any hydrolysis. 
The above example is typical of a simple investigation of 
chemical equilibrium, and illustrates the way in which various 
equilibrium constants may be combined to give the desired con- 
stant governing the equilibrium imder consideration. 
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CoDversion of One Solid into Another. — A familiar example is 
the conversion of barium sulfate into barium carbonate by 
boiling it with sodium carbonate aolution in excess. The reaction 
is 

BaSOi (solid) + NaaCOs = BaCO, (soUd) + NauSO,, 
and the corresponding mass-action expression is 

(SO— )/{C03— ) = K. 
ifiince the solution is saturated with both solids, the eolubihty 
product for each must be satisfied, i.e., (Ba++) (SO4 — ) = At 
and (Ba++)(C03 — ) = ki. When pure water is saturated with 
BaSOi, the concentration of each ion is 1817, where jSi is the 
formal solubility and ■>■ is the fractional ionization; hence ki is 
Si't', and since the aolution is so dilute that ionization is essen- 
tially complete, fci is practically &\; similarly, kt for BaCOa is 
fij*. These values are 

(Ba+^)(C03— ) = 25 X lO""" and (Ba++)(SO— ) = I0-'« 
for 20°, and upon dividing the second of these by the first we 
iObtain a'value for the equilibrium constant K, 
(SO.--) _S,'_,^ _ 

(co?=j - &■ - *»= - °-°*' 

aince the solubility of barium carbonate is five times that of 
ithe sulfate. In any solution in equilibrium with both barium 
.Bolfate and barium carbonate, the carbonate ion concentration 
Inust be 25 times the sulfate ion concentration. Therefore for 
|he complete conversion of a formula weight of sulfate to carbon- 
ate there will be required a formula weight of sodium carbonate 
for the chemical reaction, and 25 formula weights of sodium 
carbonate to maintain the equihbrium ratio. This statement 
does not, of course, apply to a carbonate fusion of barium sulfate, 
for there the sodium carbonate is the solvent as well as the 
solute; but it does apply to aqueous solutions. This calculation 
has been made for 20°, but no smaller quantity of sodium carbon- 
ite could be used in a boiling solution safely, since the solution 
cooled while filtering. 

Suppose 2.33 grams (0.01 formula weight) of barium sulfate 
shaken a long time with 100 c.c. of 1 formal soda solution, 
rhich contains 0.1 formula weight of sodium carbonate. Let 
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X be the mols of sodium carbonate remaining in solution at 
equilibriimi, then (0.1 — x) mols of sodium sulfate are in solution, 
and (0.1 — x)/x = 0.04, whence x = 0.0962 mols of sodimn 
carbonate remaining. Then 0.0038 mols of sodium carbonate 
have reacted, forming 0.0038 mols of barium carbonate, and 
leaving 0.0062 mols of barium sulfate unchanged. It is clear 
that too little soda solution has been used. As stated above, the 
minimum quantity required is 26 times the mols of barimn 
sulfate to be converted to carbonate, or 260 c.c. of formal sodimn 
carbonate solution. Any quantity of this solution greater than 
260 c.c. will therefore convert the sulfate completely to carbonate. 
Experiments of this kind may be used to determine the solubility 
product of one salt when that of another is known, since the 
equilibrium constant is the ratio of the two solubility products. 
Silver reacts with ferric salts, forming ferrous salts and silver 
salts. The reaction is 

Ag (solid) + Fe(N08)8 = AgNOa +Fe(NO,),, 
and the equilibrium expression is^ 

^^S>^ = X = 0.128 at 25». 

(Fe+++) 

From this value of K it may be seen that imless the silver ion 
concentration is very small, complete reduction of ferric nitrate 
to ferrous nitrate will not take place. For example, suppose 
0.2 formal ferric nitrate to be shaken with an excess of silver 
until equilibrium is reached. If x is the ferrous ion concentra- 
tion, (0.2 — x) is the ferric ion concentration, and x is the silver 
ion concentration, since the chemical equation shows that a silver 
ion is formed for each ferrous ion. Assuming substantially 

x^ 
equal ionization of the salts, we have ^^ ^ _ — T ~ 0.128, whence 

X is 0.132, the concentration of ferrous salt, and the ferric salt 
concentration is 0.068. This shows that only two-thirds of the 
ferric salt has been reduced. If some salt i^ added which 
precipitates silver ions as soon as formed, and which does not 
react with the iron salts, then in the presence of solid silver 
the ferric salt concentration must be very small compared to 
1 Noyes and Brann, J. Am, Chem, Soc, 34, 1,016 (1912), 
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the ferrous salt concentration, or in other words, reduction 
IB substantially complete. Addition of a thiocyanate serves 
this purpose,' and by this means iron may be reduced for titra- 
tion, the tliiocyanate furnishing at the same time an indicator 
for complete reduction. The excess thiocyanate is removed by 
adding silver nitrate solution just before the titration. 

Another reaction of this type is that between lead perchlo- 
rate and metallic tin,^ according to the equation 

Sn (solid) + Pb(aO,)2 = Sn(ClO02 + Pb (sohd) 
forwhichiC = (8n-'~'-)/(Pb"'^-). The experimental results for 25° 
are as follows : 



Table 98 


-E<jmWBR10M 


Between Tin 


AND Lead Pbbcklorate 


Molal concen 


tration of solu- 


Equilibrium 


oncentrations 




tion at start of experiment 


mola per liter 


^ - (Pb-) 


Tin 


Lead 


Si.-t-+ 


Pb+* 




perchlorate 




0.094 




0,0704 


0.0233 


3.02 


0.050 




0,0393 


0,0123 


3.19 


0.050 




0.0413 


0.0133 


3,14 




0.096 


0.0716 


0.0237 


3.04 




0.060 


0.0457 


0.0148 


3-08 




0.050 


0,036ff 


0.0119 


3.11 


0.038 


0.019 


0.0428 


0.0145 


2.96 


0.051 


0.037 


0.0697 


0.0239 


2.92 


0,066 


0.027 


0,0692 


0.0235 


2.95 


0.086 


0.024 


0.0821 


0,0275 


2.98 



In some eases the starting solution contained lead perchlorate 
alone, or tin perchlorate alone, in other cases both percblorates 
were present in solution; excess of both solid metals was always 
used. These solutions were shaken at 25° with solid tin and 
solid lead until they had reached equilibrium. As shown by the 
value of K in the last column of the table, the ratio of tin salt 
to lead salt at equilibrium is about 3.0, whether the reaction 
proceeded in one direction or the other, and regardless of the 
relative quantities of tin perchlorate and lead perchlorate in 
' Edgar and Kemp. J. Am. Chem. Soc, 40, 777 (1918). 
Noyes and Toabe, J. Am. Chem. Soc, 39, 1,537 (1917). 
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solution at the start of an experiment. This is a strong con- 
firmation of the principles involved in equilibrium formulations. 

It is necessary that the solid phases present be those written 
in the equation however. The equilibrium ratio does not apply 
unless both solids are present, and quite another constant may 
be obtained if some solid forms which does not appear in the 
chemical equation. 

Thus, we should formulate the equilibrium expression for the 
reaction 

CaS04 (soHd) + NaaCOs = CaCOa (solid) + NajSO* 

in the usual way, 

(SO-) ^ J. ^Sl_ 2.3 X 10-^ « 7 V 104 
(C0»~) Si' 3 X 10-» ^ 

from' which the sulfate ion concentration at equilibrium is seventy 
thousand times the carbonate ion concentration. Direct experi- 
ment^ gives quite another value however, owing to the fact that at 
equilibrium the solid phases present are not calcium carbonate 
and calcium sulfate. A solid, gaylussite, of the composition 
CaCO3.Na2CO3.5H2O, forms, and therefore the equilibrium ratio 
does not conform to that formulated above on an incorrect 
assumption as to the nature of the solids present. According 
to experiment, the ratio of sulfate to carbonate is 19 in these 
solutions. But when the solids present are those shown by the 
chemical equation, substantial agreement is obtained between 
calculated concentration ratios and those based on experiments. 
Phase Diagrams^ (Pressure-temperature Diagrams). — ^Many 
substances form, in addition to a vapor and a liquid, two or more 
solid phases. These solids are of different crystalline form, 
solubility, and physical properties, but they have the same 
chemical composition. ''Grey" tin and "white" tin, rhombic 
and monoclinic sulfur, red phosphorous and white phosphorus, 
are familiar from elementary chemical study; the several modi- 
fications of ice produced under high pressure are perhaps less 
well known. Diagrams showing the temperature and pressure 

1 Herz, Z. am/rg. Chem., 71, 206 (1911). 

* Many other phase diagrams will be found on pages 611-697 of LandoU- 
Bdm8tein*8 Tables; and in Hall and Williams' "Microscopic Analysis'." 
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corresponding to the existence of various single phases, pairs 
of phases, etc., are commonly called phase diagrams. Any single 
phase in a system composed of only one chemical substance may 
exist throughout a certain temperature range and under a variety 
of pressures; two phases co-exist at a certain definite pressure 
for each temperature, and cannot exist at any other pressure at 
this temperature; when three phases are present at equiUbrium 
in a, system of one chemical substance, neither the temperature 
or pressure can be varied. For example, liquid water may exist 
imder any pressure greater than its vapor pressure, and any 
temperature above the freezing point and below the boiling point 
corresponding to the pressure imposed, but liquid water and 
water vapor exist at any chosen temperature only under the vapor 
pressure. If at 100° the external pressure is maintained at 
less than 1 atmosphere, no liquid water condenses; if the 
pressure is made greater than 1 atmosphere, all of the vapor 
condenses. Only when the pressure is exactly 1 atmosphere 
can liquid water and water vapor exist at 100". Under these 
conditions however, the two phases can exist at equilibrium in 
any relative quantities whatever; a drop of liquid in contact 
with a large volume of vapor, or a single bubble of vapor in 
equilibrium with a large quantity of liquid. 

Only at the freezing point and under the vapor pressure of 
iee can all three phases exist. Thus the presence of three phases 
in a system of one component' fixes both the temperature and the 
pressure. This is therefore an invariant system. A two-phase 
system of one component may exist at one particular pressure 
for each temperature; or at one particular temperature 
for each chosen pressure. Since one condition (pressure or 
temperature) of such a system may be arbitrarily fixed, it is a 
univariant system. A general relation between the number of 
phases, the number of components and the variance of a system 
at equilibrium will be taken up in the next section. 

A simple diagram of this character, describing the phases of 

■ The components of a Bystem are the chemical substances required to 
e each of its phases in whatever quantity they may be present, Thua 
I the substance water is capable of forming all of the phases of this system, 
I but if the system under conaideration is a aolution, water and the salt are 
I Ha components. 
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water, is shown in Fig. 37. The line BDE is a vapor pressure 
line, i.e., a line showing the pressure at which liquid and vapor 
may exist at equiUbrium for every temperature. At 60° the 
vapor pressure is 0.196 atmosphere; accordingly if water at 
60° is acted upon by a greater pressure, all of it remains as hquid, 
if the pressure is reduced below 0.196, liquid vaporizes until the 
equiUbrium pressure is reached or until all of the liquid is 
exhausted. At a lower pressure than 0.196 atmosphere the 
system, water at 60°, consists of vapor only. Hence the line 
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FlQ. 37. — Phase diagram for water. 

BDE is a two-phase line, defining the pressure at which two 
phases co-exist for each temperature on the diagram. The 
temperature at which ice and liquid water exist in equilibrium 
under a pressure of 1 atmosphere is defined as 0° on the Centi- 
grade scale; but since the vapor pressure of ice at 0° is only 
0.006 atmosphere, this is not the temperature at which all three 
phases exist. A3 calculated on page 94 the melting point of ice 
is lowered 0.0076° for each atmosphere increase of pressure; 
hence at 0.006 atmosphere the equilibrium temperature is essen- 
tially +0.0076°, and this is the three-phase temperature or 
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triple point. The pressure at the triple pointi30.006atmosphere, 
which is the vapor pressure of both ice and water at 0.0076°, since 
they are in equilibrium with each other at this temperature. 
The slight effect of pressure upon the melting point of ice (i.e., 
the equilibrium between solid and liquid) is shown by the slope | 
of the line BC of Fig. 37 to the left. 

A consideration of the phases of urethane' will further illus- 
trate phase diagrams. It forms a vapor, a liquid, and three 
difEerent solid phases, which we may designate by I, II, and III. 
On account of the high pressures involved in the formation of III-, 
the vapor field does not show in the diagram. As urethane boils 
at 180°, the vapor field would occupy only a very small area at 
the bottom of the diagram, corresponding to vapor pressures of 
less than 1 atmosphere for the temperature range shown. The 
position of this vapor field is indicated in Fig. 38, showing the 
pressures and temperatures at which each of the other phases 
exists. 

Between 52 and 70° equilibrium between liquid and solid I is 
shown by the line ab. It will be noted that this line slopes in 
the opposite direction to the liquid-solid line for water, indicating 
that an increase of pressure raises the melting point. As increase 
of pressure always results in the formation of a more dense sub- 
stance; solid I is more dense than liquid, and will sink in it. At 
70° and 2,200 atmospheres {b) there is a change in the character 
of the solid phase, and during transition from I to II there are 
three phases present. This is therefore an invariant point, and 
neither temperature or pressure can change until some phase 
disappears. Which one will be exhausted first depends upon the 
conditions of experiment. If heat is added to the system, and 
such a pressure is maintained that liquid is always present, phase 
I disappears, and the equilibrium between H and liquid is shown 
by the line be. The point c corresponds to another triple point 
involving the liquid phase; point d is the triple point of all three 
solids. From experimental determinations of the pressure and 
temperature of these three triple points, together with the 
transition pressure of I to III at 0°, the melting point of I at I 
atmosphere, and the melting point of III at 8,000 atmospheres, 

'Bridgman, Ftoc. Amer. Acad., 62, 67 U916); Proc. Nat. Acad., 1, 513 
(1915). 
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the diagram of Fig. 38 has been constructed. Point a is 52° and 
1 atmoepbere, 6 is 70° and 2,200 atmospheres, c is 80° and 4,100 
atmospheres, d is 25° and 3,400 atmospheres, e is 0° and 3,000 
atmospheres, / is 120° and 8,000 atmospheres. 
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FiQ. 3S. — Phase diagTain for urethane. 

Suppose a quantity of urethane to be kept at 60° while (through 
the steady motion of a piston in a cylinder containing it) its 
volume la slowly decreased. As the melting point is 52°, the 
system consists of a liquid at the start; a one-phase, one-compo- 
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nent system may exist under various temperatures and pressures,.' 
but we have fixed arbitrarily upon a temperature of 60°. The| 
system remains liquid as the volume of it decreases until a pres- 
sure of about 900 atmospheres is reached, that is, a point on the 
line ab. Here phase I appears, and until all of the liquid is 
changed to it we have a two-phase system at a fixed temperature. 
Hence the pressure will remain constant while the volume 
decreases to that of the solid alone. As heat is evolved during 
the solidification, it must be removed from the system in order 
to keep it at 60°. Finally, all of the liquid changes to solid 1, 
and a further movement by the piston causes an increase of pres- 
sure in the system. When a pressure of 2,500 atmoepheros is 
reached (line bd), I changes to II at a constant temperature and ' 
pressure, with a further decrease in volume. Then II is com- | 
pressed until the pressure reaches about 3,800 atmospheres (line | 
dc), where it changes to III. Further decrease in volume does ] 
not cause the appearance of any new phases. 

Let us consider another case, a steady heating under constant I 
pressure. When this takes place under a pressure of 1 atmoB- I 
phere, melting occurs at 52°, vaporization at 180°, and no other I 
phases are formed. Suppose we start with urcthane at 0° and a ' 
pressure of 3,200 atmospheres. Reference to Fig. 38 will show 
that the system is solid III under these conditions. If the pres- 
sure is maintained at 3,200 atmospheres by suitable motion of 
the piston confining it, and heat is added slowly, no phase change 
occurs until about 10°. Here heat will be absorbed while solid 
III is changed at a constant temperature to solid I. It will be 
noted that addition of heat at this point (on the line erf) does not 
cause a rise of temperature but causes the transition of III to I. 
As is always the case, a phase stable at high temperatures is 
formed from one stable at a lower temperature with the absorjv 
tion of heat. During transition both phases are present atafixed | 
pressure, hence the temperature cannot change until one phase 
is exhausted. When all of III has changed to I, further addition 
of heat raises the temperature steadily until about 30°, where I 
changes to II with the absorption of heat, in the manner just 
explained. Phase II is stable at 3,200 atmospheres from 30° to 
75°, where it melts with the absorption of heat, as in the case of | 
all melting solids. 
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Heat Effects of Phase Changes. — The Claiisiiis-Clape3rron 
equation can be used to calculate the heat absorbed during any 
of these phase changes, when the change of the transition point 
with pressure is known, or when it can be read oflf from a phase 
diagram. If At; is the increase in volume attending transition of 
a gram of substance from one phase to another at the temperature 
r, and if djp/dT is the change in transition pressure in atmos- 
pheres per degree, the heat quantity L will be in cubic centimeter- 
atmospheres absorbed per gram. These units may be converted 
to calories by dividing by 41.24. 

Gibbs' Phase Rule. — Before giving the general statement of 
phase equilibrium known as Gibbs' ''phase rule," it will be 
necessary to define again the terms in it. The phases of a system 
are its homogeneous parts which are separated from one another 
by definite physical boundaries; thus there may be in a system 
only one gaseous phase, for all gases mix with one another in all 
proportions; a solution is one phase, but two liquid layers (such 
as water and benzene) constitute two separate phases, and each 
crystalline substance present is a separate phase. The com- 
ponents of a system are the chemical substances necessary to 
form all of its phases in any relative quantities. For example, 
one system composed of lime, calcium carbonate, and carbon 
dioxide may be made from a single substance, calcium carbonate. 
But it is possible for these three phases to exist together when the 
amount of lime is not chemically equivalent to the carbon dioxide 
present. Since all three substances may be formed in any desired 
quantity from lime and carbon dioxide, these two substances may 
be called the components of the system. It would serve equally 
well to designate the components as lime and calcium carbonate, 
for by adding or removing these two substances any desired 
quantity of each phase could be brought into a system. This is 
then a two-component system. The degree of freedom of asyistem, 
also called the variance of it, is the number of external conditions 
which maybe arbitrarily fixed; the only conditions commonly con- 
sidered are the temperature and pressure of the system as a whole. 

Denoting by P the number of phases in a system, by C the 
number of components, and by V the variance, Gibbs' rule is 
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This is a qualitative law limiting the number of phaaes which may 
exist together at equilibrium in a system. It tells nothing what- 
ever as to what phases exist, but only the number whith exist 
under specified conditions. Let us consider the system CaO, 
COa, CaCOa, which is a two-component system, since the third 
phase may be made from the first two. When all three phases 
exist, application of Gibbs' equation shows that V = 1. This 
means that all three phases may exist in equilibrium at different 
temperatures provided the pressure is not specified, or at different 
pressures provided the temperature is not specified. Since 
F = 1, either pressure or temperature may be specified, but not 
both. And this freedom is only within certain limits, imposed by 
the chemical properties of the system. Thus we may not 
specify that a system composed of only these substances shall 
exist at 4,000''C., for at that temperature carbon dioxide dissoci- 
ates into carbon monoxide and oxygen to a certain extent, and 
there are other chemical substances present which were not 
present in appreciable quantity at lower temperatures. But 
suppose we say that all three phases of this system shall exist at 
900°, we must adjust the pressure to the dissociation pressure of 
limestone at 900° {760 mm.) ; if we have this three-phase system 
at 800°, the pressure must be the dissociation pressure corre- 
sponding to this temperature (180 mm.). Of course we might 
have specified the pressure of 760 mm., and sought the tem- 
perature at which this dissociation pressure exists. 

Suppose we specify that this system shall be brought to 600" 
and 1 atmosphere, we have taken F = 2; application of the 
equation to determine the number of phases existing under these 
conditions shows that P = 2. Hence some two phases of 
this system can exist together at this temperature and pressure, 
but the phase rule says nothing as to what the phases are. They 
may be lime and calcium carbonate, carbon dioxide and calcium 
carbonate, but not lime and carbon dioxide, for the specified 
pressure is greater than the dissociation pressure of calcium 
carbonate at this temperature. It should be further noted that 
the phase rule gives only the maximum number of phases, and 
that it does not state that one phase may not exist alone at a 
specified temperature; only that there shall not be more than 
two phases. 
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Temperature-Composition Diagrams. — Most experimental 
work is carried out under a pressure of 1 atmosphere. It is 
convenient and instructive to show by diagrams the conditions 
of equilibrium in two-component systems of varying composition 
at different temperatures, when the pressure is maintained 
constant. While these diagrams are sometimes called phase- 
rule diagrams, they are not properly mere applications of the 
phase rule. This rule is qualitative only; the diagrams show 
quantitatively the conditions of equilibrium in a system. We 
shall consider only two-component systems. In these diagrams 
the abscissae show the composition of the system as a whole, 
ordinates show temperature variations. Certain vertical lines 
in the diagrams therefore correspond to the composition of some 
particular phase of the system. Solubility curves are familiar 
examples of such diagrams; as are also curves showing the 
freezing point of a solution as a function of the composition. 
Such diagrams are of prime importance in the study of alloys, 
which are usually solutions of metals in metals, and which often 
form metallic compounds. Let us consider first a simple 
freezing point-composition diagram for a two component system. 

System: Lithitmi Chloride and Potassitmi Chloride. — Fused 
potassium chloride dissolves lithium chloride, which thereby 
lowers the freezing point of the solution, i.e., the temperature 
at which the liquid is in equilibrium with solid potassium chloride. 
The data are as follows: 

Mol per cent of LiCl 34.3 39.5 42.6 65.8 68.5 

Freezing point 773° 600*^ 652° 527° 385° 361° 

But potassium chloride is soluble in fused lithium chloride also, 
and it lowers the freezing point of lithum chloride. The follow- 
ing are the experimental results: 

Mol per cent lithium chloride 100 64.4 69.4 68.5 

. Freezing point 601° 412° 372° 361° 

When the mol per cent of lithium chloride in solution is 58.5, 
the liquid is in equilibrium with both solid KCl and solid LiCl 
at 361°, this is called the eutectic point. Upon plotting these 
figures in a diagram in which the mol fraction of lithium chloride 
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in the system is shown as abBcieaaB, Fig. 39 results.^ The field 
above abcde is the liquid field; systems of any composition 
consist of liquid solution of one salt in the other at all points 
above this liue. Let iis study the behavior of a solution in 
which the mol fraction of lithium chloride is 0.35, when it ia 
cooled from 700° to 300°; the path of which process is indicated 
by the dot-and-dash line on the figure. At 700° the system 
under a pressure of 1 atmosphere consists of solution alone, 
and it remains liquid until about 600° (point b on the diagram). 
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At this temperature solid potassium chloride begins to separate 
from the melt. The composition o/ the system remains constant, 
but a new phase appears whose composition is shown by the 
left hand margin (i.e., pure potassium chloride); and owing to 
the separation of pure potassium chloride from the melt, the 
mol fraction of lithium chloride in the melt increases; at 500° 
considerable solid potassium chloride will have separated out, 
and the mol fraction of the melt is about 0.45 in lithium chloride, 
> Richarda and Meldrum, J. Am. Chem. Soc, 3B, 1,816 (1917). Similar 
diagrams are obtained for systenis composed of AgCl sJid KCl, BaCl, 
and CaCli, AgCl and RbCI. 
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If heat has been withdrawn from the system at a imiform rate 
of so many calories per minute, the fall of temperature will take 
place more slowly after reaching 6, owing to the heat evolved 
when potassium chloride solidifies. As the cooling proceeds, 
more solid separates, and the composition of the melt is shown 
for each temperature by the line 6c, until at 361° the liquid is 
saturated with both potassium chloride and lithium chloride; 
both salts separate at this point, and the temperature remains 
constant until all liquid disappears. As this is a three-phase 
point at a specified pressure, no further variance is possible in 
the light of the phase rule. 

Let us return to a consideration of the system at 500°, which is 
at the point n in the field ahc. The system contains 0.35 mol 
of lithium chloride to 0.65 of potassium chloride, but one phase 
of the system is pure potassium chloride, hence the other phase 
must be poorer than the system as a whole in this component. 
There is another fact to be derived from the dimensions of the 
diagram; namely that the relative quantities of solid potassium 
chloride and of solution at 500° are to each other as the lengths 
nr and nm. At h the length nr is zero, which means that no 
solid potassium chloride has separated yet; at 400° the length of 
nr is longer in proportion to that of mn, corresponding to a 
further separation of potassium chloride as the temperature is 
lowered. 

We may also designate the phases existing in a system whose 
composition as a whole is shown by the abscissae at any tem- 
perature. In the field above ahcde such a system is liquid 
only; in the field ahc it consists of solid potassium chloride and 
solution of the composition shown along ahc] in eke it consists 
of solid lithium chloride and solution of the composition cde; 
below the line hck, of a mixture of the two solid salts. This 
diagram is typical of all two-component systems if the substances 
mix in all proportions in the liquid state, and provided they do 
not form a compound; it is the simplest type of such diagrams. 

Cooling Curves. — If the temperature of a system undergoing 
cooling at a uniform rate is measured every minute, and a dia- 
gram showing these temperatures against time as abscissae is 
drawn, a curve is obtained in which abrupt changes in slope 
indicate the processes occurring during cooling. In the cooling 
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just discussed, from 700° to 600" there is no process occurring in 
the system which evolves heat except the cooling process. At 
600° solid potassium chloride begins to separate, giving rise to 
more heat, and hence the rate at which the temperature falls is 
slower, though heat ia being withdrawn from the system at a 
constant rate. There will therefore be a break in the slope of the 
curve at this point {1 in Fig. 40). At 361°, where both sohds 
are separating, since this is a three phase point in a two com- 
ponent system under a specified pressure, the temperature re- 
mains constant (2, 3) even though heat is being taken from the 
system; the heat evolved is the latent heat of solidification of 
the component salts. Such a curve is shown in Fig. 40, line A. 




^L weight 
^^B to the 
^B of Fig 



FiQ. 40. — Cooling curvea for the Bystem shown in Fig. 39. 

Line B of Fig. 40 is a cooling curve for a solution of compo- 
sition 0.585, which deposits both sohds at 361°; line C shows a 
cooling curve for a solution containing 80 mol per cent of lithium 
chloride. At the point 6 (520°) sohd hthium chloride begins to 
separate, and the composition of the melt changes along the line 
edc of Fig. 39 as the temperature falls; at point 7 (361°) both 
solids separate, as in cooling the other solutions. For pure 
lithium chloride a coohng curve would have the same form as 
B, with the horizontal portion at 601°, the melting point of the 
pure salt. 

Thermal Analysis. — In any given piece of apparatus the time 
interval during which eutectic is forming is proportional to the 
weight of eutectic; that is, the eutectic weights are proportional 
to the lengths of the horizontal portions of such curves as those 
of Fig. 40. If therefore the lengths of the horizontals for fixed 
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weights of various mixtures are plotted vertically against the 
composition of the system as a whole, a triangle is obtained which 
has its apex over the eutectic composition. This must be so, 
since a solution of the same composition as the eutectic solidifies 
entirely at one temperature. From this plot it is possible to 
analyze an unknown mixture of the two components by deter- 
mining the length of time required to solidify all of its eutectic 
in the standard apparatus. Knowing then the weight of system 
taken, we may calculate from the weight of eutectic the percen- 
tage of each component. It is necessary to determine in some 
other way whether the given sample lies on the right or left hand 
side of the eutectic ; but this is usually known, or may be estimated 
from specific gravity or some other easily determined property. 

Two -Component System in which a CompouDd Fonns. — If 
the two components of a system mix in all proportions in the 
liquid state, but form a solid compound, a diagram of somewhat 
different character shows the phase equilibrium. Each compo- 
nent dissolves in the compound to lower its freezing point; and the 
compound dissolves in each pure component to lower its freezing 
point. Let us build up such a diagram from the corresponding 
cooling curves for the system magnesium and tin. It will be seen 
from Table 99 that the compound formed contains 71 per cent of 

Table 99. — System: Magnesium and tin 



Weight per cent of tin in 
the system 



20 



30 



50 



60 



71 



80 



90 



97 



100 



First break in cooling curve 
Horizontal portion of cool- 
ing curve 



650* 
650* 



610' 



665' 



n.Qti.o 



585 



565« 



675" 



565« 



760" 



565< 



785< 



786' 



700" 



210' 



400« 



210* 



210* 



210* 



232* 



232* 



71 29 

tin by weight, or ttq = 0.59 atomic weights of tin to ^r^ = 1.18 

of magnesium; that is SnMg2, and that it melts at 785°. Further, 
the eutectic formed of pure tin and compound solidifies at 565° 
and that composed of compound and magnesium solidifies at 
210°. Our diagram will consist of two portions, each similar to 
Fig. 39. The composition of the second eutectic is shown by the 
97 per cent solution solidifying all at one temperature; that of the 
other eutectic is not given, but may be obtained as shown below. 
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Inserting the known points on a diagram and connecting with 
lines, we obtain the diagram of Fig. 41, and by extending the 
freezing curves smoothly, the first eu tec tic is seen to contain 
about 35 per cent of tin. The left hand 71 per cent of this dia- 
gram corresponds to the two-component system magnesium- 
MgaSn;therighthaiid29perceiittoa8ysteraMg2Sn-tin; but it is 
convenient to cover the whole range on a single sketch. Each 
portion of this diagram may be treated exactly as was Fig, 39. 
The relative weights {since the plot shows percentage by weight) 
of compound and liquid melt in a system consisting of 50 per cent 



800 








'^ 




m 


flOO 


i-__^ 


X' 


TO 


\ 




m 


& HO 


P 


<t 


( 


\ 


500 


1: 












400 

BOO 


zoo 








^_ 


-^•—V 


iOO 




k 


1 


k 


M..S.' j 


f 



Wriaht P« Cinl of Tin 
Flo. 41. — Phnae diagram for the Byatoni miiEncsiuin and tin. 

_ by weight of tin at 600° are to each other as the lengths nr and 
mn on this diagram. When the cooling of a system containing 
85 per cent of tin is carried out aa indicated on Fig. 41 by the 
dot-and-dash line, compound separates from the melt at 590" 
and the melt changes composition during cooling as shown by the 
line cd until 210° is reached, where both compound and pure tin 
separate at a constant temperature until all of the liquid phase is 
exhausted. 

The Eutectic Mixture. — This is often referred to as "the eutec- 
tic," but it should be clearly understood that it is a mixture of two 
separate phases There is no such thing as the "eutectic phase," 
When an alloy is cooled, the component which first separates 
appears in lai^er crystals than those forming at the eutectic 
temperature. Then both solid phases separate at once at the 
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eutectic temperature, in an intimate mixture which is of finer 
grains than the crystals of single component already separated, 
but this will be seen under a microscope to consist of separate 
crystals of each substance. The maximum point at c in Fig. 41 
indicates that a compoimd has been formed, but the minimum 
points h and d do not correspond to compounds. A system of 
the composition shown by point n in this diagram consists of 
solution of composition r and solid of composition m, which is 
the compound Mg2Sn; these two phases are present in the relative 
weights, solution : compound = nm : nr, just as in the simple 
diagram of Fig. 39. 

Systems which form a compound have in general this type of 
diagram when the solid phases are those indicated, but before 
applying these considerations to a given system, it is first neces- 
sary to ascertain that the solid phases are those which are to be 
written on the diagram. As in the case of reactions involving 
solutions and solids, the equilibrium conditions cannot be repre- 
sented quantitatively on a diagram unless the exact nature of the 
solid phases is known. 

Solid Solutions. — So far we have considered in connection 
with freezing points only those cases in which a pure substance 
separates on cooling. In the case of alloys, and less frequently 
in other melts, the solid crystal which deposits is a perfectly 
homogeneous mixture of the two components. It is not a fine 
crystalline meal of pure crystals of each component as in the 
eutectic, but a single crystal containing in its lattice two kinds of 
metal atoms. These are sometimes called mixed crystals, more 
often solid solutions; and as is the case in liquid solutions, 
they are of indefinite proportions. Some substances form solid 
solutions in all proportions, just as some liquids mix in all pro- 
portions; others have only limited solubility. 

The case of total miscibility is parallel to the partial condensa- 
tion of a vapor from a liquid mixture, which was considered 
under fractional distillation. A simple example is the alloy of 
copper and nickel, for which the ''freezing points'' are as follows: 

Per cent copper 25 50 75 100 

Apparent "freezing point" 1 , 450° 1 , 400° 1,310° 1 , 210° 1 , 080** 

These temperatures might better be called the solidification 
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temperatures, since a freezing point is the temperature at which 
a solution is in equilibrium with pure solid solvent, and the crystal 
which separates in this case is a solid solution. 

A liquid solution containing 25 per cent of copper deposits 
upon cooling a first crystal containing 10 per cent of copper; the 
50 per cent solution deposits a crystal containing 30 per cent, and 
the 75 per cent solution gives a crystal containing 55 per cent of 
copper. In each case, these figures refer only to the first small 
portion of solid depos.ited; as the temperature falls the composi- 
tion of the liquid changes, that of the solid also changes, as in 
the fractional condensation of vapors. The average composition 
of the whole solid alloy is of course the same as that of the liquid 
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Fill. 42. — Phas;' diagram for the syatom copper sod nickel. 

melt, but the first portion of solid separating is poorer in copper 
than the original liquid, the last di'op of liquid to solidify is 
richer in copper than the original melt. The temperature at 
which deposition of solid begins is shown in Fig, 42 by the solid 
line; the composition of the solid solution first deposited from 
each solution is shown by the dotted line. The phase fields may 
be written upon this diagram, as in other temperature-composi- 
tion diagrams. Below the dotted line all of the alloys of nickel 
and copper are solids, above the solid Une all of them are liquids. 
In the field between these hnes, two phases exist. For example, 
at 1,260° a system composed of 60 per cent copper and 40 per 
cent nickel consists, at equilibrium, of a solid solution containing 
50 per cent copper (point a) and a liquid solution containing 70 
per cent copper (point b). If such a system were cooled from 
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1,500° to 1,000°, the first crystal deposited would contain about 
35 per cent of copper (and would appear at about 1,275°), the 
last drop of liquid to solidify would contain about 80 per cent 
of copper, and solidification would be complete at 1,190°. 

At the right of Fig. 42 are shown two typical cooling curves 
for such a system. The portion between the two breaks cor- 
responds to the range in which solid is depositing. As each 
liquid deposits a solid of different composition, there is no hori- 
zontal portion in such curves. A solid solution is one phase, 
and a horizontal portion in a cooling curve for a two-component 
system demands two solid phases and a liquid phase. 

Solid Solutions. Incomplete Miscibility. — Alloys of aluminum 
and zinc do not form solid solutions over the whole range of 
composition from pure zinc to pure aluminum, and the two metals 
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Fig. 43. — Phase diagram for the system aluminum and zinc. 



20 40 60 80 
Per Cent Aluminum 



do not form a compound. Solutions containing less than 6 per 
cent of aluminum deposit upon cooling pure zinc crystals until 
the eutectic is reached. The two phases forming the eutectic 
are pure zinc and a solid solution containing 56 per cent 
aluminum. This is the saturated solid solution; and solutions 
containing more than 55 per cent of aluminum are not saturated 
with zinc. Thus a melt containing 60 per cent of aluminum 
begins at 540° to deposit a solid solution containing 80 per cent 
of aluminum; as the temperature continues to fall, the composi- 
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tion of liquid melt changes along the line ab of Fig. 43, that of the 
solid deposited from it changes according to the line cb. A 40 
per cent melt deposits at 480° a solid solution of about 70 per 
cent aluminum, and as the temperature is lowered, the melt 
changes its composition along ab until the eutectic temperature 
of 380°, where zinc and the saturated solid solution are deposited. 
The behavior of these alloys will be made clearer from a careful 
study of the cooling curves of Fig. 43. The student should 
determine from the phase diagram what phases are in equiU- i 
brium along each portion of each curve given, and tabulate these 
results. 

Partially Miscible Liquids. — Aniline and hexane are only 
partially soluble in one another' at room temperatures, but each 
solubility increases as the temperature is raised and at about 
60° the miscibility becomes complete. The temperature 60° is 
called the critical solubility temperature. If a solution contain- 
ing 50 per cent of each liquid is cooled, it separates into two 
layers just below 60°, one of 
which follows down each 
branch of the curve of Fig. 
44. At 20° one layer consists 
of about 8 per cent hexane 
(this is a saturated solution of 
hexane in aniline) and the 
other consists of 93 per cent 
hexane (saturated solution of 
aniline in hexane). The vapor 
pressures of the components 
from each of the phases are 
greater than those computed 

from Raoult's law, indicating per C«ot Hexane in the Sy.tem 

that the two substances have F,<:.44._Solubility<,f aailm^inhexane. 
little attraction for one another, as is also shown by the slight 
solubility. 

Within the area under the curved line, a system of aniline 
and hexane having the composition shown on the bottom of 
Fig. 44 consists of two mutually saturated solutions; as the 
temperature is raised, each solution takes on some of the "sol- 

» Keyoa and HJldebrand, J. Am. Chem. Soc, SB, 2,126 (1917). 
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vent" in the other, that is, the mol fraction of "solute" in each 
layer increases as shown, until at the critical solubility tempera- 
ture the liquids mix with each otfeer in all proportions. The 
temperature of this critical solubiUty for several other liquid 
systems which form two layers at room temperature is shown in 
the table below. In every case the maximum point in the 
solubility curve occurs in the diagram over the point correspond- 
ing to about 50 per cent of each component. In these systems 

Table 100. — Critical SoLUBiLiTy Temperature 



System 



Critical solubility 
temperature 



Water and nitrobenzene. . 
Water and o-nitrotoluene. 
Phenol and isopentane. . . 
Aniline and isopentane. . . 

Phenol and hexane 

Phenol and octane 



245 
262 
66 
79 
43 
50 



the average composition of the two layers is a straight-line 
function of the temperature,^ a fact corresponding to the law of 
linear average densities for liquid-vapor systems. (Law of 
Cailletet and Mathias, page 79). This rule is of use in determin- 
ing the exact composition corresponding to the critical solubility 
temperature. These critical solubility temperatures are often 
far above the boiling points of the components, so that complete 
solubility is not attained without the application of considerable 
pressures. 

Solubility of the Hydrates of Zinc Nitrate.^ — The diagram of 
Fig. 45 represents equilibrium between the phases of a system 
composed of zinc nitrate and water. The possible solid phases 
within the temperature and composition range of this diagram 
are ice, solid Zn(N03)2.3H20, Zn(N03)2. 6H2O and Zn(N08)ir 
9H2O; the liquid phase is a solution of zinc nitrate in water, and 
there is no vapor phase present, since the data refer to a pressure 
of 1 atmosphere, and none of the constituents has a vapor 

* Campetti and Grosso, Nuovo dmento, 6, 379 (1913). 

« Mylius and Funk, Wias, Abh, Phys.-Tech, Reichsanstalt, 3, 438 (1900). 
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pressure as large as 1 atmosphere within the temperature range 
there considered. The composition of the system as a whole 
is shown on the bottom of the diagram. 
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Phase Abbreviations 

I - Ice 

ZFF9- Zn(N03)„9H20 

ZFFc - Zn CN03)2,6H20 

ZW^ - Zn (N03)2,3H20 

S *■ Solution 




80 40 60 

Per Cent Zinc Nitrate by Weight 

FiQ. 46. — Phase diagram for zinc nitrate and water. 

Curve ah of the figure represents the freezing-point curve 
for zinc nitrate solutions whose compositions in per cent by 
weight of anhydrous zinc nitrate are shown on the bottom axis. 
The freezing point of each solution may be read oflf at the left 

19 
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hand margin. A solution containing 20 per cent zinc nitrate by 
weight freezes at —9°; further cooling of this solution results in 
depositing more ice, with the formation of a solution containing 
a larger percentage of zinc nitrate. At —20° the system whose 
composition as a whole is 20 per cent zinc nitrate (shown at 
point 1) consists of ice and a solution containing 33 per cent of 
zinc nitrate. Further cooling of this 20 per cent system causes 
the solution to increase its concentration along the line a6, with 
the separation of more ice, until at —29° the eutectic tempera- 
ture is reached, and solid Zn(N03)2.9H20 appears. This is 
then a three-phase system under an arbitrary pressure of 1 
atmosphere, and since it is a two-component system, three 
phases make the system invariant. The phase rule is 

P + 7 = C + 2, 

hence with three phases, the variance, or degree of freedom of 
the system, is unity, and the arbitrary condition of pressure has 
already been imposed. Further withdrawal of heat causes the 
solution to deposit ice and solid Zn(N03)2.9H20 at a constant 
temperature until all of the solution is exhausted, after which 
cooling produces no new phases. When any solution of zinc 
nitrate containing less than 39 per cent of the salt by weight 
is cooled, it behaves in this manner, depositing ice at the tempera- 
ture shown by the line ab, and increasing the concentration of the 
solution until —29° is reached, where the whole system solidifies. 
Curve he shows the solubility of Zn(N03)2.9H20 in water as 
a function of the temperature. For the sake of brevity, we shall 
write this hydrate ZTTq to indicate nine molecules of water to 
one of zinc nitrate. At —25° if the system as a whole has the 
composition 40 per cent Z (point 2), it consists of solution alone. 
If the temperature is reduced to —28°, ZW^ separates out, and 
the system consists of two phases. (It should be made clear 
thai the figures at the bottom of the diagram refer to the composi- 
tion of the system as a whoUy and that this is not the composition 
of any phase of the system unless the whole system consists 
of a single phase, as it does above or on the line abcdcj for exam- 
ple.) When this solution is cooled to —29°, ice separates, and 
the system then consists of three phases, ice, ZW9, and solution. 
Since one arbitrary condition has been imposed upon the system, 
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a presBure of 1 atmosphere, this is in the light of the phase rule a 
non-variant system, and the temperature remains constant while 
heat is withdrawn from the surroundings until all of the solution 
is changed to ice and solid ZWs- The system is then in the 
field mkpn, and further cooling forms no new phases. Any 
solution containing between 39 and 45 per cent Z which ia 
gradually cooled will begin to deposit ZW^ when the line be is 
reached, and will continue to deposit this phase until —29° is 
reached. This is the eutectic temperature, and both ice and 
ZWi are formed until the solution is exhausted. At any point 
within the field bkhc, the system consists of solution in equilib- 
rium with solid ZWi. Suppose a system of 50 per cent Z were 
heated slowly from —25", it would consist of solid ZWt and its 
saturated solution until —17° is reached. This is the transition 
temperature of ZW^ to ZW^, and hence at this temperature a 
new phase appears. The system is then an invariant one; heat 
ia absorbed at constant temperature and used to change ZWi 
into ZWt until all of the former is exhausted, and the system 
again consists of only two phases. Further heating causes the 
solution to increase its concentration as shown by the line cd 
until at +5° all of the solid ZW^ ia dissolved, and a single-phase 
system results. 

From the molecular weights of zinc nitrate and of water it 
may be computed that ZWi contains 53.9 per cent of Z by 
weight. Suppose pure ZWa to be heated, from —40° (point p) 
to +40° by a slow, uniform addition of heat to the system. It 
remains one phase until — 17° is reached (line ch), where the solid 
ZWi decomposes into ZWt and solution saturated with this 
hydrate. During decomposition there are three phases present, so 
the temperature remains constant until all of the ZWt has been 
exhausted. Further heating causes more ZWf, to dissolve until 
20° ia reached, when all of it will have passed into solution, and 
the system above this temperature consists of a single phase. 

The hydrate Zn(N03)j.6HaO, or ZWt, consists of 63.6 per 
cent by weight anhydrous zinc nitrate, A solution of this 
composition will exist above 36.5°, but if cooled to this tempera^ 
ture, will deposit pure ZWt', point (rf) therefore is the melting 
point of ZWi. Addition of more Z will lower the melting point 
until point j is reached, which is the eutectic for ZWe and ZWt^ 
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Suppose a solution of 60 per cent Z were cooled at a uniform 
rate from 60° to — 30°. By a uniform rate of cooling, a given 
number of calories per minute are withdrawn from the system; 
this may or may not produce a uniform fall of temperature, 
depending on whether phase changes are taking place or not. 
When 31° is reached, the solution deposits solid ZWt, and the 
rate of temperature fall is less than when no solid was separating 
out. This solid continues to separate out until — 17° is reached, 
which is a point on the line Agr, and the transition temperature of 
ZTTe to ZTTg. At this point ZW^ forms from ZWt and solution 
until all of the solution is exhausted, when the field khgr is 
entered, and further cooling forms no new phases. 

The behavior of this solution differs from that of a 50 per cent 
solution at — 17° in that a 50 per cent solution forms ZW9 from 
ZTFe and solution until all of the ZWt is exhausted, when some 
solution still remains. Further cooling therefore results in 
further deposition of ZW^ and a decrease in the quantity of 
solution, which changes its composition along the line c6 until 
point h is reached. Here ice and solid ZW% separate until all 
of the solution is exhausted. 

The line je shows the solubility of ZWz, and any system 
having a composition and temperature to bring it within the 
field fje consists of solution and pure solid ZTTa. As this solid 
contains more than 75 per cent anhydrous zinc nitrate, its 
composition line, corresponding to hky for ZW9 and dgr for 
ZTTe, does not appear on this diagram. 

A solution containing 70 per cent Z when cooled would 
deposit ZWz at 42°, and continue to deposit this phase while the 
solution changed its composition along je until 35°, where the 
solid hydrates ZWz, ZWq would both deposit until all of the 
solution was used up; the field j/sr would be entered, and further 
cooling would lead to the formation of no new phases. Systems 
such as this one of zinc nitrate and water may be studied by 
means of cooling curves, just as in the case of alloys. It should 
be noted that the separation of a phase upon cooling always 
takes place with the evolution of heat, hence with a decrease in 
the rate of temperature fall when heat is withdrawn from the 
system at a uniform rate. When an invariant point is reached, 
two phases are separating at once, and no change in the tempera- 
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ture of the system is produced by cooling until one of the phases i 
has been exhausted. I 

Study Question. — Draw cooling curves for systems containing I 
the following percentages of zinc nitrate, and write upon each I 
portion of each curve the phases present: 0, 10, 20, 39, 42, 45, I 
50, 53.9, 60, 63.6, 70. Plot temperature vertically, time in j 
arbitrary units horizontally, and note that an invariant system 1 
evolves heat without changing its temperature, until it ceases " 
to be an invariant system, j 

Questions j 

1. From the data of Table 91 calculate the least quantity of hydrogea , 
. which will reduce a formula weight of sliver sulfide to silver at 617°C, 
Calculate also the weight of silver required to react with a mixture of a. mol 
of hydrogen and one of hydrogen sulfide to produce equilibrium in the 
presence of both solids at this temperature. 

3. Calculate the heat of reaction between silver and hydrogen sulfide at 
800° from the equiUbrium constants. Calculate the temperature at which 
the equUibriura constant is 0.250 for this reaction. 

8. Ten grams of silver sulfide remain in contact with a liter of hydrogen 
at 700° ojitil equilibrium is established, (a) Calculate the equilibrium 
constant of the reaction at this temperature from the data given in the 
text, (it) Calculate the mol fraction of hydrogen sulfide in tho gaseous 
mixture at equilibrium, (e) What is the least quantity of hydrogen which 
would reduce all of the silver sulfide to silver at this temperature? 

1. Describe in detail, by reference to Fig. 38, what would happen if ure- 
thane at 35° and 5,000 atmospheres were allowed to expand slowly while the 
temperature remamed constant. Do the same for a temperature of 100°. 

0. Describe tho changes in a system composed of urethane when it is 
cooled from 100° to 0° under constant pressures of 1 atmosphere, 2,500 , 
Btmospheres, 3,000 atmospheres, 3,500 atmospheres. 

6. State what phases exist in each of the fields of Fig. 41. 

7. State what phases exist in each of the fields of Fig. 43. | 

8. Metal A melts at 500°, B melts at 600°, and the compound formed by i 
them, AB, melts at 1,000°. No solid solutions are formed. Draw a. tem» 
peratu re-composition diagram showing in a general way the nature of this 
aystem, choosing reasonable points for the location of other characteristic 
points of the diagram for which data are not given. Draw through this dia- 
gram vertical lines at 5, 40 and 90 atomic per cent A, and at a minimum 
point in the diagram, and draw a curve showing the rate at which the tem- 
perature would rise through each of these portions of the diagram if heat 
was added at a uniform rate. These curves are called heating cun-es; 
breaks in them may be employed to show the character of any phase changei 
occurring during heating. 
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9. Potassium acid sulfate, KHSO4, forms four solid phases and the triple 
points are as follows: 

I-II-IV 199° 1,830 atmospheres 

II-III-IV 118° 2,900 atmospheres 

Phase III is stable at room temperatures and pressures and it changes to 
IV at about 48° and 6,000 atmospheres. The transition points under 1 
atmosphere are 164 and 180°, and phases I and IV are in equilibrium at 
220° and 2,500 atmospheres, (a) On a diagram covering the range 40 to 
350° and to 6,000 atmospheres, draw lines representing the equilibrium 
between the solid phases, and letter each field to show what phase is stable 
within it. (&) The melting point is 210° and the solid sinks in the liquid. 
Draw a very short line (0 to 200 atmospheres say) showing the equilibrium 
between liquid and solid, and show by exaggerating the slope of this line 
whether the melting point is raised or lowered with increase of pressure, 
(c) Tell in detail all that would happen if KHSO4 were heated very slowly 
from 40 to 260° under a pressure of 2,500 atmospheres, but do not draw any 
conclusions which are not justified by the data given. 

10. Phenol (m.p. 45°) and water form at 20° two liquid phases, one of 
which contains 5 per cent phenol; the other 90 per cent phenol. The two 
substances are miscible in all proportions at temperatures above 68°. (a) 
Draw a temperature-composition diagram for this system. (6) What would 
happen at 50° on adding successive small portions of phenol to water imtil 
the system was 99 per cent phenol? (c) What would happen on cooling 
a 50 per cent phenol solution from 80° to —25°? Describe the texture of 
the solid system, {d) Same as c for 1 per cent and for 99 per cent phenol 
solutions. 

11. Bismuth (m.p. 267°) and tellurium (m.p. 426°) form a compound 
(m.p. 575°) containing 48 per cent of tellurium by weight. No solid solu- 
tions form; the two eutectic temperatures are 261 and 388°. Draw a tem- 
perature-composition diagram for this system and letter its fields. Draw 
cooling curves showing the behavior of melts containing 10, 40, 65 and 95 
per cent tellurium when cooled from 600 to 200°. Indicate on each curve 
the phase which appears or disappears at each break in it. "VY^at would 
happen at 400° if tellurium is added gradually to bismuth, assuming equili- 
brium to be maintained at all times? 

12. The system water up to pressures of 5,000 atmospheres and below 0° 
forms four solid phases and one liquid phase. The triple points are as follows 
for ice I, ice II, ice III, ice V and liquid : 

I-III-liquid -22° 2,100 atmospheres 



I-II-III 


-35° 


2,130 atmospheres 


Ill-V-liquid 


-17° 


3,500 atmospheres 


II-III-V 


-24° 


3,500 atmospheres 



(Ice IV does not appear on the diagram.) 

Two phases only are present at —40° and 5,000 atmospheres; at —40° and 
2,000 atmospheres; and at —10° and 5,000 atmospheres. Draw a sketch 
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i preasure-temperature diagram covering the range of 0° to — 
and to 6,000 atmoBpheres. What conditions ace represented by the line 
joining the two triple poiotB at 3,500 atmospheres? What is the significance 
of the straight Une joining —22° and 2,100 atmospheres to 0° and 1 atmos- 
phere? Will ice V float or sink in the liquid in contact with it? 

13. Naphthalene lowers the freezing point of phthalic anhydride as 
follows: 

Mol per cent anhydride 8.07 15.3 21.7 26-1 

Freezing point 80 75.1 71.2 67.3 64.9 

imd phthalic anhydride lowers the freezing point of naphthalene: 

Mot per cent anhydride 100. 90.5 80.7 67,3 44.8 32.2 26.1 

Freezing point 130.8 124.8 118.5 109.2 88.9 73.5 64.9 

Construct from these data the temperature-composition diagram of the 
system and letter its fields to show what phases exist within them. No 
solid solutions form. (Monroe, /. Jnd. Eng. Chem., 11, 1119 (1919). 

14. Toluene-D-sulfonamide and the corresponding para-compound mix 
in the liquid atato in all proportions, and each lowers the freezing point of 
the other as follows: 






. lfifl.3 I- 



IT.B 



7 133. e 130.3 120. S 110.4 12S.S 137. S 



Construct from these data the temperature-composition diagram. (McKie, 
J. Chem. Soc. London), 113, 799 (1918). 

16. Calculate the heat of reaction NH3r (solid) = NHj -|- HBr -|- Q 
between 330 and 350°. Atis. About 26,000 cal. Calculate the total mola 
per liter at 350°, when the pressure is 237 mm. of mercury. Ans, 0.0048. 

16. Hydrogen may be prepared by passing st«am over hot iron and 
freezing out the remaining water. Assuming the reaction to be Fe -|- 
HiO = FeO + H] at 1,100° calculate the number of mols of steam required 
to make a mol of hydrogen. The dissociation constants are KptO = 2.5 X 
10-" and iCHiO - 3.5 X 10"" at 1,100". 

17. What will be the composition of the gas phase in the previous problem 
if two mols of steam are heat«d with excess icon? How many mols of FeO 
will be formed? 

18. Write the reaction which occurs when an excess of AgiCrO, is treated 
at 26° with 0,2 normal NaCl, and find the ratio (CrOr)/CC|-) in the solu- 
tion at equilibrium. The solubility product for AgiCrO. is 10~" and that 
for AgCl is 1.2 X 10"'°. (b) By reference to this ratio discuss the accuracy 
of the end point in the Volhacd titration for chloride in the pcesence of 
KjCrOi indicator. (The end point is taken when AgaCrOi begins to 
pcecipitate.) 

19. The solubiUty of benzoic acid in water at 25° is 0.026 formal. Calcu- 
late its solubility in 0.1 focmal sodium acetat*. Ka = 1.8 X 10~' for acetic 
Atid and 6:0 X 10~' for bemoio acid. 
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20. The equilibrium constant of the reaction CuCl (solid) + Cl~ = 
CuCh" is 0.066 at 25"* and 0.314 at 75''. Calculate the heat of solution of 
CuCl in dilute HCl. Ans, 6,440 cal. absorbed per mol of CuCl. 

21. Experiments on the solubility of zinc carbonate in water containing 
carbon dioxide in excess gave the following results at 25°, in mols per liter 
of solution. 



Total C0« 


Total Zinc 


Ionization or 
Zn(HCO«)s 


0.1839 


0.00211 


0.90 


0.4538 


0.00291 


0.89 


0.7678 


0.00343 


0.88 



(a) Calculate the equilibrium constant of the reaction ZnCOs (soUd) + 
H2CO8 = Zn(HC0i)2 at 25°. (h) The ionization constants of carbonic 
acid at 25° are Ki = 3.5 X 10"^, Kt = 4.0 X 10-". Calculate the solubil- 
ity product of zinc carbonate and the molal solubility of it in water on the 
assumption of no hydrolysis, (c) Calculate the solubility of zinc bicarbo- 
nate (i.e., total zinc) in 0.25 formal carbonic acid solution. (The cubic 
equation so obtained is best solved by estimating a value of S, substituting 
it in the equilibrium expression, and by trial determining whether the value 
is too high or too low, estimating a new value, and repeating until a value is 
foimd which satisfies the equation.) 

Ans. (a) 3.8 X 10-"; (6) 4.6 X 10-« mols per liter; (c) 0.0024 molal. 

22. The solubility of silver acetate in water at 16° is 0.060 formal. Cal- 
culate its solubility in 0.10 formal silver nitrate solution. (Make an esti- 
mate of the fractional ionization from that of other salts of similar type at 
the same concentration.) 

24. The solubility of thallous chloride in water at 25° is 0.0161 formal. 
Calculate its solubility in 0.025 normal solutions of HCl, KCl, and TI2SO4 by 
means of the solubiUty product law, and compare these calculated solubilities 
with the experimental ones given in Table 95. 



CHAPTER X 
KINETICS OF REACTIONS 

General Law. — The EamUiar reactions of inorganic chemistry J 
proceed to completion almost instantly in many cases, but some ' 
of these reactions, and almost all of those of organic chemistry 
require a measurable amount of time. When a one-way reaction 
is concerned, it approaches completion at a decreasing rate; when 
a reversible reaction is concerned, it approaches its equilibrium 
point at a decreasing rate. As a provisional statement of the 
law governing reaction rates, we may say that the rate at which 
any substance reacts is proportional to its concentration at the 
moment. 

First Order Reactions. — To take as an example a reaction in 
which the concentration of only one substance is decreasing, 
sugar reacts with water in dilute solution to form glucose and 
fructose at a rate which is proportional to the sugar concentration. 
This rate is proportional to the water concentration as well, but 
the latter remains essentially unchanged throughout the reaction 
in a dilute solution. When half of the sugar originally present 
has been hydrolyzed, the rate of hydrolysis (mols per liter per 
minute) is half that of the reaction rate at the first instant when 
sugar was put into water. A reaction rate may also be defined 
as the rate at which the concentration of any reaction product 
is increasing. Let C denote the concentration of any reaction 
product, and Co the concentration of the reacting substance at 
the moment the reaction started. Then at any time, the con- 
centration of reacting substance is the difference between that 
present at the start and that used in the reaction, or (Co — C). 
In the reaction 

Ci=HsbO,i + H2O = COIuOfl + CoHi.Oe, 

the concentration of sugar when the elapsed time is is Coi that 
after the time ( is (Co — C), and the concentration of glucose or 
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fructose is C The rate at which C is increasing is dC/dl, and 
this is the rate of the reaction: 

^ = HC - O. (1) 

This is the expression for the velocity of any reaction in which 
only one reacting substance is changing its concentration, that is, 
when there is only one molecule of reacting substance involved 
in the chemical equation. The order of a reaction is the number 
of molecules of reacting substance involved in the chemical 
equation which change their concentration during reaction. For 
example, the reaction of hydrogen iodide to form hydrogen and 
iodine is written 

HI + HI = H2 + I2, 

since two molecules of hydrogen iodide are required to form one 
molecule of hydrogen. This is a second order reaction, and 
equation (1) above will not describe its velocity. In the sugar 
equation, two molecules are involved, but only one is changing 
its concentration. The order of a reaction is the number of 
molecules of reacting substance which change concentration 
during this reaction. 

Catalysers. — Substances which accelerate a reaction without 
appearing in the equation for it and without being changed by 
the reaction are called catalysers. Acids increase the velocity 
of sugar hydrolysis but are not changed in concentration by the 
reaction; so, to a smaller extent, do bases. Fine platinum powder 
(platinum black) accelerates many gaseous reactions, but remains 
unchanged by them, yeasts and enzjones increase the velocity 
of fermentation and of digestive processes by catalysis. Often 
the manner of this aid in reaction is completely unknown; in a few 
cases it has been shown that the catalyser reacts with some of the 
reacting substances, forming an intermediate product, which then 
reacts with the remaining substances to regenerate the catalyser 
and complete the reaction. In other cases the mere presence of 
a catalyser accelerates a reaction when no intermediate product 
can be discovered. It is likely that solid catalysers adsorb 
gaseous or dissolved reacting substances on their surfaces in a 
higher concentration than exists in the bulk of reacting mixture, 
and discharge the products into the reaction space, but this 
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'explanation is doubtless incomplete for many reactions. Usually 
the accelerating efEect is proportional to the surface of catalyser 
exposed to a reacting mixture. 

Sugar Hydrolysis. — The hydrolysis of sugar at any tempera- 
ture is accelerated by the presence of acids (hydrogen ions), and 
the extent of this increased velocity is proportional to the hydro- | 
gen ion concentration. Thus for this reaction we may write 



dt ■ 



-C) 



where k is the reaction constant or proportionality constant. 
(H+), the hydrogen ion concentration, is also a constant for any 
given experiment, since the catalyser concentration is unchanged, 
and we may write these two constants as one single constant K, ■ 

dC _ 

dt " 



-- K(Co - C), 



which is the first-order equation; but we must remember that 
K is now dependent upon the hydrogen ion concentration, and 
that in applying the equation to experimental data, agreement 
between calculation and experiment is not to be expected if the 
acid concentration is not the same throughout a series of experi- 
ments. Separating the variables and integrating between the 
limits t — and any time (, the corresponding limits for C, the 
concentration of reaction product at any instant being and C, 
we have 

dC _ - d(C;, - C) 
(Co -C) (Co - C) 

^^ - Kt or 2.303 log ^ = Kl. (la) 



- Kdl, 



-C) 



•" (Co - C) "^ "■ " '"^ (Co 

The integral just given was obtained by integrating between 
the hmits t = 0, when C — 0, and the concentration C at the 
time t. If it is desired to calculate the concentration at one 
time from that at another, this equation may be inte 
between d and (a, for which the equation is as follows: 
Co - Ci 



3.303 log 7 



= K(t2- h) 



where Ci and 0% correspond to the concentration of reaction 
product at ti and ta respectively. 
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It is often convenient to express the extent of a reaction at a 
given time as the fraction of reacting substance decomposed, x. 
Since in the equation one molecule of sugar forms one of glucose, 
C mols of sugar have been decomposed when C mols of glucose 
have formed, and the fraction which has reacted is therefore 

C 

-TT = X. Upon dividing both numerator and denominator of 
Co 

the fraction in equation (la) by Co we obtain 

2.303 log r-^ = Kt (16) 

X X 

This equation will be useful in calculating reaction constants 
from experimental data. 

The velocity of sugar hydrolysis is generally followed by 
observing the change in optical rotatory power of the solution. 
For when a beam of plane-polarized light is passed through 
a sugar solution, its plane of vibration is rotated toward the 
right through an angle proportional to the concentration of 
sugar in solution; polarized light is rotated in the opposite 
direction by the products of sugar hydrolysis. As the sugar 
concentration decreases, and that of the reaction products in- 
creases, the plane of rotation is changed, and the fraction of 
sugar decomposed is readily calculated for any time, since it 
is the ratio of the change in rotation up to that time divided 
by the total change in rotation when the reaction is completed. 
Let ao and «/ represent the initial rotation and final rotation, 
respectively, and let at represent the rotation at any time t. 

Then x, the fraction of sugar decomposed at t, is ^. Sub- 

ofo — Ctf 

stituting this value of x in equation (16), and combining the 
catalyser concentration with the factor 2.3 (logarithmic conver- 
sion factor) in the constant of reaction, leads to the following 
expression for the reaction constant in terms of observed 
rotations: 

^ 1 , ao — «/ 

A = - logio -' 

t at — a/ 

Table 101 shows the results of experiment at 30** on sugar 
solutions in which the catalyser is 2.50 formal formic acid. It 
will be observed that the values of K are constant, and inde- 
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pendent of the sugar concentration or the extent to which the 
reaction has progressed. 



Table IOI. — Spoar IlrDBOi-Yais at 


30° IN 2.5 Molal 


Formic Acid' 


Initial sug&r concentration 0.44 molal 


Initial sugar concentration 0.167 


Elapsed 




K = 


Elapsed 


Rotation 


K = 


time 


of plane 


l'<UZ 


time 


of plane 


1'°^?^; 


(hours) 


of light 


(hours) 


of light 





(57.90) 







(22.10) 




2 


53.15 


0.0146 


2 


20.30 


0.0146 


4 


48.50 


0.0149 


5 


17.85 


0.0145 


e 


44-40 


0,0147 


10 


14,15 


0.0143 


8 


40.50 


0-0147 


15 


11,10 


0.0147 


11 


35.20 


0.0146 


20 


8,65 


0.0145 


15 


28.90 


0.0146 


26 


6.00 


0,0146 


21 


20.70 


0.0146 


30 


4.50 


0,0147 


27 


13.50 


0-0149 


39 


1,90 


0.0146 


35 


6.75 


0-0148 


45 


0.35 


0-0149 


40 


3.40 


0.0147 


59 


-1.80 


0,0146 


46 


- 0,40 


0.0149 


73 


-3.20 


0.0148 


62 


- 2,95 


0,0148 


94 


-4,30 


0147 


66 


- 7.45 


0.0146 


133 


-6.10 


0.0147 


86 


-11.25 


0.0146 


Complete 


-5.50 




112 


-13.80 


0.0147 








Complete 


-15,45 











Another reaction of the first order is the conversion of hydroxy- 
valeric acid into valerolactone in the presence of an acid catalyser,* 
the reaction being followed by titrating samples removed at 
intervals. As the reaction proceeds, hydroxy valeric acid dis- 
appears and the titration of a sample of definite volume reQuires 
less and less standard alkali. Complete reaction corresponds 
to titrating the catalyser only; hence the fraction of hydroxy- 
vaJeric acid decomposed at a time t is obtained by subtracting 
the volume of alkali used at that time from the volume employed 
in the initial titration, and dividing this difference by the differ- 
ence between the first titration and that corresponding to coni- 

' Rosanoff, Clark and Sibley, J. Am. Ckem. Soc, 33, 1,911 {1911). 

'Taylor and Close, /. Am. Chem. Soc, 39, 422 (1917). 
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plete reaction. The alkali concentration need not be known. 
Two series of experiments are shown in the following table. 

Table 102. — Conversion op Htdroxyvalbric Aero into Valerolactonb 
BY 0.025 Normal Hydrochloric Acid at 25® 



Time, 
minutes 


Titration, 

cubic 
centimeters 


io^a: 


Time, 
minutes 


Titration, 

cubic 
centimeters 


io*/5: 




48 

76 

124 

204 

238 

289 

Complete 


19.04 
17.60 
16.90 
15.80 
14.41 
13.94 
13.37 
10.71 


17.2 
17.0 
17.2 
17.3 
17.3 
17.15 



46 
125 
174 
221 
262 
307 
Complete 


18.55 
17.11 
15.18 
14.22 
13.49 
12.97 
12.45 
9.87 


17.1 
17.1 
17.2 
17.2 
17.1 
17.2 



Here, as in other cases where a catalyser is employed, the 
reaction constant as calculated above includes the concentration 
of catalyser in the reaction constant. These experiments 
were repeated under exactly similar conditions except that the 
hydrochloric acid concentration was varied, and it was found that 
the velocity constant is proportional to the acid concentration, 
with only a slight variation. The figures obtained are shown in 
Table 103. 

Table 103. — Catalyser Concentration and Velocity Constant 



Concentration of 
catalyst 


IQ^K 


Ratio 


O.lOiV 
0.05 
0.025 
0.010 


67.7 
34.3 
17.14 
6.83 


677 
686 
686 
683 



At higher acid concentrations the proportionality is not so good, 
and the explanation is not definitely known. Some authorities 
assert that hydrogen ions act as the catalyst, and in some reac- 
tions a better ratio of reaction constant to catalyst is obtained 
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when a correction for incomplete ionization of the acid is applied; 
but cases are known where this does not remove the difficulty. 
A separate catalytic effect due to the non-ionized acid molecules 
has been postulated to explain the data, and is doubtless 
ale for some of the observed effects. A full explantt- 
tion of catalysis is yet to be discovered. 

Second Order Reactions. — When a reaction depends upon 
a collision between two molecules, the reaction is of the second 
order, whether the two reacting molecules are of the same kind 
or of different kinds. Thus the decomposition of hydrogen 
peroxide according to the equation 

2H2O2 = 2H,0 + O2 

is a second order reaction, and the velocity of it is proportional 

to the square of the hydrogen peroxide concentration at any 
instant. Our provisional statement of the law of reaction veloc- 
ity may now be modified as follows: The rate at which each 
substance reacts is proportional to its concentration, raised to the 
"■ which is its coeffi^ent in the chemical equation. While a 
mol of hydrogen peroxide can decompose into water and oxygen, 
a single molecule cannot so decompose, for it cannot form half of 
a molecule of oxygen. Two molecules of hydrogen peroxide give 
one of oxygen, hence the reaction is of the second order. The 
equation for its rate is 

'"^ - k{C, - O' ■ (2) 



- C)C, 



= U 



(2a) 



if the integration limits are zero time to the time (, correspond- 
ing to zero and C for the concentration of the product formed, 
Upon dividing both numerator and denominator of the fraction 
by Co, and noting that C/Co is i, the fraction decomposed, we 
have 



= fc(Co. 



(26) 



In treating any given set of experimental data, the constants 
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k and Co may be combined into a single constant K, if desired. 
In Table 103 are shown the results of applying this equation to 
experimental data.^ Under Ki the '* constant" obtained by 
applying equation (1) is given, under K2 is shown that from 
application of the proper equation for a reaction of the second 
order. It will be seen at pnce that K2 is practically constant 
throughout the experiment, while Ki decreases to half its original 
value in less than forty minutes, showing that the reaction is not 
of the first order. 



Table 103. — Rate op Decomposition op Hydrogen Peroxide in Solu- 
tion IN QUINOLINE 

(A Small Quantity of Manganese Acetate has been Added to Accelerate 

the Reaction.) 



Time, minutes 


Cubic centimeters 
oxygen evolved 


Ki 


K, 


4.9 


11.8 


0.0693 


0.00178 


6.6 


14.3 


0.0649 


0.00177 


9.2 


18.0 


0.0626 


0.00183 


11.7 


20.7 


0.0598 


0.00185 


18.9 


25.7 


0.0506 


0.00181 


22.5 


27.4 


0.0487 


0.00179 


27.3 


29.5 


0.0461 


0.00183 


30.8 


30.2 


0.0431 


0.00175 


32.1 


31.2 


0.0384 


0.00188 


Complete de- 


41.2 








composition 






Average 0.00181 



The law for reaction velocity when a molecule of one substance 
and one of another react is the same, that is, the velocity of 
reaction is proportional to the concentration of each substance, 
therefore to the product of the concentrations. If we denote by 
Ca and Cb the original concentrations of two reacting substances, 
and by C the concentration of a reaction product, the concen- 
trations at any moment are {Ca -- C) and (Cb — C), and the 
velocity equation is 

fir 

^ = k{Ca - CKCb - C) (3) 

1 Walton and Jones, J. Am. Chem, Soc, 38, 1,959 (1916). 
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for which the integral is 
2.303 



C,{Ca - C) 



kt. {3a) 

This equation cannot be transformed into one expressing the 
fraction of reacting substance used at any time unless the two 
starting concentrations Ca and Cj, are equal, for the reaction uses 
equal mols of each, and when (for example) 0.1 mol of each has 
been used, this is not the same fraction of Co as of Cj. If Ca is 
equal to Ct, equation (3) becomes identical with (2), and its 
integral is (2a) or (26). 

The reaction between an ester and sodium hydroxide proceeds 
at a rate which is proportional to the product of the ester con- 
centration and the base concentration. Reaction constants for 
this case are shown below in Table 104, corresponding to the 
reactions 



and 



CHjCOsCHs + NaOH = CH3OH + NaCOOCHa 
CjHsCOOCHa + NaOH = C^HjOH + NaCOOCHj. 



The esters and alcohols are not ionized and do not therefore con- 
duct the electric current; measuring the conductivity of there- 
action mixture therefore shows the extent to which sodium 
hydroxide has been replaced by the poorer conductor, sodium ace- 
tate. If the reacting substances are present in equivalent quan- 
tity, complete reaction corresponds to complete replacement of 
hydrDxyl ion (equivalent cooductancc at 25°, 192) by acetate ion 
(equivalent conductance 40.8) ; that is, a change from a conduc- 
tivity proportional to the conductances of sodium and hydroxyl 
ions (50.9 -|- 192 = 242.9) to one proportional to the conduct- 
ances of sodium and acetate ions (50.9 -|- 40,8 = 91.7), or a 
decrease of over 60 per cent. The fraction of sodium hydroxide 
changed to acetate at any moment is therefore {LD—Li)/(Lo-~Lf), 
where the symbols represent the initial, temporary and final 
observed specific conductances. Using this method of measur- 
ing reaction velocities, the following data have been obtained for 
solutions which at the start were 0,01 formal in sodium hydroxide 
and 0.01 formal in ester.^ 
'Walker, Proc. Royal S<k. Londrm [A) 78, 157 (1906J. 
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Table 104. — Saponification op Esters at 25® 




Ethyl acetate 


Methyl acetate 


Time, 
minutes 


Fraction 
saponified 


K = 

1 X 
t l - X 


Time, 
minutes 


Fraction 
saponified 


K = 

1 X 
t'l -X 



5 


0.245 


0.0649 


3 


0.260 


0.117 


7 


0.313 


0.0651 


6 


0.366 


0.116 


9 


0.367 


0.0645 


7 


0.450 


0.117 


15 


0.496 


0.0650 


10 


0.536 


0.115 


20 


0.666 


0.0652 


15 


0.637 


0.117 


25 


0.615 


0.0642 


21 


0.712 


0.118 


33 


0.680 


0.0644 


25 


0.746 


0.118 



Reactions of Higher Orders. — ^Let the general equation for a 
reaction of any order be 

aA + 6B + eE + . . . = . . ; 

then the velocity expression for this reaction is 

dC 



dt 



= HCa - CHCt - CnCe -C)\ . . 



(4) 



where C is the concentration of the reaction product. No 
general integral for this equation can be given. For a third 
order reaction where the starting concentrations are equal, the 
equation becomes 

Co^ - (Co - cy 



= 2kt 



(5) 



CoHCo - cy 

or, in terms of the fraction of each substance used at any time, 
when all of the initial concentrations are equal, 

x{2 - x) 



= 2ktC^^ = Kt. 



(6) 



(1 - xY 

The reaction between nitric oxide and oxygen,* 

2N0 + 02= 2NO2, 

is of the third order, since it involves two molecules of nitric 
oxide and one of oxygen. By treating an extended series of 
measurements according to equation (5) it was found that K, 

1 Wourtzel, Compt rendus, 170, 229 (1920). 
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the reaction constant, is 36.3 at 0°, 25 at 25°, 17.6 at 60°, and 11.2 
at 86°. The constants obtained at any one temperature were 
very concordant, showing that equation (6) represents the true 
law of reaction velocity, and that this reaction is one involving 
three molecules. 

Mechanism of a Reaction. — When the equations given above 
are applied to chemical reactions, cases are encountered in 
which the "order" of a reaction is not that to be expected from 
its chemical equation. As there is ample confirmation of the 
truth of the equations, the reactions under consideration must 
take place in steps. Thus suppose a given reaction to be taking 
place in two steps, of which the first was measurably slow and the 
second was practically instantaneous; observations would show 
the velocity of the first step alone, A case in point is the reaction 

2HgCl2 + HjPOs + H,0 = 2HgCl + H3PO4 + 2HC1 
which appears to be of the third order, since the water-concen- 
tration does not change. Experiments^ show that this process 
takes place in two steps, of which the first is the time-reaction 
and the second is fast enough to remove the products of the first 
ahnoBt instantly. The first step is 

HgCl, + H,PO, = HgCl + HCl + HsPOj 
which is followed by the very fast reaction 

2H,POs + HsO = HaPOs + H3PO4. 
Such velocity experiments therefore throw light on the actual 
process by which a chemical reaction occurs, while the chemical 
equation shows only the final result of the process. 

Reversible Reactions.^Thc equations given above apply 
equally well to reversible reactions. Thus the velocity of the 
reaction N5O1 = NOi + NO2 is proportional to the concentra- 
tion of nitrogen tetroxide, 
dC 



dl 



- A;,(Co - C); 



and velocity of the reverse reaction, NOj + NOi = NjO*, is 
proportional to the square of the concentration of NO2, 

'Linhart, Aimr. Chem. J., 66, 354 (1913). 



308 PHYSICAL CHEMISTRY 

At equilibrium these velocities must be equal, since no change in 
the concentration of any molecular species is observed. Upon 
equating them, and writing for (Co — C) its equal (N2O4), and 
for (Co' — CO its equal (NO2), we have 

dC dC 



dt dt 



whence 



or kiiNiOi) = /C2(N02)^ 



(N02)2 = ^1 = X 



(N2O4) ki 

which is jihe mass action expression for the chemical equation 
N2O4 = 2NO2. This discussion should not be cbnsidered as a 
'* derivation" of the law of mass action, but merely a demonstra- 
tion that apparently stationary equilibrium is not incompatible 
with a finite velocity of reaction in each direction. 

Suppose a general reversible reaction to be a + 6 = c + d, 
and consider that we start with a and b present at equal concen- 
trations. Then the initial rate of this reaction is the rate at 
which the concentration of c or d is increasing. As soon as any 
c and d have been formed, the reverse reaction by which they re- 
form a and b can commence. As the concentrations of c and d 
are small at first, while those of a and b are comparatively much 
larger, the reaction proceeds rapidly toward the formation of 
more c and d. With increasing concentrations of these sub- 
stances, the reverse rate increases; while with increasing concen- 
trations of c and d, the rate of their formation from a and b 
decreases. After a time the reaction rates are equal, and equilib- 
rium is reached. At equilibrium, each reaction is proceeding 
independently, but the concentrations are not changing, because 
the reaction rates are equal. 

Effect of Temperature. — Nearly all chemical reactions proceed 
more rapidly at higher temperatures than at lower ones. The 
general effect consists in doubling the velocity for a rise in tem- 
perature of about 10°, though in some cases the speed is multiplied 
by 2.5 or even 3.5 for a rise of 10°. Many biological reactions 
have a maximum velocity at some characteristic temperature, 
but it is not certain that the decreased velocity at higher tem- 
peratures is a chemical effect. Excluding these from considera- 
tion, the rate of change of velocity is that stated above. An 
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equation expressing this change in the velocity constant for any 
particular reaction, due to van't Hoff, ia 

dT r»' 

The usefulnees of this equation ia much restricted, since the 
constant A must be determined from experiment for each reac- 
tion at two different temperatures. It ia of service in interpolat- 
ing for temperatures between those represented in a series of 
experiments, where the constant A may be evaluated from data i 
at any two temperatures after the equation is integrated between 
limits. The method of integration is the same as that for the 
Clapeyron equation on page 74, and the integrated form is 



In" 



To illustrate the use of this equation, refer to the reaction con- 
stants for nitric oxide oxidation, page 307; let 36.3 and 273° 
absolute correspond to fci and Ti, and 25 at 298° absolute, 
correspond to fcs at Tz. Substitution into the above equation 
leads to A = —1,165, By means of this value the reaction 
constant for 50° may be calculated from that at 25° to be 18.0; 
the measured value of the reaction constant at 50° is 17.6. How- 
ever, this value of A is applicable only to the reaction in ques- 
tion, not at all to some other reaction over this temperature 
range. 

Another test of this equation may be based on the mono- 
molecular reaction' of which the result is 

though it is probable that the reaction takes place in steps. 
However, the experimental data show conclusively that the 
reaction ia a monomolecular one. In Table 104a are given the 
reaction constants at various temperatures, together with those 
calculated by van't Hoff's equation from the experimental 
value at 25°. The numerical value of A ia 24,790 for thia 
reaction. 



'Paniels and Johnston, J. Am. Chen 



., 43, 63 (1921). 
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Temperature 


1Q*K 


Observed 


Calculated 


O*' 
25 
35 
45 
55 
65 


0.047 

2.03 

8.08 

29.9 

90.0 
292. 


0.0444 

7.9 
28.3 
93.2 
286. 



Another expression for calculating the specific reaction con- 
stant at one temperature from that at some other temperature^ 
may be written 

fca \tJ 

where Ti and T2 are the absolute temperatures corresponding to 
the reaction constants fci and fc2, and m is 28.5. This equation 
was found to express the change of velocity with temperature 
for a variety of reactions. The reaction rate at 10° is 2.78 
times that at 0°; the rate at 20° is 7.46 times that at 0°; and 
the rate at 30° is 19.3 times that at 0°. 



Questions 

1. A solution 0.167 molal in sugar has at 30° a rotation of 22.10**. Owing 
to the presence of acid in the solution, inversion takes place at such a rate 
that the angle of rotation of polarized light is 11.10** after 15 hr. and 0.35 
after 45 hr. (a) Calculate the angle of rotation corresponding to complete 
inversion of the sugar. (6) Calculate the time necessary for half of the sugar 
to be inverted, (c) The solution was 2.50 formal in formic acid, whose 
ionization constant is 2.10 X 10~*. Calculate the hydrogen ion concen- 
tration in this solution, and estimate the time required for inverting half 
of the sugar when the catalyzing acid is 0.10 formal hydrochloric acid, 
which is 92 per cent ionized. 

2. In a solution containing 0.1 mol of ethyl acetate and 0.1 mol of sodium 
hydroxide per liter, 10 per cent of the ester is decomposed in 15 min. at 
10° and 20 per cent at 25®. How much would be decomposed in 5 min. at 
55°? 

1 Harcourt, Phil. Trans, Roy. Soc, London, 212, 187 (1913). 
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3. A solution of sugar in 0.002 normal hydrochloric acid has at 40** a 
rotation of 22.28**. In 90 min. this has decreased to 19.77°, in 150 min. 
to 18.27°, in 210 min. to 16.83°, and after the inversion was complete, to 
—5.37°. Calculate the reaction constant. Calculate the rotation of the 
solution when the reaction had proceeded 3 hr. How long would it take for 
the rotation to become 0°? 

4. How long would it take to convert 40 per cent of hydroxyvaleric acid 
into valerolactone at 25° in the presence of 0.075 normal hydrochloric acid? 
See the text for data. 



CHAPTER XI 
PHYSICAL PROPERTIES AND MOLECULAR STRUCTURE 

Much careful work has been done in an effort to express the 
physical properties of substances (such as density or molal 
volume, optical properties, capillarity) in terms of figures repre- 
senting the constituent atoms. Where these attempts have met 
with success, a value is assigned to each atom, and by adding 
together all of the values for each atom in the compound, each 
taken the number of times that it occm« in the formula for the 
substance, a measure of the desired property is obtained. It 
may be said at once that the fruitfulness of this type of work has 
scarcely justified the expenditure of time upon it, except in a 
very few cases. Thus the differences in several properties in 
passing from member to member of an homologous series are 
often quite constant, and useful relations among the members 
of a single group of elements such as the alkaU metals or the 
halogens are known in a few cases. But nothing approaching a 
complete solution of the relation of physical properties to molecu- 
lar constitution in general has yet been discovered. Some of 
these relations are mentioned briefly in this chapter. 

Additive Properties. — Mass is an example of a strictly additive 
property; the molecular weight of a substance is exactly the 
sum of weights of the constituent atoms. Volume is sometimes 
roughly an additive property, though some astonishing excep- 
tions are known; heat capacity is nearly additive in most cases. 
In general, an additive property is one which may be computed 
from the number of atoms of each kind and from a figure assigned 
to each atom which expresses its effect in all cases. 

Constitutive Properties. — ^All properties which are not additive 
are said to be influenced by chemical constitution. A few 
properties, such as optical rotatory power, are the effect of 
constitution alone; and only these properties are properly con- 
sidered under such a heading. Properties which are both addi- 
tive and constitutive generally require further investigation, 

312 
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Outside the field of organic chemistry constitutive influences 
have scarcely been studied at all; within this field they are 
properly the concern of the organic chemist, and the student is 
referred to organic chemistry text books for a consideration of 
optical activity. 

Molecular Volumes. — If no expansion or contraction took 
place during chemical combination, the molecular volume of any 
Bubatancf! could be computed by adding together the atomic 
volumes of its elements, and a ready means of computing the 
density would be available, since density is molecular weight 
divided by molecular volume. But the problem is not so simple; 
molecular volumes are far from additive properties in many 
cases. Thus the volume of a formula weight of cffisium chloride 
is about 30 c.c. smaller than the volume of the uncombined 
metal alone. But the difference between the molecular volume 
of a CEesium salt and the corresponding rubidium salt is roughly 
constant, indicating that the effective atomic volume of ciesium 
in its compounds is about the same for all compounds, even 
though it is not that of the uncombined element. The approxi- 
mate constancy of this atomic volume for salts of the alkali 
metals is shown in the following table. 

Table 105. — Molal Volcmes o 
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49.4 
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47.9 
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57,6 



43,2 
-o.a 
42.4 



In the case of organic compounds, somewhat simpler volume 
relations are found, for the variations in chemical affinity, as 
measured by contraction during combination, are much smaller. 
Thus a beginning could be made by studying the difference in 
molecular volumes of members of homologous series, to obtain 
an average effective molecular volume for the — CHa — group; 
then the effect of hydrogen could be determined by reduction at 
a double bond, the difference between an atomic volume of hydro- 
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gen and one of combined chlorine could be measured by the 
increase of volume attending substitution, etc. From such a 
procedure it has been found that the effective atomic volume of a 
carbon atom is 14.8 c.c, hydrogen 3.7, sulfur 25.6 (22 in rings), 
nitrogen 15.6 (10.5 in primary amines, 12.0 in secondary amines), 
chlorine 24.6, bromine 27, iodine 37 c.c. per atomic weight.' By 
adding together these volumes, each taken the niunber of times 
the atom occurs in a compound, a fair measure of its molecular 
volume is obtained. Such a procedure is somewhat uncertain,^ 
as may be seen from the figures given by another investigator. 
The molecular volume of an aliphatic compound at its boiling 
point is 

V = 10.5 iVc + 5.25 iVn + 10.5 N^ + 0.25 (N^ - 2)^ 

As higher members of homologous series are considered, the 
molecular volume approaches as a limit that of (CH2)n. From 
the figures first quoted above, the volume of one CH2 group is 
14.8 + 7.4 = 22.2, and the density should therefore approach 
14/22.2 = 0.63, but the limit actually approached is 0.86. We 
may calculate from the second set of figures the density of nonyl 
alcohol, C9H20O, as 144/220 = 0.65; the experimental value 
being 0.84. Thus it is seen that no very satisfactory solution 
of this problem has been reached. Still another set of atomic 
volumes has been computed,^ carbon 11; hydrogen 5.5; chlorine 
22.8; carbonyl oxygen, 12.2; hydroxyl oxygen 7.8 c.c. per 
atomic weight. Densities calculated from molecular volumes 
based on these figures are, however, considerably in error. 
Thus acetone should have a molecular volume 33 + 33 + 
12.2 = 78.2, and a density of 58.1/78.2 = 0.74; experiment 
gives 0.792. Chloroform should have a molecular volmne ac- 
cording to these figures of 11 + 5.5 + 3 X 22.8 = 84.9 and a 
density of 119.4/84.9 = 1.40, while experiment gives 1.52. 
From these figures the density of (CH2)n which high members of 
homologous series should approach is 14/22 = 0.635, which is 
greatly in error. 

^ Grervais LeBas has studied the volume relations of organic compounds 
in detail. A large volume describes the results (Monographs on Physical 
Chemistry), of which the averages are here quoted. 

« Kaufmann, Z. Elektrochemie, 26, 343 (1919). 

* Smiles, Relation of Constitution to Physical Properties, page 112. 
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Molecular volumes are not generally additive. Tliey appear 
to be approximately so in the case of organic compounds on 
account of the nearly constant attraction exerted. Thus the 
volume of an atomic weight of oxygen in an organic compound 
varies from 4.7 to 12.0 c.c, depending upon its linking. The 
atomic volume of magnesium is 14 c.c, the molecular volume 
of magnesium oxide is 12 c.c, leading to the absurd conclusion 
that oxygen has a negative molecular volume.' 

Molal Solution Volumes. — The change in volume which occurs 
upon solution of a substance has been investigated by many 
workers. When a salt dissolves in water, it is freed from the 
forces which hold it together as a solid, it dissociates into iona 
(for which the change in volume is on!y|sIight), and it has an 
opportunity to combine with some of the solvent. In the follow- 
ing table, the decrease in volume attending the formation of a 
salt from its elements plus that which occurs when it dissolves 
in water to form a normal solution at 25° is shown. This decrease 
in volume in a dilute solution is the volume change when the 
are formed from the elements; in a strong solution the 
volume change upon union of the ions is included, but this is 
shown to be small from the fact that the effective solution 
volume is nearly independent of concentration up to five molal 
solutions for alkali hahdes. 



Tabui 106, — Volume Contraction Atte-ji 



I Formation OF a 



SOLDTION FBOM WaTEB AND THB CONSTITOE.VT ELEMENTS O 

CI mir. Br 

13.4 

10,7 
24.1 

35^4 

40> 

48^7 



13,0 
11. » 
24.2 

S.4 
29.6 



It will be noted that the difference between the molal solution 
volumes of the different chlorides and bromides is about 6.1 c.c, 

*FoT a full discuasioQ of chaoging atomic volumes see Richards, Proe. 
Am. Aoid., 37, 1,397 (1901); J. Am. Chem. S«c., 56, 2417 (1914). 

»Baxter and Wallace, /. Am. Chem. Soc., 38, 98 (1916). 
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regardless of the alkali element; and that the difference between 
the solution volumes of lithium salts and corresponding sodium 
salts is 10.6 c.c. regardless of the halide. This indicates that 
the effective solution volume is an additive one for the two 
constituent ions of a salt. This is found to be the case, and the 
contraction per formula weight when a normal solution is formed 
may be distributed among the separate ions as shown in Table 
107. From these values, it is possible to compute the volume 
contraction when a solution is formed from the elements of the 
salt and the contained water, merely by adding together the 
effects for the separate ions which result. It should be made 

Table 107. — Volume Contraction Attending the Formation op a 
MoLAL Solution; Effect of the Separate Ions at 26® 



Ion 
formed 


Contraction, 
cubic centimeters 
per atomic weight 


Ion 
formed 


Contraction, 
cubic centimeters 
per atomic weight 


Li+ 


11.4 
12.4 
24.0 
29.1 
37.2 


CI- 


19.1 


Na+ 


Br- 


12.7 


K+ 


I- 


1.4 


Rb+ 






Cs+ 









clear that these contractions are not those observed when the 
salt is dissolved; they are the sum of two effects of which solution 
is the second, and formation of the salt from its elements the 
first. 

Molecular Refraction. — This may be defined as the product 
of molecular weight and specific refraction, M{n — l)/d, where 
M is the molecular weight, n is the index of refraction, and d is 
the density of the liquid. For organic substances it has been 
found that this molecular refraction is approximately the sum 
of atomic refractions, i.e., values assigned to each element such 
that the sum of the values (each atomic refraction being multi- 
plied by the number of atoms of the element in the molecule 
under consideration) gives the molecular refraction. For 
example, let us calculate the atomic refractions for carbon, i2c> 
and hydrogen, R^j from the measured molecular refractions of 
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pentane (25,23) and hexane (29.84). If atomic refractions are 
additive, the molecular refractioQ for pentane, whose formula 
is C5Hi2, should be 5Rc + l2Ru = 25.23; that of hexane should 
be 6ffic + Hfin = 29,84; both of these equations are satisfied 
if Rg ia 1.06 and Ro is 2,49. From similar calculations upon 
a large number of compounds, the average values Re = 2.490 
and R„ = 1.066 have been obtained;' the increment for each 
CHa group on ascending an homologous series is ffc. = 4.622. 
What value to assign to oxygen depends upon its hnking in a 
compound; 2.137 for a ketone oxygen, 1.494 for hydroxyl oxygen 
(alcohols), 1.663 for ethereal oxygen. Some illustrations of the 
exactness of this law of additive refractions are given in Table 
108, where the calculated molecular refractions are based on the 



Table 108. — Molbcttlar Repractionb ov Organic Cohpounds 



I 



Substance 


Formula 


Molecular 
rerraction 


Dif- 
ference, 


Meas- 
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Calcu- 
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per 
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n-Pentwie 
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CHiCOCH, 

CH.COCH, 

QHbCOCH, 

CHiCOH 
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CHtOH 

CHtOH 

C,H„OH 

CH,OCH,OCH, 

CH.OCH, 

CHiOCH, 
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16.15 
20.65 
25-18 
20,64 
8.22 
12.74 
17.52 
26.74 
19.19 
26.95 
22.43 


25,24 
39,11 
23-11 
16.03 
20,66 
25,29 
20,66 
8.24 
12.87 
17,49 
26.73 
19.33 
28-90 
22-28 




























Methyl alcohol 


24 














Methylal 


0-68 
0-18 











average atomic refractions just given. In unsaturated com- 
pounds an effect is assigned to the double bond which is treated 
a an atomic refraction and added to the other atomic refractions, 
> Swietoalawaki, J. Am. Chem. Soc, i2, 1,945 (1920). 
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This effect^ is 1.73 for a double bond and 2.40 for a triple 
bond. 

Molecular refractions of dissolved salts are nearly additive 
at all concentrations,^ if it is assumed that no change in the 
refraction of water results when a salt is dissolved in it. The 
increase in specific refraction due to added salt, multiplied by 
the molecular weight of the salt, has a value which may be 
divided among the separate ions in the way shown in Table 109. 

Table 109. — Molecular Refractions of Dissolved Salts at 25% 
Shown as an Effect for the Separate Ions. Changing 

Ionization Has a Very Small Effect upon the 

* 

Observed Molecular Refraction 
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CI 


Br 


I 


Li 


Na 
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Atomic refraction 


1.03 


7.50 


11.05 


17.68 


1.27 


1.75 


3.84 



Boiling Points. — These generally increase from member to 
member of homologous series as shown in Fig. 46. It will be 
seen that the increase for a — CH2 — group becomes smaller for 
higher members of the series. This is expressed by Young's 
equation, from which the boiling point of a member of an 
homologous series may be calculated from that of the next mem- 
ber of the series below it. Let T be the boiling point of a com- 
pound, and T' that of the next higher member. Then 

144.86 



r = T + 



J'0-0148r 



This expression applies not only to hydrocarbons of the straight 
chain type, but to their derivatives as well. 

A given fractional change in pressure usually produces the same 
fractional change in the absolute boiling points of different sub- 
stances, provided the change in pressure is not too large. Thus a 
decrease of 5 per cent in total pressure lowers the boiling point of 

* Eisenlohr, Z. physik, Chem., 76, 605 (1911). His values for the other 
atomic refractions quoted above are Re 2.418, R^ 1.100, Rent 4.618, 2.211 
for carbonyl oxygen, 1.643 for ethereal oxygen, 1.525 for hydroxy! oxygen, 
Rc\ 5.967, Rbt 8.865, Ri 13.90. 

2 Baxter, /. Am. Chem. Soc, 33, 901 (1911). 
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water 1.4", which is 0.37 per cent of its absolute boiling tem- 
perature, 373, This same decrease of pressure should lower the 
absolute boiling point of alcohol 0.37 per cent; the calculated 
lowering is 1.3°, that experimentally measured is 1.2°. In many 
cases the agreement is much better than this, but this fairly 
represents the average case. Some further illustrations are given 
on page 75. 



£ zoo 




Number of Caibon AtomR 
Fig. 46. — BoilinK points ia homologous eeriea. 

An elevation of boihng point usually results upon substitution 
of a higher boiling clement in organic compounds; methyl 
chloride boils higher than methane, methyl iodide boils at a still 
higher temperature, and the same general effect is observed 
throughout a scries. 

Heats of Combustion. — Each higher member of an homologous 
series is formed from the one below it by adding a — CHj — 
group; if the heat of combustion is an additive property, the 
difference for adjacent members in a series should be a constant, 
equal to the heat of combustion of one — CHj — group. This 
heat of combustion has been estimated' at 153,500 cal. for each 

' Richards and Davis, /. Am, Chem. Soc, 42, 1,616 (1920), 
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such group. The extent of variation to be expected is illustrated 
by the data for a series of alcohols. 

Table 110. — Heat of Combustion of Alcohols 



Substance 



Molal 

heat of 

combustion 



Difference 

for 

CHa 



Methyl alcohol. . 

Ethyl alcohol 

Propyl alcohol. . . 

Butyl alcohol 

t«o-Butyl alcohol 



170,610 
327 , 040 
485,800 
638 , 330 
637,140 



156,430 
158 , 760 
152,530 
151,340 



The effect of constitution is clearly shown by the difference 
between the quantities of heat evolved from a mol of butyl 
alcohol and a mol of its isomer. Other additive relations are 
considered briefly in connection with the bonds severed during 
combustion, for which see page 199. 

Specific Heats. — The molecular heat capacity of a solid 
compound is approximately the sum of the atomic heat capacities 
of its elements. But as some elements which exist in solid 
compounds are not solids at room temperature, their atomic 
heat capacities in solids must be determined by experiment. 
Thus the difference between the atomic heat capacity of zinc 
and the molecular heat capacity of zinc oxide is 4 cal., and this is 
the effective atomic heat capacity of oxygen in solid oxides. 
Similar figures have been obtained for chlorine, sulfur, hydrogen 
and other elements in an analogous way. It should be noted that 
soUds of low atomic heat capacity (boron, sulfur, carbon) in the 
uncombined state retain these lower values in compounds. 
The average effective atomic heats are given on page 96, 
together with data illustrating the additive heat capacities. 



CHAPTER XII 
PEHIOmC LAW OF THE ELEMENTS 



I 



Mendel ejeff's periodic law states that when the elementa are 
arranged in order of increasing atomic weight, there is a recur- 
rence of chemical properties every eighth element. In some 
cases a recurrence of properties came in the seventh element, 
from which Mendelejeff rightly concluded that in this "period" 
there was a missing element yet to be discovered. By writing 
the elements in eight columns and leaving blank spaces where 
they seemed to be required in order to bear out the periodic law, 
he obtained the familiar periodic table. Of course if an element 
should be discovered for which there was no blank place, an 
alteration in the periodic table would be made necessary. Just 
this thing happened in the discovery of argon, an element which 
did not resemble any known element; further researches brought 
to light a whole family of these elements, and another column 
was therefore made necessary in the table. The arrangement at 
present accepted is shown in Table 111. It contains three ele- 
ments, gallium, scandium and germanium, which were unknown 
to the discoverer of the periodic law; but he predicted the prop- 
erties which these elements should have when discovered, and 
his predictions were confirmed by experiment after these elements 
were found. 

The so-called rare earths disturb the periodic table unless 
several of them are assigned to a single place in the table; all of 
them have properties corresponding to this place and it seems 
proper that all of them should go in the one position. Eleven 
elements therefore occupy the place of lanthanum. Further 
study is needed to reveal the reason for this crowding of a single 
place; but the best that can be done at present is to leave all 
of them in this place. Indeed, if a similarity of properties 
is the basis of grouping elements in the periodic system, this 
similarity exists in the case of the rare earths to an extent 
which makes their separation exceedingly tedious and difficult. 
21 321 
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Similar cases exist among the radioactive elements, where 
several elements occupy a single position in the periodic table; 
and the properties of elements in any one position are practically 
identical, so that effective separation has yet to be accomplished 
by any means. These elements have different atomic weights, 
but appear to be identical otherwise, while the rare earth ele- 
ments have properties (such as solubility) which differ very 
sUghtly from element to element. 

There are other irregularities in the periodic arrangement of 
elements according to atomic weight which are difficult to under- 
stand, and for which there are no explanations at present. Iodine 
has a smaller atomic weight than tellurium and should therefore 
come in the column with sulfur, while tellurium then falls in the 
halogen column. It was at first thought that this indicated 
an error in the atomic weight determinations, but a large number 
of very careful experiments have shown that this is not the case. 
We therefore disregard the order based on atomic weight in 
making up the halogen column, and put iodine out of prder so 
far as its atomic weight is concerned. It will be shown later that 
there is another property more fundamental than the weight of 
atoms, and that when the elements are arranged according to this 
property, there is no such discrepancy; iodine falls in its proper 
place. Another pair of elements in the table is also out of 
order if the weight order is followed; argon should fall in the 
alkali metal colmnn and potassium in the inert gas column. Here 
again the elements are placed in the column required by their 
chemical properties and the weight order is disregarded. 

Leaving out of consideration the exceptions to this periodic 
law, the elements may be arranged in the way shown in Table 
111. Under each element in this table is a nmnber which is its 
order number in the arrangement. Elements 43, 61, 76, 85 
and 87 have not yet been discovered, but the grouping which 
corresponds to the physical and chemical properties of the 
elements is disturbed unless blanks are left in the table for these 
elements. Thus if element 43 is ruthenium and no blank is 
left, this member of the platinum group is shown as a homologue 
of manganese, but it resembles manganese in none of its prop- 
erties; similarly element 75 (also a homologue of manganese) 
has not yet been discovered. These nmnbers are now quite 
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^V generally called the atomic numberti of the elements. The ex- ^^M 
^M ceptionB to Mendelejoff's periodic law disappear when it is '^^| 
^M stated in the form: The chemical and physical properties of the ^^M 
^1 elements are periodic functions of their atomic numbers. ^^H 
^1 Recently, quite definite proof that the atomic numbers are a ^^^H 
^M fundamental property of the elements has been obtained from ^^H 
^H X-ray bombardment.* When the elements are used as targets ^^^H 
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Other evidence justifying the arrangement which best illustrates 
the periodicity and which ignores some weight factors will be 




FiQ. 48.— Harkina' model of the periodic arraoBement of elements. 



given later; though it may be said here that the atomic numbers 
depend upon the fundamental structure of the nucleus of the atom. 
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H Moseley's experiments also afford an indication of the number 
H of elements yet to be discovered, since the straight line showing 
■ the relation between the square root of the vibration frequency 
* and the atomic number would exhibit displaced sections if missing 
elements existed, and these displacements could be eliminated 
by leaving a blank space for the new elements. In this way it 
was found that from aluminum to gold there are only three ele- 
ments missing, of atomic ntmiber 43, 61 and 75, corresponding 
to two homologues of manganese and one rare earth. 

Many arrangements of the elements in plane diagrams, on 
spirals, and as space diagrams have been proposed from time to 
time since the first periodic law was announced. Each of these ar- 

Jrangements brings out some particular points better than a simple 
arrangement in columns, but does not contribute greatly to the 
■Bubject as a whole. A recent representation of the arrangement 
on a helix in which the atomic weight is plotted vertically^ 
brings out some additional points, and ia shown in Fig, 48, In 
it the first two "short periods," consisting of the elements heUum 
to fluorine and neon to chlorine, form a single loop each. Follow- 
ing this, the longer "periods" of 18 elements each {argon to 
bromine and krypton to iodine) are represented by two turns 
each on the helix. And to allow for the rare earths, the helix makes 
a short special loop back from cerium {element 58) to praeseo- 
dymium (element 59) which is imder lanthanum {element 57); 
following which all of the rare earths come under this point in a 
vertical line, eorresponding to a change of atomic weight (and 
increase in atomic number) with only a very slight change in 
chemical properties. The several elements of radioactive origin 
corresponding to a single position in this table also appear in 
vertical groups; they are connected with brackets in the simple 
arrangement of Table III. 

Periodic Properties of the Elements. — When the atomic vol- 
ume, density, coefficient of expansion, latent heat, electrical 
conductivity, compressibility, melting point, boiling point, or 
any other physical property of the elements is plotted against the 
atomic number as abseissie, a curve showing peaks and troughs 
periodically is obtained. Such a curve is shown for some proper- 
ties in Fig. 49. If sodium occurs on a high peak, as in the 

• Harkina, J. Am. Chem. Soc, 38, 169 (1916). 
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atomic volume curve, potassium, ciesiimi and the other elements 
of this group also occur on peaks; these alkali elements also 
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Fio. 49. — Periodic properties of the elements. 

occur on peaks of the compressibility curve, etc. While only a 
few physical properties are shown in the plot, a similar curve is 
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obtained whatever property is studied. Thus it appears that 
whatever internal structure of atoms is responsible for their 
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properties, this arrangement is reproduced to a large extent 
after the required number of additions to the atomic mass, 
though it does not follow that the increments of mass are re- 
sponsible for the properties. This will be explained in a later 
chapter. 

Recent work on the distance between atomic centers in crystals 
has led to values for the effective atomic diameters which, when 
plotted against the atomic number, give a curve showing the 
same periodicity as that of Fig. 49. This is shown in Fig. 50. 



CHAPTER XIII 
RADIOCHEMISTRY 

The phenomena of radiochemistry differ in many ways from 
other types of chemical change, but they are real chemical 
changes which occur at a rate corresponding to the law for a 
monomolecular reaction. The changes are entirely irreversible, 
and their rates are quite beyond control by any known means; 
the energy effects accompanying them are far larger than those 
of ordinary chemical reactions, and there is a change in the num^ 
her of atoms involved in such reactions. These reactions proceed 
at the same time as the ordinary chemical reactions of the sub- 
stances, and are entirely independent of them. Thus as long as 
an atom of radimn exists as such, it is capable of combining with 
halogens in the same way as barium does, or it will form an 
insoluble sulfate; but when it undergoes its radioactive change 
(atomic disintegration), it yields a charged helimn atom and 
becomes an atom of inert gas belonging to the argon family. 
This is therefore an atomic transmutation of one element into two 
others. 

Alpha Particles. — Whenever a radioactive change occurs, the 
atom emits a charged particle of some sort. An atom of helium 
bearing two units of positive electricity is called an alpha particle. 
More properly, the alpha particle is a helium atom which has lost 
two electrons, or unit negative charges. These particles are 
expelled from atoms with a velocity of about ten thousand miles 
per second, and when they are directed upon a screen of zinc 
sulfide, a Imninescence is produced. Under the microscope this 
is seen to be composed of separate flashes, each due to the impact 
of a single alpha particle. By counting the flashes in a given 
area, and computing the total number of particles emitted upon 
the assumption that the emission was the same in all directions, 
it has been possible to determine the total number of particles 
emitted per second by a quantity of radium. Other experiments 
have shown that these charged particles carry the same quantity 
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flectricity as a positive bivalent ion in solution, that is, two 
I units of positive electricity. 

Beta Particles. — These are the other particles emitted during 
[■radioactive change; they consist of unit negative charges of 
[ .electricity, and are not associated with matter of any kind. That 
lis, they are 'atoms" of negative electricity having no material 
l.Hubstancc, no mass. They are expelled with far greater velocity 
I" than the alpha partielea. 

Gamma Ra^s.— These also accompany radioactive changes, 
and they have been shown to be identical with X-raya; they are 
not particles, but short wave radiations like the rays produced 
in an ordinary X-ray tube. They result from the bombardment 
of the radioactive material by electrons which result from its 
rdecomposition, just as in an X-ray tube the rays result from 
Jbombardment of a target by a stream of electrons from a cathode. 
Energy Effects of Radioactive Changes. — These are many 
times greater than those of ordinary chemical reactions. Ruther- 
ford has calculated that energy is emitted by an atomic weight of 
radium emanation at a rate equivalent to about 12,000 horse 
power/ and that the total energy evolved during its radioactive 
change to the next element in the series is equivalent to the 
operation of a 60,000 horse power engine for one day. This is 
millions of times greater than the energy of the most violent 
4}hemical reaction involving the same weight of matter, about 
220 grams, or less than half a pound; but it does not mean that 
5 possessed of the required quantity of emanation could per- 
form this quantity of work in a day by means of it, for the emana- 
I decomposes at its own characteristic rate and cannot be 
ide to undergo its change in a day. The emission of energy 
from atomic disruptions does not controvert the law of conserva- 
tion of energyl for the energy is derived from the atom itself, 
'here it exists in kinetic or potential form. Even if some means 
F reversing a radioactive change were known, the amount of 
energy required to effect atomic synthesis cannot be leas than 
that evolved upon atomic disintegration. 

Monomolecular Reactions. — Radioactive changes are true 
monomolecular reactions, the velocities of which are propor- 
tional to the quantity of substance present. Thus a given very 
1 SmUhgmnan Inal. Ann. Rept., 1S16, 167. 
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small fraction of the radium atoms present (1 in about 100,000- 
000,000) break up with explosive violence each second, expelling 
a fragment of the atom (an alpha particle) with great speed. 
The residual atom is lighter than before, and has become the 
atom of an entirely new and different element. For radiimi is a 
solid metal similar to barium, and the new atom formed is a 
gas belonging to the rare gas family and incapable of chemical 
reaction. 

This new substance, called radium emanation, is capable of 
the same kind of a reaction as that which formed it; namely, 
an explosive disruption into another alpha particle or charged 
atom of heliimi, and a new residual substance called radium A. 
This latter element is very unstable, and breaks up at once, 
giving another alpha particle and forming a residual atom called 
radiimi B. Since in all three alpha particles of atomic weight 
4 have been lost, there is a total decrease of 12 in the atomic 
weight from that of radium (226), and the atomic weight of 
radium B is therefore 214. 

When radium B explodes, there is emitted an electron but no 
heliimi atom. This electron is a unit charge of negative electric- 
ity having no appreciable mass in the ordinary sense of the term, 
and the atomic weight of the residual atom, radium C, is there- 
fore the same as that of its parent element, 214. 

For any one of these changes the rate is strictly proportional 
to the nmnber of atoms present; or in other words a fixed fraction 
of the total number of atoms present at any moment decompose 
in a unit of time. This is expressed by the law of a first order 
reaction (page 300), 

In 73 r = kt, 

(1 - x) 

However, we have here a monatomic reaction, siilce only 1 atom 
is involved in producing both of the reaction products. From a 
table of the specific reaction constants, k, for each reaction, it is 
possible to calculate the fraction decomposed in any interval of 
time. The common procedure is to compute and record the 
time required for half of the material to decompose, the so-called 
''period of half decay." Since the activity of a radium prepara- 
tion (for example) depends upon the number of atoms decompos- 
ing each second, it is clear that in the half time for radium, its 
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activity would drop to half of the original activity. When 
another period of thia length had elapsed, the total activity is 
one-fourth of the original activity; one-eighth after the elapse 
of another such period, etc. 

These changes differ from ordinary chemical reactions in 
that they are entirely uninfluenced by changes of temperature; 
a radium preparation decomposes at the same rate in hquid air 
aa at a rod heat, and regardless of the concentration or pressure. 
No method has yet been found of accelerating or retarding any 
radioactive change, that is, any atomic decomposition. 

Coimting Atoms. — It has already been shown {pages 63, 90, 
102) that an atom is exceedingly small, and that it would be 
quite impossible to see a single atom or a particle containing a 
small number of atoms. There is, however, a means of observ- 
ing the effect of a single charged helium atom or alpha particle, 
due to the great velocity {about ten thousand miles per second) 
with which it is discharged from radium in its decomposition. 
These particles are discharged in all directions, and produce a 
tiny flash of hght when they impinge on a layer of zinc sulfide. 
Under a microscope it has been possible to observe the flash due 
to each particle. {This apparatus is called a spinthariscope.) 
Knowing tlie size of the microscope-field and its distance from 
the radium preparation, it is an easy matter to calculate 
the number of alpha particles shot out per second by the whole 
preparation, by means of the ratio of the area of the field to the 
whole spherical area which is bombarded at the same rate. 
The number of particles per second from a gram of radiimi is 
1.36 X 10^', as dotemiincd in this way. 

Number of Atoms in a Gram-Atomic Weight. — Since an alpha 
particle which has lost its charge is in no way different from a 
helium atom, it follows that radium produces helium at a definite 
rate. Experiments have shown that the hehum so produced is 
0.156 c.c, per year per gram of radium. Since we have counted 
the number of particles shot out per second and have measured 
the volume of gas, we have here a means of determining the 
number of atoms in a gram-atom of this monatomic gas. There 
Are 3.15 X 10' seconds in a year, therefore there are 1.36 X 10^' X 
3.15 X 10', or 4.29 X 10" alpha particles expelled per gram of 
radium per year, and thia is the number of molecules in 0.156 cc, 
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whence it follows that there are 2.75 X 10^® molecules per cubic 
centimeter, or 6.16 X 10^' per molecular volimie.^ There could 
hardly be a more convincing proof of the atomic structure of 
matter or of the niunber of atoms forming a given weight of 
helium, for the number of separate constituents has been counted 
and the volimae has been measured. The value so obtained is in 
good agreement with other determinations of Avogadro's mmiber, 
based upon quite different methods. It is remarkable that 
radioactivity measurements which have shown that the atoms 
of some elements are unstable should also furnish the most 
convincing proof of the atomic structure of matter and of the 
actual reality of atoms. 

Radioactive Series. — It has been estabUshed after much careful 
work that the familiar activity of radiimi is but one step in a long 
series of atomic transformations, some of which occur with 
exceedingly great velocity, others of which occupy thousands of 
years. The atomic changes always consist in the expulsion from 
the atom of alpha particles (charged heUimi atoms) or beta 
particles (negative electrons), whether they are taking place 
rapidly or slowly. In the following table, one such series is given 
in detail. Uranium, the first element in this long series of 
elements, changes so slowly that 5 X 10® years are required for 
half of it to decompose; the change consists in expelling an 
alpha particle, and the resultant atom is therefore Hghter in 
atomic weight by four units. Reference to Table 112 shows that 
the new element, uranium Xj, is quite unstable, half of it decom- 
posing in about 3 weeks. Since an atomic weight of uranium 
forms half an atomic weight of uranium Xi in 5 X 10® years, and 
half of the amount present at any time decomposes in 3 weeks, 
it will be seen that uranium Xi cannot be a familiar substance, 
and that its properties cannot be tested by ordinary chemical 
means, since only an exceedingly small quantity of it could be 
collected from any reasonable quantity of uranium. 

The product of decomposition of uraniimi Xi is uraniiun X2, 
which is formed without loss of weight, since a beta particle is 
evolved; this element changes rapidly to uranium 2, a more 
stable element. At this point there is a branching in the chain of 
elements; only 92 per cent of uranium 2 follows the series as 

1 Rutherford, Ann, Rept Smithsonian Inst.j 1916| 181, 
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Table 112,^Radio active Changes is the Ubanium Sebibb' 



I 



Element 


weight 


Stti 


Periodic 


;;= 


Charac-ter 
of parUrlB 
eipelicd 


value 


tlcniuDi 1 

Drmnium X, . . . 

Cranium a 

Ionium 

Radium 

Emanation 

Radium A 

RadlumB 

lUdiumCi 

Radium C 

Radium D 

Radium E 

Radium P 

Radium Q 


[234) 
!23« 
C2M) 
(S30) 
228 

218 
(214) 
(214) 

ai*) 

(210) 
(310) 
(210) 
(206) 


as thorium 
(breyium) 

u (horium 
iilte barium 

aalead 
as bismuth 

a»lead 
aa bismuth 

lead 


Via 

Via 
II a 

IV b 

(VI b) 
Vb 


01 

BO 
8S 

82 

(84) 
82 

82 


B 


S X 10- years 

24.6 days 
1.15 min. 

2,000 yean 

a.SBdaya 

26.7 min. 
19. 5 nun, 

16 yea^ 

136 days 



shown in the table. We have oniitted consideration of the side 
series, which resembles the main one in general character, 
though it leads to the formation of diiferent elements. It can 
be seen from study of Table 112 that the loss of an alpha par- 
ticle always results in forming an atom lighter by four units than 
its parent, while the loss of a beta particle takes place without 
change in atomic mass. Those elements whose atomic weights 
are inferred from the character of radioactive change have been 
indicated in the table by enclosing the atomic weight in paren- 
thesis. Weights not in parenthesis have been determined by the 
usual methods, aa described in the first chapter of the book. 
The elements resulting from radioactive change have not, for 
the most part, been collected in sufficient quantities for direct 
chemical experiments; special methods of exceeding delicacy have 
been applied to determining their properties. Radium emana- 
tion has been obtained in small quantities sufficient to deter- 
mine its density, and to prove that it is chemically inactive like 
the rare gases of the atmosphere. Some of the chemical pro- 
perties of the other elements are inferred from their positions in 
the periodic table. 

• Fajans, Sd. Atner. Supplement, 81, 83 (1916), Other writers give 
slightly different values for the period of average life. Compare Boddy's 
text book, or Rutherford, Smithsonian Inst. Report, 1616, page 186. 
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Radioactivity and the Periodic Table. — As may be seen from 
Table 113, the loss of an alpha particle shifts the position^ of an 
element in the periodic table two places to the left, and the loss 

Table 113. — Radioactive Changes in the Uranium Series, in Relation 

TO THE Periodic Table of the Elements 



Atomic 
Weight 


Group of the periodic table of Mendelejeff | 
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* At uranium 2 there is a branching in the chain of radioactive changes, 
and only 92 per cent of uranium 2 follows the changes here shown; the 
remainder undergoes a different set of decompositions of the same general 
character as those of the main series. 

1 Soddy, Nature, 102, 356 (1919). 
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rof a beta particle moves it one column to the right. Thus, the 
loss of one alpha particle and two beta particles brings an ele- 
ment into the column from which it started, but with a decrease 
of four units in atomic mass. It should therefore have properties 
similar to those of the parent element after such a change, and 
this is found to be the case. So far as their properties have been 
studied, there appears to be no chemical difference whatever 
between radium B, radium J) and radium G (supposed to be the 
stable element lead), though the atomic weights change by four 
units. Here we have definite proof that atomic mass is not the 
determining factor in chemical properties. In considering the 
periodic table in general, it was found necessary to follow the 
order of atomic nmnbers in arranging elements; the question arises, 
win this settle the present difficulty? It will; but the settlement 
is a httle surprising, for these elements radium B, radium D and 

I radium G have the same atomic number, and therefore occupy 
the same place in the periodic table. Since they behave chemic- 
ally in exactly the same way {that is, as the same element), and 
occupy the same place in the periodic table, why not call them 
all the same element? This might be done if the atomic weights 
were not different by four units. Can an atom yield an atom 
of helium upon disintegration, and then by the loss of two electric 
charges become again the same element? If its atomic weight is a 
fundamental property of an element, no; if chemical identity in 
every other way constitutes the governing factor, yes. 

Isotopes. — Isotopic elements are identical in every way except 
atomic mass. That is, the elements radium B, radium D and 
radium G are isotopes of lead; they have the same atomic number 
as lead, occupy the same place in the periodic table, are identical 
with it in chemical properties, and inseparable from it; but they 
are of different atomic mass. A specimen of lead in which some 
I radioactive change is still going on would presumably contain 
I some of radium D or radium B. As seen from the table, the 
, atomic weight of radium G should be 206, since it is formed from 
radium (atomic weight 226) after the loss of five alpha particles, 
each of atomic weight four. The experimental value for the 
1 atomic weight of ordinary lead is 207.20, but as it is not in the 
least radioactive, it cannot be a mixture of these isotopes. The 
lactive end-element of another disintegration series known as 
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the thorium series is also an isotope of lead, with an atomic weight 
208.1, and it might be possible that ordinary inactive lead is a 
mixtm« of these two inactive end-products. 

Several questions will occiu* at once. Can inactive lead ever 
be found with an atomic weight other than 207.2, due to mixture 
of inactive isotopes in different proportions? Can a substance 
chemicaUy identical with lead, but of different atomic weight, 
be prepared from the lead of radioactive minerals? Can this 
radioactive lead be separated into two components, one of which 
is inactive lead of atomic weight 207.2? Can ordinary lead be 
separated into two components of atomic weight 206.0 and 208.1? 
The first and last of these questions may be considered together. 
Specimens of lead minerals from various parts of the worid were 
collected,^ and the lead in them was subjected to most careful 
purification by several different chemical processes. The 
atomic weights were found to be identical, and all of the q^eci- 
mens were found to be inactive lead. These results are shown 
in Table 114. If lead was separable into fractions of different 

Table 114. — Atomic Weight of Inactive Lead froii Vabiot^b Sources 



ir 



Source of lead 



Atomic 
wei^t 



Source €A lead 



Atomic 
wei^t 



Commercial lead salt. 
Eifel Mts., Germany. 
Cemisite from Idaho. 
Vanadinite, Arizona. . 



207.22 
207.20 
207.21 
207.21 



Cemisite from Australia 
Galena from Missouri. . . 
Galena from Germany. . 
Galena, Washington. . . . 



207.22 
207.22 
207.21 
207.21 



atomic weights, this would have been brought out by the differ- 
ent methods of purification, some of which would eliminate one 
constituent more completely than the others. If the two iso- 
topes occur mixed in different proportions, this should be brought 
out upon examining specimens from widely separated sources. 
Neither of these expectations was realized, and so far there is 
therefore no evidence that ordinary lead is a mixture. 

"Lead" from radioactive minerals collected at widely sepa- 
rated points^ has an atomic weight which is far from that of 

1 Baxter and Grover, /. Am, Chem, Soc, S7, 1,027 (1915). 
* Richards and Lembert, /. Am, Chem^Soe. S6, 1,329 (1914); 89, 2,613 
(1916). 
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^ ordinary lead, and different in different minerals. The methoda 1 
H of purification were as carefully selected as in the case of ordinary 1 
H lead above. Careful spectrum analysis showed the absence of | 

1 Table 115.— Atomic Weight of Radioactive "Lead" ^^| 


^H Source of lead 


Atomic weight ^^^| 




206.08 ^^1 

20B.3& ^^H 
20G.57 ^^M 

207.00 ^^H 


















impurities in the specimens of lead, and experimental errors ^^| 

large enough to account for this difference are entirely out of ^^H 
the question, as the work was done with extreme care by experi- ^^| 
enced workers. Finally,^ a large quantity of radioactive lead ^^M 
{atomic weight 206.41) was converted into nitrate, and this was ^^f 
subjected to a series of fractional crystallizations (such as are 1 
used to separate the rare earth elements) until about a thousand J 
fractionations had been performed. The most soluble and least ^^J 
Boluble end-portions showed no difference of atomic weight, ^^H 
and no difference in beta-ray activity; hence this number of ^^^| 
crystallizations effected no separation. ^H 

The isotopes of lead have identical atomic volumes,^ hence 
different densities; that of ordinary lead is 11.337 and that of 
radioactive lead 11.289 in one specimen and 11.273 in another 
(atomic weight 206.08). The molal solubilities are identical^ 
for the nitrates of isotopes; their indices of refraction and their 
spectra are also identical.^ No method of separating them has 

'Richarda and Hall, J. Am. Chem. Soc, 39, 531 (1917). 

'Richards and Wadaworth, /. Am. Chem. Soe., 88, 1,658 (1916). 

'Richards and Schurab, J. Am. Chem. Soc, 40, 1,409 (1018). 

the spectra of isotopic tormB of other elenaenta. 

J 
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yet been found effective for lead, and we are therefore forced 
to conclude that elements which have different atomic weights 
may have identical chemical properties, such that the isotopic 
forms are absolutely inseparable; and that elements of different 
atomic weight must be assigned the same place in the periodic 
table. 

Isotopes of Light Elements.' — Evidence of another sort has 
been obtained that many elements are isotopic, that is, contain 
chemically identical atoms of different weight. When the 
positive rays from a discharge tube are passed between charged 
plates, they are deflected toward the negative plate. By means 
of apparatus arranged as in Fig. 51, positive rayB are sorted into 
an extremely thin ribbon on passing through the parallel slits 
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Fig. 51. — ^PositiTe ray spectrograph. 



Si and Sty and are then spread into an electric spectrum by 
means of the charged plates Pi and P2, of which the latter is 
n^ative. A portion of this spectrum deflected through a given 
angle is selected by the diaphragm D and passed between the 
circular poles of a powerful electromagnet O, the field of which 
is such as to bend the ra^'s back again through a greater angle 
than that of the first deflection. The result of this is that rays 
having a constant mass (or more properly a constant ratio m/e 
of mass to charge) will converge to a focus at F and indicate 
their position upon a photographic plate placed as shown, giving 
a spectrum dependent upon mass alone. On account of its 
analogy to optical apparatus, the instrument is called a positive 
ray spectrometer and the spectrum produced is known as a mass 
spectrum. A sketch of the spectrum obtained for neon is shown 
in Fig. 52. Displacement to the right with increasing mass is 

'Aston, Kahtn, 104, 393 (1919); 106, 617 (1920); PAO. Mag^ S9^ 449 
(1920); Sdenct Profgrts^V^ 212 (1921). 
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"aeeii to be approximately linear, the numbers indicate masses 
corresponding to = 16. Only relative measurements are ob- 
tained, in terms of particles of known mass. These particles 
are impurities in the gas investigated, sometimes introduced 
purposely to aid in the smooth operation of a discharge tube. 
The principal groups of reference spots shown correspond to 
oxygen 16, two lighter spots at 24 and 26 are probably Cs and 
CjHa, and the strong spot at 28 is CeH^ or CO. The two chief 
spots for neon are shown by careful comparative measurementa 

Atomic Mass. 
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Fio. 52,— Mass Bpectnim of neoa. 

on the actual photographic plates to be at 20.00 and 22.00, and 
not at 20.2, which is the accepted atomic weight of neon. Neon 
therefore consists of a mixture of these two kinds of atoms, in 
the proportions of about nine to one. 

In the same way magnesium, atomic weight 24.32, has been 
resolved in the positive ray apparatus' into isotopes of atomic 
mass 24.0, 25.0 and 26.0. Other elements have also been 
resolved into isotopes, of which mercury contains perhaps 6. 
All of the isotopes so far encountered have atomic masses 
which are strictly whole numbers. A still more striking 
spectrum is that derived from chlorine, shown in Fig. 53. 



^ tfi 1 



to R 



J^iil > 



? Atomic Mass 



The strong spots at 28 and 44 are carbon monoxide and 
carbon dioxide, and a spot at 32 shows that a shght trace 
of oxygen is present. The spectrum of chlorine is character- 
ized by four strong lines at 35.0, 36.0, 37.0 and 3S.0; there 
is no trace of a line at 35,46, the accepted atomic weight of 
chlorine. The lines at 35,0 and 37.0 are due to chlorine atoms, 
the other lines one unit higher are their corresponding HCl 
)mpounds. This is strong evidence that chlorine consists of 
> Dempater, Science, E3, 559 (1920). 
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two isotopes whose atomic weights are whole numbers on the 
oxygen scale. Of course these two chlorines are chemically 
identical in every way, and inseparable by chemical means, so 
that the practical chemistry of chlorine is not disturbed in any 
way. Since these atoms have different atomic weights, there 
may be three kinds of chlorine molecules of molecular weight 
70, 71 and 72. Denoting the 35 chlorine by its usual symbol 
CI and the 37 chlorine by Cr, the possible molecules are Cls, 
Cls' and C1.C1'. Molecules of different mass diffuse at different 
rates (Graham's law of diffusion, page 48), and it is possible 
that a sufficiently large number of fractional diffusion experi- 
ments may yield two samples of chlorine gas of different densities. 

It has recently been claimed^ that chlorine was thus separated 
into two portions of different atomic weight, but as no details 
of the separation have yet been made available, it is impossible 
to say to what extent the separation was carried. Even if such 
a separation was carried to nearly pure isotopes of atomic weight 
35.0 and 37.0, the practical effect upon the law of definite pro- 
portions would be slight. There would then exist an interesting 
exception to this general law of universal experience which had 
been effected after much labor, but no important objection to the 
law of definite proportions. A proper discussion of this point 
must wait for details of the experimental procedure upon which 
a separation of isotopes rests. 

Isotopes and the Law of Definite Proportions. — ^From the 
experiments upon the atomic weight of radioactive lead and 
ordinary lead, quoted above, it is dear that lead bromide contains 
a variable proportion of lead, according to whether ordinary or 
radioactive lead is concerned. These determinations of atomic 
weight were made from the percentage of bromine in lead bromide, 
as determined by precipitation of silver bromide. When iso- 
topes are concerned, the composition of a chemical compound 
is a variable quantity. If it should happen that chlorine can be 
largely separated into fractions of different atomic weight, then 
chlorides may have variable compositions, according to which 
isotope is combined in the compound. Hie experiments of 
Aston with his positive ray spectrometer indicate that other 
oonmion elements are mixtures of isotopes. 

» Harkins, /. .4m. Ckem. Soc.^ 42, 1.996 (1920). 
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This is not as serious as might at first appear. The positive 
ray spectrometer has not yielded weighable quantities of the 
separate isotopes of chlorine, and enough work has been done 
upon their separation in quantity to show that it can be accom- 
phshed only with very great difficulty, and after long series of 
fractional diffusion experiments, or other laborious methods. 
Isotopes have identical chemical properties, they are absolutely 
inseparable by chemical means. The quantity of radioactive 
lead at present available is quite small, and the practical chem- 
istry of lead is in no way affected. So far as practical every- 
day chemistry is concerned, the law of definite proportions is 
essentially unshaken, though in stating it, a sort of mental reser- 
vation must be made for the compounds of radio-lead. No reser- 
vations are yet needed for chlorine compounds; for while the 
positive ray spectrometer shows convincingly that chlorine 
consists of two isotopes, no case is known in which these isotopes 
have been found separated in nature. Much careful work on its 
atomic weight has led to results which show that chlorine as 
ordinarily encountered, from whatever source, or in whatever 
etate of combination, behaves as an element of atomic weight 
35.46; long experience has shown that it may be considered as 
an elementary substance. There is not the slightest probability 
that chlorine will be separated into its isotopes in sufficient 
qiiantity to influence its everyday chemistry, so long as this 
separation looks to fractional diffusion methods or to positive 
ray separation. 

Age of Minerals. — If all of the lead in a mineral is of radio- 
active origin, and all of it has come from decay of uranium, 
then a calculation of the age of the mineral may be made from 
the known rate of decay of uranium. This calculation has often 
been made, and the results agree as to the order of magnitude, 
but it is quite uncertain that all lead in any mineral was so 
formed, and that no other alteration has taken place in a mineral 
in the enormous time interval involved. Most of such calcula- 
tions lead to the order 10* years,' but the individual calcula- 
tions of various authorities vary between 1 X 10' and 11 X 10". 

Thorium Series. — In addition to the uranium series of radio- 
active changes already discussed, there is another series of 
See F. W. Clarke, Proc. Nat. Acad. Sci., 4, 181 (1918). 
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which thorium is the parent element. The changes involved 
consist of the expulsion of alpha and beta particles, with corre- 
sponding losses in atomic weight when the former are lost, and 
with the corresponding shifts in position of the elements in the 
periodic table. The end product of this series is isotopic with 
ordinary lead, just as is the end product of the uranium series; 
it is formed from thorium (atomic weight 232.1) with the loss 
of 6 helium atoms, and should therefore have an atomic weight 
24 units less than thorium, or 208.1. It will be noted that this 
is higher than the atomic weight of ordinary lead, while the 
end product in the uranium series has an atomic weight lower 
than ordinary lead. It is possible that ordinary lead is a mix- 
ture of these two inactive end products, always in constant 
proportion, but this is exceedingly unlikely in view of the work 
on the atomic weight of inactive lead from widely separated 
sources mentioned above. In all of the specimens of inactive 
lead there examined, none had an atomic weight deviating 
by more than 0.01 unit from the average. Perhaps there are 
three leads, an inactive one (ordinary lead) and the two active 
end products.^ At least a specimen of lead thought to have 
come from thorium disintegration has shown an atomic weight 
of 207.90, which is higher than that of ordinary lead,^ but which 
cannot be the pure end product, since this should have the 
atomic weight 208.1. 

Actinium Series. — This third series contains no elements 
of long life, and has the same general characteristics as the others 
already described. It need not be given in detail here. 

1 Clarke, Proc. Nat. Acad. Sci., 4, 181 (1918). 
^Honigschmid, Phyaikalische Ztach,, 19, 436 (1918) 
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CHAPTER XIV 
ATOMIC STRUCTURE 

We have seen in earlier chapters that the distance between ato- 
mic centers in liquids and solids is of the order 10"* centimeters, 
or about a thousandth of the shortest wave length of visible 
light. It is therefore clear that any evidence of the internal 
structure of such a particle is necessarily indirect. Indeed, it 
seems almost impossible that anything at all could be known 
of such an exceedingly tiny particle. Not many years ago, 
mention of the chemical analysis of stars and planets would 
have seemed as far removed from possibility; yet this has been 
accomplished through their spectra, and one element (helium) 
was shown to be present in the sun before it was discovered on 
the earth. The elucidation of atomic structure is not more 
remarkable. 

Evidence Already Presented. — From consideration of the 
periodic table it seems probable that something within the atom 
which is responsible for many of its chemical properties is re- 
peated every eighth element. In attempting to visualize its 
structure, it is therefore necessary to have a similar arrangement 
within the atom every eighth element when they are arranged in 
the order of increasing atomic numbers. We have seen from the 
phenomena of radioactivity that helium atoms are expelled from 
heavy metal atoms during atomic disintegration of one type, and 
that negative chaises are expeDed in another type of radioactive 
change; hence these must form the fundamental constituents of 
these atoms, and presumably of the more stable atoms as well. 
There are eight radioactive transformations in which helium 
atoms are expelled in the uranium series, six in the thorium series 
and five in the actinium series. The probability that helium 
is one of the units of atomic structure in other atomic structures 
as well as those involved in radioactivity is strengthened by 
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the fact that the atomic weights of a number of elements differ 
by exactly four units. 

The fact that the helium nucleus survives the violent expulsion 
from a radioactive atom suggests that it is a very stable unit. 
A substance which breaks up with the emission of swiftly moving 
electrons (beta particles) follows the same laws as one which 
gives out helium atoms. It is therefore probable that these 
electrons also come from the same part of the exploding atom, 
and that they are constituents of the complex atom in the same 
way that the helium atoms are. The atoms of elements are not 
electrically charged when in the free state, hence there must be 
an equal number of positive and negative charges in them. 

Two simple possibilities present themselves. Either all of 
the positive electricity is on the outside of the atom and the 
negative electricity within it; or the positive electricity is con- 
centrated in the interior of the atom and the negative electric 
charges are on the outside. It is certain that positive electricity 
is to be found associated with the mass of the atom in either 
case, for positive electric charges having no appreciable mass 
have never been observed. Electrons (negative charges) do 
exist without association with matter of any kind; they are in 
effect mass-less "atoms'' of electricity; no corresponding positive 
electron is known. 

Scattering of Alpha Particles by Matter. — When a beam 
of swiftly moving alpha particles is passed through gold, an 
occasional particle is deflected through an angle greater than a 
right angle, presumably on account of having entered into the 
very core of an atom and there encountered an intense electric 
field. In order to account for the intensity of this field it is 
necessary to suppose that the positive electricity is concentrated 
in a very minute volume (compared to the distance between 
atoms) , or nucleus. The field which could come from a uniform 
distribution of the positive electricity around a sphere 10"' 
centimeters in diameter is far from strong enough to explain the 
observed deflections of alpha particles. 

Rutherford Atom Model. — It is now commonly accepted 
that an atom consists of a small positive nucleus with which is 
associated the mass of the atom, and a system of electrons which 
form the outer layer of it. The material in the following pages 
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it to the structiire and diameter of this inner mass 
nucleus; second to the number and arrangement of the outer 
electrons, and the relation of this arrangement to chemical 
behavior. Evidence bearing on both topics is of necessity 
indirect or circumstantial; much of it is mere plausible specula^ 
tion, but it is worthy of attention and study, for it points the 
way to future research and serves as a working basis in present 
problems. A nuclear structure was first proposed by Ruther- 
ford,^ and such a model is often called after him. 

Atomic Number. — In the previous chapter it was stated that 
when the elements were arranged in the order of increasing 
atomic weight (after such irregularities as the positions of argon 
and potassium, tellurium and iodine, etc., were eliminated by 
placing these elements in their proper columns) , the order number 
of each element was called its atomic number. Except for the 
evidence based on vibration frequency, there was nothing to 
indicate that the atomic number was anything more than the 
order number, arbitrarily changed in two or three cases to mi 
the periodic table more syBtematic. If we define the atomic 
number of an element as the number of positive charges on 
nucleus, as determined in experiments on atomic structure, the 
same order is obtained as in the periodic system. In fact, there 
is a simple relation between atomic number and the frequency of 
characteristic X-ray spectra, as determined by Moseley's experi- 
ments mentioned in the previous chapter. If n is the atomic 
number as defined above (magnitude of the positive charge on 
the nucleus of an atom), and / is the frequency of vibration, 

/ - a(» - (.)■, 

where a and b are constants. The elements when arranged 
according to the atomic numbers thus determined, fall into their 
proper places in the periodic table. Hence the atomic number of 
an element is a more fundamental property of it than its weight. 
The atomic number of an element is the number of positive charges 
on its nucleus. These atomic numbers are also deduced from 
scattering of X-rays on passing through matter, and from the 
scattering of alpha particles; the same number being obtained 
by any of the methods. 
PhU. Mag., 21, 66S (1911); 36, 702 (1913); 37, 4S8 (1914). 
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Structure of Atomic Nuclei.' — From the closeness of the low 
atomic weights to whole numbers if oxygen is 16.000, and from 
the relative abundance in the earth's crust of elements of even 
atomic number, a theory has been postulated as to the origin of 
elementary atoms, ^ which assumes their nuclei to be built up 
from alpha particles (positively charged heliiun atoms), positively 
charged hydrogen atoms, and electrons; the latter not contrib- 
uting to the mass of an atom to an appreciable extent. Those 
elements whose atomic weights are divisible by four (carbon, 
oxygen, neon, magnesimn, silicon, sulfur, etc.) are considered 
as built up of a nucleus containing the required niunber of 
helium nuclei to give the proper weight; thus 3He++ for carbon, 
4He"^''" for oxygen, SHe"*"'" for neon, etc., plus a system of electrons 
in a shell surrounding the atom, such that the atom as a whole is 
electrically neutral. On account of the great stability of helium, 
these atoms of even atomic number, which are supposed to con- 
tain helium only, should be more stable than those of odd atomic 
number, which are supposed to contain hydrogen in their struc- 
ture. There is no direct test of the stability of any of the non- 

1 The student of chemical history will recognize in the considerations of 
this paragraph a modification of Front's hypothesis (1834) that the atomic 
weights were exact multiples of that of hydrogen. The xmderlying thought 
of this hypothesis is a building up of elements from hydrogen as a funda- 
mental constituent of all Imatter. Clarke (1873) long ago postulated an 
evolution of elements, and this has been supported in late years by spectro- 
scopic observation of the planets. Lockyear and others have pointed out 
that the spectra of hydrogen and helium predominate in the hot stars. 
Evolution of elements is indicated by a progressive increase in chemical 
complexity of the heavenly bodies as their temperatures decrease from.those 
of the simple gaseous nebulse to the sun and colder planets like the earth. 
The more complex (heavier) elements do not appear until lower tempera- 
tures are reached. The spectrum lines of lead appear in the solar spectrum, 
while those of uranium and thorium do not appear. Against this plausible 
argument must be set the facts of radioactivity; namely, that uranium and 
thorium do break up their atoms spontaneously, with the formation of an 
end product chemically identical with lead. Here we are able to observe 
an xmcontroUed and spontaneous disintegration of atoms; no synthesis of 
atoms of any kind has been observed, though the spectra of stars indicate 
the possibility that it does take place at exceedingly high temperatures. 
See Clarke, Proc, Nat, Acad. Sd., 4, 181 (1918). 

"Harkins, Science, 60, 577 (1919); Nature, 106, 230 (1920); Physical 
Revieiv, 16, 73 (1920); /. Am. Chem. Soc, 39, 866 (1917); 42, 1966 (1920). 
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idioactive elements, since they are unchangeable by all physical 
,and chemical means within our power, but if they were really- 
built up in the way here postulated, the more stable ones should 
be more abundant in the universe. Meteorites contain about 99 
per cent of elements of even atomic number; the earth's crust 
contains about 90 per cent of these elements. 

Direct proof of this bold hypothesis has not been accomplished, 
but the evidence in its favor commands attention. All of the 
atomic weights of the lighter elements are what this hypothe- 
sis would require, provided there is a decrease of 0.76 per cent in 
,mass due to the "packing effect" of the component nuclei. The 
■elements consisting of helium only are much more abimdant. 
Heavy elements do actually give off helium during their radio- 
active changes. Finally,^ hydrogen seems to have been obtained 
BS a result of extremely violent bombardment of nitrogen mole- 
cules with alpha particles (charged helium atoms) of exceedingly 
iugh velocity, while no hydrogen was obtained from similar 
bombardment of oxygen molecules. Harkins' hypothesis states 
'that nitrogen contains hydrogen nuclei and that oxygen contains 
'none, and this remarkable experiment by Rutherford thus seems 
to be a confirmation of Harkins' views. However, Rutherford 
himself expresses some reserve in making a statement that atomic 
transmutation has been effected, and is inchned to experiment 
further. On the basis of the present evidence, his interpretation 
seems unavoidable, and in harmony with Harkins' postulate of 
atomic origin. 

Following this line of speculation further, a new periodic 
table (Table 116) has been prepared which shows the structure of 
each atomic kernel and the agreement between the atomic weight 
calculated on the assumption of such a nuclear structure with that 
based on the usual methods of determining atomic weights. 
This system of representing atomic structure falls down after 
the third period of the table, and atomic weights which are not 
^dose to whole numbers are more common from this point on. 
In the first 28 elements there are cases in which the atomic 
weights are not close to those demanded by this hypothesis. 
In some of these cases it has been shown by other investigators^ 

' Rutherford, Phil. Mag., 37, 571 (1919); Science M, 467 (1919). 

*A8toa, Nature, 104, 393 (1919); Dempeter, Science, £2, 559 (1920). 
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from the deflection of charged atoms or positive rays in a 
powerful electric field that the element consists of two isotopes 
of different atomic weight. Thus neon consists of 9 parts 
of an atom with atomic weight 20.00 and 1 part of atomic 
weight 22,00, which is in agreement with the value 20,2 in the 
international table of atomic weights. Chlorine contains 2 
iaotopic atoms of weight 35.0 and 37.0 respectively; from the mass 
spectrum of these atoms (of course mixed in the proportion to 
give an apparent atomic weight of 35.46) it was found that there 
are no other isotopes present in chlorine. 

Finally/ Harkins claims to have separated chlorine by a series 
of diffusion experiments into its two components. No element 
which has thus far been examined by the deflection of its positive 
rays has an atomic weight which is other than a whole number 
except when isotopes have been indicated by two kinds of posi- 
tive rays. 

In connection with this table, it should be noted that the incre- 
ment in weight between the first series of elements (helium to 
■ fluorine) and the second series (neon to chlorine) is 16, or 4 He, 
the increment from this series to the following one is 6 He, and 
the increment to the next series, not shown in the table, is 6 He. 
This increment persists even in the elements of odd atomic 
weight, such as lithium, boron and fluorine. There is an unex- 
plained exception in the increase in weight from nitrogen to 
phosphorus, which is 17 in place of 16, and other exceptions occur 
with increasing frequency for elements of higher atomic weight. 
This indicates that there is some other law yet to be discovered 
which regulates these increases. If the actual atomic weights 
of the elements supposed to consist of helium nuclei only are 
divided by the number of such nuclei present,* values for the 
atomic weight of helium are obtained as shown in Table 117. 

The author of this hypothesis of atomic structure considers 
that he has good reason for omitting from consideration the 
elements in Table 117 which are enclosed in parenthesis. The 
strength of his theory is much weakened by the fact that he does 
not find any reason for omitting an element whose atomic weight 
ia an exact multiple of four, but does discard magnesium and 

' /. Am. Chem. Soc,, 43, 1,996 (1920). 

"Harkina, J. Am. Chem. Sot., 42, 1,988 (1820). 
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silicon. However, there can be little doubt that some truth 
underlies these speculations; radioactive changes show that 
helium is beyond question a constituent of the heavier atoms, 
and it would be strange if it were not in the nucleus of lighter 
atoms as well. 

Table 117 



Element 


Number 

of helium 

nuclei 


Atomic 

weight 

of helium 


Element 


Number 

of helium 

nuclei 


Atomic 

weight of 

helium 


Carbon 


3 

4 
5 
6 
7 
8 
10 
10 


4.001 

4.000 

(4.040) 

(4.060) 

(4.046) 

4.008 

3.990 

4.007 


Titanium 


12 
13 
14 
68 
69 
66 
61 


4.008 


Ozviren 


Chromium 


4.000 


(Neon) 


Iron 


3.989 


(Magnesium) 

(Silicon) 


Thorium 


4 003 


Uranium 

Radium 


4.003 


Sulfur 


3.998 


Argon 


Radio-lead 


4.001 


Calcium 









Number and Arrangement of Electrons in Atoms. — If the 

atomic number is the number of positive charges on an atomic 
nucleus, it is also the number of electrons entering into an atomic 
structure, since atoms as a whole are electrically neutral. These 
electrons are sometimes assumed to rotate around the atom^^»' 
in such a way as to give rise to the characteristic spectra, but 
for elements containing several electrons, it will be seen that 
such a system of rotations would be very complicated. A more 
important objection to this idea is that it does not bring about a 
repetition of aliy arrangement every eighth element, as it should 
to account for the periodic table. Many have discarded this 
idea in favor of an assumption that the electrons around an 
atomic nucleus are more or less stationary, and vibrate only 
within a range which is narrow compared to the atomic diameter. 
Since the recurrence of properties comes every eighth element, 
it is natural to assume that the electrons occupy nearly stationary- 
positions at the corners of an imaginary cube circumscribed 

1 Bohr, Phil. Mag., 26, 1, 477, 857 (1913); 30, 394 (1915). 
« Nicholson, Phil. Mag., 27, 541 (1914); 28, 90 (1914). 
• Kossel, Ber, deut. physik. Ges., 16, 953 (1914). 
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)out the atomic nucleus.^ The existence of isotopic elements 
having identical chemical properties and different atomic weights 
(therefore different nuclear structures as well) clearly shows that 
the nucleus does not determine the chemical properties of ele- 
ments. It ia natural to seek the explanation in the arrangement 
of electrons, for that reason. Let us consider a few simple 
elements in detail. 

Hydrogen and Helium. — A hydrogen atom has but one elec- 
tron, hehum has two which are supposed to be situated on oppo- 
site sides of the atomic nucleus. This arrangement of electrona 
is probably the most stable of any, and hehum ia probably the 
t stable element. Two hydrogen atoms combine to form a 
molecule, their electrons forming a stable pair. These elements 
are not considered in the cubical arrangement, which begins 
with lithium. 

Lithium to Neon. — Lithium has three electrons and three 
positive charges upon its nucleus. Two electrons are assumed 
to be within the cube, forming a pair such as that in a helium 
atom or a hydrogen molecule, but this pair is not shown in draw- 
ing the diagrams. This is also the case in all of the following 
elements. The third electron in lithium, the third and fourth 
in berylium, etc., have the positions shown' in Fig. 54. 

It is assumed that every element having an incomplete set of 
eight electrons, an "octet" of electrons around it, tends to com- 
plete this octet if it is nearly full already; or to give up its elec- 
trons to complete the octet of another element in case it has few 
of them. Thus lithium has no tendency to take on seven other 

' This idea was apparently first propoaed by Parson, Smiihsonian Inst. 
MUc. PtiW., 65, II (1915); clarified and elaborated by G. N. Lewis, /. Am. 
Chem.Soe., 3S, 762 (1916); and finally widely extended by Langmuir, J. Am. 
Chem. Soc, 41, 868, 1,543 (1919); 42, 274 (1920); /. Ind. Eng. Chem., 
12, 386 (1920). Similar views have been expreseed by WyckoiT, J, Wash. 
Acad. Sci., 9, 665 (1919); Koasel, Naturuissensckaften, 7, 339 (1919); 
Krchoff, Z. physik. Chem., 93, 623 (1919), and others. In the treatment 
here given, no attempt is made to credit the various writers with their 
ahare in formulating this theory; and only the esHential features are cton- 
sidered at all. Many of the interesting consequences of this work are 
available to elementary students who care to study the original papers, 
especially those of Lewis and Langmtiir, 

' Photographs of apace models of these and other atoms are given by 
1 Poatef in Chem. Mel. Eng., 23, 690 (1920). 



352 



PHYSICAL CHEMISTRY 



electrons to complete its octet, but readily gives up its one elec- 
tron to complete the octet of fluorine. Neon, having a complete 
octet of its own, neither gives up electrons to any other element 
or takes on any from another element, and hence it forms no 
compounds. Berylium has two electrons, and can giye one of 
them to each of 2 fluorine atoms, thus completing two octets; 
and this is in agreement with the formula BeF2 for this com- 
pound. But berylium has no tendency to combine with lithium, 
since no octets could be completed by such a combination. Now 
the electron shell of oxygen lacks two electrons of a complete 
octet, and these may be taken from 2 lithium atoms (forming 
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FiQ. 54. — Arrangement of electrons around the atomic nuclei for elements in 
the first period of the periodic table. {After Lewis.) 

IA2O) or from 1 beryUum atom (BeO). The electron shell of 
carbon lacks four electrons of being complete, it may give up two 
electrons to each of 2 oxygen atoms to complete their octets 
(forming CO2) or it may take up four electrons from 4 hydrogen 
atoms to complete its own octet (CH4). This is the first element 
which can either complete its own octet or give all of its electrons 
to another atom or group of atoms. 

Sharing Electrons. — ^When an element is not afforded an 
opportunity to complete its octet at the expense of some other 
atom or atoms, it may share a pair of electrons with another atom 
of its own kind. That is, 2 fluorine atoms may combine as 
shown in Fig. 55, if their octets have two electrons which exist 
in both octets at once. This explains the existence of a very 



t stable molecule Fa. But this arrangement is less satiefactory, 
and less stable, than eight electrons for each octet. Hence this 
arrangement is readily abandoned in the presence of such 
elements as hydrogen or lithium which 
will give up an electron. It is gen- 
erally true that chemical combination 
will take place by completing octets if 
possible J and by sharing pairs of 
electroiM as second choice. The oxygen 

I molecule is formed so as to contain two 
completed octets in which two pairs of 
electrons are shared, corresponding to ' 
two edges of the cube being in contact. 
Sodium to Argon. — (Second period of the periodic table.) 
The first element after neon is sodium, which must have an 
electron arrangement similar to lithium if this is responsible 
for the chemical properties. The inner stable pair is completed; 
the octet is completed, and one electron is available for beginning 
a new octet outside of the first one. There is no tendency what- 
ever for the ten electrons of the stable pair and the first octet to 
.exert any effect upon the properties of sodium; they remain 
undisturbed by chemical processes, and only the single electron 
of the outside octet is active. This is true of all the elements; 
their properties depend only on the outside layer of electrons, 
not upon the inner layers, and tio element starts to form a 
second octet until the octet under it is completely filled. Sodium 
has eleven electrons, two for the stable helium conformation, 
'.eight for the stable neon octet, and one in the new octet. It has 
no capacity for taking on seven other electrons, but readily 
igives up one to complete the octet of another element. Having 
■lost this electron, it has 10 negative electrons and 11 positive 
charges in its nucleus; it is therefore positively chained, and such 
ft structure is found in the free sodium ion in solution. Langmuir 
believes that this sodium ion also exists in the solid crystal, and 
that the chlorine atom has taken an electron into its octet from 
aodium even in a salt crystal, which consists of the ions held in a 
space lattice. 

Magnesium has an arrangement of electrons in the outer 
shell like berylium, aluminum like boron, and silicon like carbon, 
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SO far as the outside shell of electrons is concerned, and it is mainly 
this outside layer which governs the chemical properties of 
atoms. In silicon there is the tendency to give up four electrons 
(as in SiCU) or to take up four electrons (as in SiH4), and the 
following elements, phosphorus, sulfur and chlorine, show a 
decreasing tendency to give up five, six, or seven electrons; 
together with an increasing tendency to take on three, two, or one 
and complete their own octets. Chlorine has 17 electrons, and 
by taking on one more (as in a combination with lithium or 
sodium) it completes its second octet and has the electron ar- 
rangement of argon. As in the case of fluorine, chlorine will 
share a pair of electrons with another chlorine atom; the elec- 
tron arrangement in the outer shell of a chlorine molecule is the 
same as that shown in Fig. 55 for fluorine. In the simplest 
oxide of chlorine, oxygen (which lacks two electrons of complet- 




FiG. 56. — Electron arrangement in chlorine monoxide. 

ing its first octet) may share two pairs of electrons with 2 chlorine 
atoms, thus completing three octets in which certain electrons 
are forced to share in two octets at once. The arrangement is 
shown in Fig. 56. 

Continuing through the elements after argon, the first three, 
potassium, calcium and scandium, seem to follow along the 
same system as in the first two periods; potassium behaves much 
like sodium, calcium like magnesium, etc. But with the twenty- 
second element, titanium, some new set of influences seems to 
begin. Titanium is not like carbon or silicon, vanadiimi has 
properties widely different from phosphorus, chromium does not 
resemble sulfur in as many ways as it differs from it, and manga- 
nese bears little resemblance to chlorine. In all of these cases, 
there is some resemblance between elements in the columns of 
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Se periodic table, but there is more difference. The authors of 
this hypothesis of electron arrangement have not yet carried their 
speculations much beyond calcium, and we shall not attempt 
to do so. Let us examine some of the consequences of the elec- 
tron structures assigned to the first 20 elements, especially in 
their bearing on the physical properties of compounds in which 
the electron arrangement is similar. We have seen already 
that elements of similar chemical properties have similar 
electron arrangements, and that the maximum number of elec- 
trons in an outer shell is eight, thus accounting for the periodic 
system. 

Physical Properties and Electron Arrangement. — Let us take 
for comparison two molecules in which the total numbfer of 
electrons is the same, and which according to this theory have 
the same structure bo far as arrangement of electrons is concerned. 
Nitrous oxide and carbon dioxide each contain 16 electrons; each 
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FiQ. 67.^Electron iirrBiiBemenIs of carbon dioiide oud nitrouB oxide. 

molecule is formed by the sharing of electrons in such a way that 
a central atom shares four pairs of electrons, two pairs with each 
of the adjacent octets. The arrangement is shown in Fig, 57. 
Each molecule contains three atomic nuclei, and there is thus 
great probability that their physical properties should be much 
alike (f the theory is correct. There is not much other ground 
for expecting similarity except that their molecular weights are 
equal, and in other cases this is not found to bring about much 
resemblance of properties. Table 118 shows that there is great 
resemblance in physical properties of these two substances. Two 
other molecules of quite different chemical nature have also been 
found to have similar physical properties, nitrogen and carbon 
monoxide; and to have identical electron arrangements within 
I the molecule, according to this theory. 
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Table 118. — Comparison op Physical Properties^ 



Property 




CO2 



Critical pressures •. . 

Critical temperatures 

Viscosity at 20*'C 

Heat conductivity at 100®C 

Density of liquid at —20** 

Density of liquid at +10** 

Refractive index of liquid. D line, IG^'C 

Dielectric constant of liquid at 0° 

Magnetic susceptibility of gas at 40 atm. 16°C 



75 atm. 
35. 4*^ 
148 X 10-« 
0.0506 
0.996 
0.856 
1.193 
1.598 
0.12 X 10-« 



77 atm. 

31.9** 
148 X 10-« 

0.0506 

1.031 

0.868 

1.190 

1.582 
0.12 X 10-« 



Isosterism.^ — Atoms or atomic groups having within them 
the same number and arrangement of electrons are called iso- 
steres. Thus neon, sodium ion and magnesiimi ion are isosteric; 
the first having a complete outer octet, the second having re- 
verted to this form by the loss of its one electron to some other 
element, and the third by the loss of two outer electrons. Simi- 
larly, nitrate ions and carbonate ions, while their structures are 
somewhat complicated, have the same electron arrangement. 
Hence sodium nitrate and magnesiimi carbonate have the same 
electron arrangement, and it has been foimd that their crystal- 
lographic properties are identical. 

A simpler example may be taken from elements which revert 
to the neon type. Oxygen can complete its octet by taking on 
two electrons, fluorine needs only one, neon none, sodium has 
one extra which it can yield to some other atom, magnesium 
has two extra electrons. The electron transfers just mentioned 
take place when these elements enter into chemical combination. 
Thus when sodium fluoride is formed, fluorine obtains its electron 
from the extra one in sodium, and the compound contains two 
completed neon octets. When magnesium oxide forms, the 
metal yields its two extra electrons to the oxygen octet which is 
thereby made complete, and this compound contains two com- 
pleted octets of electrons. These substances should therefore be 
isomorphous if electron arrangement governs crystal structure, 
and they have been found to be isomorphous. 

iLangmuir, Proc, Nat. Acad.j 6, 258 (1919). 
*Langrauir, J. Am. Chem. Soc., 41, 1,548 (1919). 
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The reciprocal pair of compoimdB, sodium oxide and magne- 
sium fluoride, each contain three completed octets, and should 
also, according to this theory, be iaomorphous. The correctness 
of this statement has not yet been tested by experiment. Other 
predicted cases of isomorphism are potassium sulfide and calciima 
chloride, potassium chloride and calcium sulfide. The latter 
pair are related to each other as are sodium fluoride and magne- 
sium oxide, the difference being that sulfur, chlorine, potassium 
and calcium complete their second octets of electrons in com- 
bining, while oxygen, fluorine sodium and magnesium complete 
the first octet only. Thus the lighter elements have the neon 
type and the heavier elements (S, CI, K, Ca) have the ai^on type 
of electron arrangement. 

Reviews of the subject of atomic structure have been written 
from time to time. Some of the most readily accessible ones are 
as follows : 

A. B. Eve, Science, 40, 115 (1914). 

J. J. Thompson, Sd. Atner. Suppl, 8B, 290, 306, 326, 34G (1918). 

Harkins and Wilson, /. Am. Chem. Soc, 87, 1,396 (1915). 

E. Rutherford, Smithsonian Inst. Rept., 1916, p. 167-202. 

8. Duahman, General Electric Review, 20, 186, 397 (1917). 

E. Rutherford, Proc. Roy. Soc. London, March, 1914; A 97, 1956 (1920). 

K. Fajana, Sci. Am. Supplement, 81, 82, 102 (1916). 

Darwin, Nature, 106, 51, 81, 116 (1920). 

Papers on specific portions of the general problem of atomic 
structure, giving details, are generally difficult reading for be- 
ginners, but they are exceedingly helpful in obtaining a grasp 
of the subject. The following may be read with profit, even 
though some of the matter in them is not thoroughly understood 
after several readings of the text. 

Lewis, G. N., J. Am. Chem. Soc, 38, 762 (1916). 

Harking, Pkyg. Review, 16, 73 (1920), and earUer papera. 

Langmuir, J. Am. Chem. Soc, 41, 868, 1,543 (1919); 42, 274 (1920). 

Wyckoff, /. Waskinglon Acad. Sci., 9, 565 (1919). 

Soddy, Chemical News, 107, 97 (1913); NatTtre, 91, 57; 92, 399, 452 (1915). 



CHAPTER XV 
COLLOIDS. SURFACE CHEMISTRY 

General. — Colloids are divided into two classes, which are 
fairly well represented by suspensions and jellies; or suspensoids 
and emulsoids; or sols and gels, as they are commonly called. 
In the first class are such mixtures as smoke and clouds (suspen- 
sions of solids or liquids in air), many dye solutions, turbid liquids 
and suspensions in general; in the second are most emulsions, 
jellies such as silicic acid, agar, gelatin, gum arable, etc. 

Suspensoids. — ^These consist of particles which are (usually) 
too small to be seen under a high power microscope, and which 
do not settle out upon long standing; to the unaided eye the 
suspensions appear perfectly homogeneous. It will be seen from 
this general statement that a sharp distinction between true 
solutions and colloidal suspensions has not been made. Indeed 
the solutions of very large molecules such as dye stuffs behave 
in many ways like colloidal suspensions, and colloidal suspensions 
have some of the properties of dilute solutions. The suspensions 
commonly encountered are of course composed of substances 
insoluble in the liquid in question; thus gold, platinum, ferric 
hydroxide, arsenious sulfide, vanadimn oxide, sulfur, almnina, 
chromium hydroxide, silver iodide, prussian blue and similar 
substance form hydrosols, or aqueous suspensoids. As these 
substances are not absolutely insoluble in water, it will be under- 
stood that the suspending medium or dispersion mediimi is 
really a saturated solution of the substance in question, but this 
saturated solution differs but little from pure water. 

Degree of Dispersion. — The diameter of particles concerned 
in suspensoid formation depends upon the method of preparation; 
thus gold suspensoids may be red, purple or violet according to 
the average size of particle produced, though the color also 
depends upon the concentration of colloid and its method of 
preparation. A red gold sol results from reducing a dilute gold 
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chloride solution with carbon monoxide or with formaldehyde; a 
blue Bol from reduction with hydrazine; either color can be 
prepared by striliing an electric arc between gold wirea under 
water, depending again upon experimental conditions, concen- 
tration of diapersoid produced, etc. Generally the red sola con- 
sist of smaller particles and the blue sols of larger onea. The 
actual diameter ia beat determined by counting the particles in a 
known volume of solution (by a method to be deacribed prea- 
ently), then evaporating a portion of sol and weighing the result- 
ing depoait. From the number of particles per cubic centimeter, 
their weight, and the density of the dispersed substance, the 
average diameter is readily calculated. It should be borne in 
mind that diametere of individual particles in a sol may be very 
much larger and very much smaller than an average thus deter- 
mined unless special precautions are taken to insure a nearly 
uniform size. This ia accomplished by fractional settling, usually 
with the aid of a powerful centrifuge, or by the use of selec- 
tive filters, called ultra-filters.' Diameter of particles can also 
be obtained from the density distribution of a sol under the 
infiuence of gravity, and in another way which will be described 
in connection with Brownian movement in a later paragraph. 

Surface Phenomena. — According to Langmuir's theory of the 
structure of a solid {outhned in Chapter IV), an atom within a 
solid exerts its chemical attraction in all directions; an atom in a 
surface has unsatisfied attraction or chemical affinity reaching out 
into space, for a distance comparable with an atomic diameter at 
least, and this attraction may bring about condensation of mole- 
cules upon a surface. Adsorbed films of gases on glass are so 
explained. In a dispersed solid such as the solid phase of a 
suspensoid, a very large surface per unit weight of substance is 
exposed to the surrounding liquid. It is therefore to be expected 
that suspensoida will exhibit adsorptive power to an increased 
extent, that they will attract and hold whatever molecules may 
be dissolved in the dispersing liquid, and that the properties of 
these colloids will be greatly influenced by this adsorption. It 
should be remembered however, that the colloidal particles in 
very fine sols are of the order of 10~° centimeters in diameter, 
while molecular diameters are of the order 10~* centimeters, so 

' Bcchhold, Z. pftygft. Chem., 64, 328 (1908). 
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that there are still some millions of molecules in the finest particles. 
Extent of surface is therefore of more importance than its curva- 
ture so far as adsorption is concerned. 

Dialysis. — It is readily demonstrated that suspensoids consist 
of particles which are much larger than ordinary dissolved mole- 
cules by placing them in vessels of parchment paper, thin collo- 
dion, animal membranes, etc., and suspending these vessels in 
pure water. Under such conditions salts, sugar, alcohol and 
ordinary solutes pass readily through the parchment, but suspen- 
soids do not pass through at all. This offers a ready means of 
freeing suspensoids from salts, which often interfere with the 
stability of suspensions. It was in fact the difference in diffusing 
power which first led to a distinction between "crystalloids," 
which readily diffuse through membranes, and "colloids'* which 
do not. This statement applies both to sols and to gels. 

Dialysis is a slow process, requiring many days when a sol is to 
be freed from dissolved substances completely. It cannot, in 
general, be accelerated by immersing a sol in hot water, since this 
is Ukely to precipitate the sol. As dialysis depends upon diffusion 
of a dissolved substance through a membrane into a region where 
its concentration is lower, the rate of dialysis depends upon the 
area of membrane used and the difference in concentration be- 
tween the inside and outside liquid. Hence a vessel composed 
entirely of membrane is used to enclose the sol, and a stream of 
distilled water is passed into the outer vessel at a suiBBlcient rate. 
Toward the end of such a dialyzing process the difference in con- 
centration of diffusing substance becomes very small, and the 
rate very slow. 

Methods of Preparing Sols. — Reduction of a solution of gold 
chloride has already been mentioned; similar reduction of other 
salt solutions by suitable reagents has been employed for sols 
of silver, platinum and its related elements. Sols readily result 
when the vapor of a metal formed in an electric arc is suddenly 
chilled by immersing the arc in water. Sols of gold, silver, 
copper, platinum, carbon, etc., are prepared in this way. When 
electrodes of oxidizable metals are used, a sol results which is 
probably an oxide or hydroxide of the metal; this is the case with 
iron, zinc and aluminum; but these metals give a pure metal sol 
in non-oxidizing liquids such as hydrocarbons. In the latter 
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I ease aome carbon sol ia probably formed at the same time as a 
result of reduction of the organic substance at the cathode. 
Ferric hydroxide sol is formed on boiling a dilute solution of 
ferric chloride or acetate. This sol should be dialyzed to free 
it from salts if it is to be kept for a long time. Silver iodide, 
dissolved in strong potassium iodide solution, forms a suspensoid 
when the solution is poured into a large quantity of water. Sul- 
fur dissolved in alcohol precipitates as a fine suspensoid when a 
large quantity of water is added. Sols of insoluble sulfides 

((AssSs, CdS, etc.) may be prepared by direct precipitation, 
followed by dialysis to remove the salt or acid formed. 
Another method of forming sols ia called peptization. Certain 
-substances which dissolve in water as true solutes so act upon 
precipitates as to convert them into suspensoids, the most 
common case of inorganic sola being that in which a peptizing 
agent haa an ion in common with the precipitate. Thus silver 
halides are "peptized," or converted into sola, by dilute silver 
nitrate or the correaponding potassium halide; sulfides, such as 
cadmium sulfide, zinc sulfide, mercuric sulfide and lead sulfide, 
are peptized by hydrogen sulfide; metallic oxides are peptized 
by strong alkali hydroxides. In some cases this ia reversible, 
as in that of metallic sulfides which can be peptized by hydrogen 
sulfide, thrown down by boiUng it out, again peptized by passing 
hydrogen sulfide into a suspension of the precipitate, and this 
process may be repeated over and over again.^ 

Determination of Molecular Weights. — Sols do not appreci- 
ably lower the vapor pressure or freezing point of the solvents in 
I which they are dispersed; their osmotic pressures are either zero 
for very small, and hence their molecular weights are very high, 
»Jt ia uncertain whether osmotic pressure measurements carried 
ftout on these substances really represent the osmotic pressure of 
he colloidal substance itself, and not some contaminating solute, 
fin spite of great care used in purifying the sols. Molecular 
weights so determined are often many thousands, and far from 
concordant. Doubtless such ahght osmotic pressures or freezing 
point depressions as are observed are due partly to impurities, 
► It will be clear from considerations to be given presently that 
leoUoidal particles are far larger than ordinary molecules, and 
' See Bftneroft, Bril. Assoc. Adv. Sci. Rept., 1B18, 5. 
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that ordinary molecular weight methods are quite unsuited to 
studying them. 

Viscosity and Density. — Densities of colloidal suspensions, 
calculated on the assumption that the sol is a mixture of solid 
particles in suspension in a liquid and without any effect upon it, 
agree with those based on experiment. This is not surprising in 
view of the small concentrations of suspended material usually 
encountered, as these are usually less than a tenth of 1 per 
cent. Sols generally have viscosities which differ but little 
from that of the pure suspending mediiun ; but in some sols having 
a high percentage of suspended matter, the viscosity increases 
with colloid concentration more rapidly than can be explained by 
allowing for the volume of colloidal material. 

Electrical Properties. — Sols have a very small effect upon 
electrical conductivity, and this is in all probability due to 
traces of electrolyte adsorbed on the particles.^ Either on 
account of adsorbed ions or as a result of electric charges due to 
friction beween a particle and its surrounding liquid, suspensoids 
appear to be charged. When placed in an electric field, some 
suspensions move toward the anode, and are therefore negatively 
charged. Among these may be mentioned most colloidal metals, 
arsenious sulfide and silver iodide. Other colloidal suspensoids 
move to the cathode and are therefore positively charged; most 
hydroxide sols are in this class. The belief that adsorbed ions 
are responsible for charges is supported by the precipitation of 
positive sols by negative sols. The opposite belief is supported 
by experiments in which a colloidal substance is held stationary 
in an electric field, when water is caused to move past the colloid. 
Arsenious sulfide moves toward the anode when the water is 
stationary; if the sulfide is held stationary (as in a membrane), 
water flows toward the cathode. Thus the displacement of one 
substance relative to the other is the same no matter which one 
is made stationary. This movement in an electric field is 
applied industrially in purifying china clay, in tanning, in 
medicine, and for separating colloidal and non-colloidal mix- 
tures. ^ The mode of action is similar to that in the Cottrell 
precipitator for smoke and dust, in which fine particles sus- 

1 Whitney and Blake, J. Am. Chem. Soc^ 26, 1,339 (1904). 
' Briggs, RepL Brit Assoc. Adv. Sci.j 1918, 39. 



COLLOIDS. SURFACE CHEMISTRY 



rpended in air are caused to precipitate on a charged netting or 
Bet of chains. 
The Ultra-microscope. — This instrument does not render 
particles visible which are invisible in an ordinary high power 
microscope, but it shows that such particles are present by 
a bright spot of light radiated from each particle. Nothing 
whatever as to the size or color or shape of a particle is learned 
from its effect upon the eye when viewed through an ultra- 
microscope, yet the apparatus is justly entitled to its name, 
Bince it shows the presence of a particle which cannot be seen at 
all in an ordinary microscope. A rough illustration of the prin- 
ciple on which it is based is afforded by the beam of light from 
a projection lantern in a darkened room, the so-called Tyndall 



Colloidal 
Suspension 



effect. This shows particles of dust or smoke suspended in the 
air which are quite invisible when the room is thoroughly Ughted; 
but does not show the color of the particles. A beam of light 
passed through clean air shows no such effect. The ultra^- 
roicrosGope merely magnifies highly a small portion of such an 
illuminated area of a suspension in a hquid medium, which is 
made so dOute that light radiated from each particle reaches 
the eye without interference from some other particle, as shown 
in Fig. 58. Under similar conditions a concentrated suspen- 
Bion gives orJy a uniformly bright field in which no individual 
particles are rendered visible. 

A particle 10~* centimeters in diameter is invisible under the 
highest power of a microscope, but the effect of such a particle 
is clearly seen under an ultra-microscope. Particles far smaller 
in diameter than a wave length of visible light are able to show 
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their effects by radiating a beam of light under the ultra-micro- 
scope, and the number of such particles in an illuminated volume 
may be counted. When the size of field under the microscope 
is known, and the depth of illuminated area is measured and 
regulated by a micrometer slit between the arc light and vessel 
containing a sol, a count of the spots of light in such a field 
gives the number of particles in a known volume. Even with 
very dilute sols it is often necessary to dilute them with large 
quantities of pure water before a count is possible. For this 
dilution ordinary distilled water is quite imsuited, as it contains 
thousands of visible particles in a drop. Specially prepared 
"optically empty" water is required, and its preparation requires 
special methods. 

The size of particle detected by an ultra-microscope depends 
chiefly upon the intensity of illumination; the lower limit is 
not far from 10~* centimeters, which is about 2 per cent of the 
wave length of visible light. 

Brownian Movement. — Molecules in a liquid are in rapid 
though tumultuous motion of the kind outlined in connection 
with the kinetic theory of gases. A colloidal particle is very 
large compared to the diameter of a single molecule, and it is 
continuously bombarded on all sides by great nimabers of mole- 
cules. Occasionally the pressure due to this bombardment is 
for the moment greater on one side of the particle than on the 
other, and the particle is urged forward until a new distribution 
of impacts hurls it in another direction. The excursions due to 
these movements depend mainly on the size of the particles, 
and the movements correspond exactly with that predicted by 
the molecular theory. 

Here we have reproduced in a way visible to our eyes the 
random unordered continuous motion of molecules postulated in 
connection with the kinetic theory of gases. This motion takes 
place as a result of impacts with real molecules, but it makes a 
colloidal particle behave as if it were a single molecule. This 
motion was first observed by the botanist Brown on plant cells 
which were visible in an ordinary microscope; the movement was 
little more than an irregular oscillation, whose real cause re- 
mained long unsuspected. From equations based upon the kinetic 
theory it may be shown that the amplitude of this vibration is 
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directly related to the diameter of the particle and the viscous 
resistance of the suspending medium. Thus what is a slow 
oscillation effect produced upon a plant cell or small bacillus in 
an ordinary high power microscope becomes for a much smaller 
colloidal particle a hvcly zig-zag motion, aa shown by the cone 
of light radiated from it in an ultra-microscope. 

A reliable method of determining the size of suspended particles 
is based upon their Brownian movement, the equation for which 
is used in another way in the next paragraph. In this equation 
the radius of a particle may be determined if we assume a value 
for Avogadro'a number of molecules in a gram molecular weight 
of gas; or from counting particles and an analysis of the sol we 
may det«rmine the radius, perform the reverse calculation, and 
compute a value of Avogadro's number. The latter procedure 
is more interesting, though it will be evident that the calculation 
may be reversed if desired, 

Brownian Movement and Avogadro's Number. — A relation 
may be derived between the intensity of Brownian movement, 
the radius of the particle, the viscosity of the dispersing fluid 
and the number of molecules of gas in a gram molecular weight. 
Since colloidal particles are bombarded by molecules in a wholly 
random way, they will have the random motions of a large gaa 
particle, and will behave as spch. Upon this assumption, the 
equation, in terms of the mean displacement d in a unit of time 

[_t, is 

I d^ ^ RT 

■ t SNwrn 

where r is the radius of a particle and N is Avogadro's number, 
ij being the viscosity of the liquid suspending medium. Experi- 
ments based upon observation of displacements in small time 
intervals lead to values of Avogadro's number between 6.2 X 
10^' and 6.9 X 10^', in good agreement with other methods. 

Distribution of Particles Tinder the Influence of Gravity. — 
A suspension of heavy particles tends to separate out the sohd 
under the influence of gravitational attraction, and is partially 
prevented from so doing by Brownian movement, in much 
the same way that molecules of the atmosphere are attracted to 

I the earth by gravity and prevented from settling upon it by 

I the intensity of their molecular motion. The equation expreseing 
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the variation in density of the atmosphere with the altitude 
contains iV, the number of molecules in a gram molecular weight. 
A colloidal suspension of particles of uniform size which has 
reached settling equilibrium distributes itself in the same way 
that the atmosphere is distributed under the action of gravity, 
thus reproducing within reasonable space the effect for which the 
atmosphere requires several miles of altitude. From determina- 
tions of the number of particles per cubic centimeter at equili- 
briiun, the variation of density with altitude may be established, 
and used to calculate a value of Avogadro's number N. If ni is 
the number of particles per unit volume at a level which we may 
call zero height, and n2 is the number at another level h centi- 
meters above the first one, the equation for change of concentra- 
tion with h is 

where m is the difference in mass between a colloidal particle and 
the volume of solvent it displaces, g is the acceleration of gravity, 
and N is Avogadro's number. Investigations based upon this 
equation^ lead to a value for N of 6.8 X 10*'. 

Precipitation of Colloids. — ^As has been mentioned before, 
most suspensoids are electrically charged, probably as a result of 
adsorbed ions on the surface of the suspensoid particles. Ionic 
adsorption is a selective process, some ions being more strongly 
adsorbed than others. When to a positively charged sol a 
solution is added containing readily adsorbed negative ions, 
these neutralize the electric charge of the particles so that they 
no longer repel each other, and coagulation or precipitation takes 
place. It has lately been recognized that this ionic adsorption 
is highly specific, both in regard to the colloid and the ions. A 
general rule, to which there are occasional exceptions, is that ions 
of higher valence are more strongly adsorbed (and therefore more 
effective in producing precipitation) than ions of lower valence. 
Thus for most negatively charged suspensoids, ferric salts, 
aluminum salts and trivalent cations in general are most effective 
as precipitants, that is, produce coagulation when added in the 
smallest concentrations; lead and barium salts next, then heavy 
monovalent ions such as silver, and finally the alkali ions are 

1 Perrin, 1913. See Dushman, Gen, Elec. Rev., 18, 1,159 (1915). 
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leasteffective. Similarly, positively charged sols aremore readily 
precipitated by sulfates than by monovalent anions at equiva- 
lent concentrations. Among the latter the order of decreasing 
precipitating effect' is sulfocyanate, iodide, chlorate, nitrate, 
chloride, acetate, phosphate, sulfate, for albumin colloid; but 
the precipitating power of these ions is in the reverse order for 
some other colloids. 

Precipitation also takes place when a positively charged sol is 
added to a negatively charged aol, each neutralizing the chai^ 
carried by the other. It does not follow that a chemical com- 
pound is formed, though the eoagiJated material may seem to 
be a compound. For example, ferric hydroxide sol precipitates 
arsenious sulfide sol, but docs not form ferric thioarsenite. 

Protective Colloids.- — Certain substances have a conspicuous 
property of stabihzing colloidal suspensions. Thiis a dispersoid 
of silver chloride is maintained in a stable state by gelatin in a 
photographic film, and the success of a film is entirely dependent 
upon its retaining a uniform dispersity of this silver chloride. 
Gelatin and other protein substances are in fact the most common 
protective agents, though gum arabic, dextrin, starch, casein and 
soap are also effective to a greater or less extent, and tannic acid 
is used to protect the graphite suspensions used as lubricants. 
The peptizing action mentioned in a previous paragraph ia not 
thought to be a protective colloidal action, but an adsorption 
effect of a common ion. There is no reason to doubt that ad- 
sorption is also active in the mechanism of protective coUoids, 
though a simple and quite plausible explanation is that the 
protective substance coats the suspended particles with a very 
thin layer of itself. Substances which are effective in this re- 
spect are themselves able to form very stable gels. 

Emulsoids. — These differ from suspensoids in that both 
phases are Uquid, and the ratio of dispersed phase to dispersing 
medium is much larger. In the sols already considered the 
dispersed phase was seldom present in greater quantity than a 
fraction of 1 per cent; emulsoids have been prepared in which the 
dispersed phase was 99 per cent of the whole, only about 1 per 
cent being the continuous or dispersing phase. Emulsions of 
oil in water (when the disperse phase amounts to one part per 
Bancroft, J. Physical Chem., 19, 352 (1915). 
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thousand) and similar dilute emulsions are properly considered 
as suspensoids, and are not included in this discussion. 

Emulsions containing large percentages of disperse phase are 
stable only when the interfacial tension between the phases is low, ^ 
and this lowering of surface tension is sometimes brought about 
by dissolving soap or other substance in the dispersing medium. 

Concentration in Surfaces. — It is a general law that substances 
which lower the surface tension of a solution accumulate in the 
surface, producing there a higher concentration of solute than is 
present in the bulk of liquid. Any substance which will lower 
the surface tension may aid as an emulsifying agent. The rela- 
tion between u, the excess of solute in a surface, c, the concentra- 
tion, and the rate at which surface tension changes with concen- 
tration is • 

c dy 



u = — 



RTdc 



which is called the Gibbs equation. From this equation it will 

be seen that if -r- is positive (surface tension is increased by the 

solute), u is negative, and there is no acciunulation of solute in 
the surface, but a deficiency of it; when the solute lowers the 

tt'V 

surface tension, -p is negative, and u is positive, that is, solute 

accumulates in the surface in excess. If a froth is formed on such 
a Uquid in which the surface tension has been lowered, excess 
solute will be found in the froth. 

In moderately strong solutions of substances which depress 
the surface tension, the surface itself consists of a layer one 
molecule deep^ of the dissolved substance, and there is never a 
transition layer in which the concentration varies progressively 
at points further from the surface into the solution. The 
amount of solute required to form this layer may be calculated 
from the Gibbs equation, and from this quantity of solute in the 
surface layer may be calculated the diameter and cross section 
of the molecules forming the layer. 

With solutions of inorganic salts, where the surface tension is 

1 Hatschek, Rept. Brit. Assoc. Adv. Sci., 1918, 17. 
'Langmuir, Proc. Nat. Acad. Sci., 8, 251 (1917). 
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greater than that of water and increases linearly with the con- 
centration, there is a deficiency of solute in the surface layer 
proportional to the concentration. This surface layer therefore 
9 of water molecules in excess. 

Surface Tension and Emulsion Formation. — It has been shown' 
that lowering of surface tension is produced by those substances ] 
which aid emulsification, and that therefore a lowering of surface 
tension is essential to the formation of stable emulsions. The 
first sodium salt of the series of fatty acids to produce appreciable 
lowering of surface tension when it is added to water is sodium 
laurate, and this is the first salt in such a series to aid appreciably 
in forming emulsions of oil in water. Further experiments have 
shown a proportionality between emulsifying power and d&- r 
crease of surface tension, so far as emulsions of oil in water are ] 
concerned. 

Structure of Emulsions or Gels. — Viscous emulsions and ge 
have the same structure; a stiff jelly is often convertible into a 
emulsion by heating, and it returns again to the state of jelly 
after cooling. In each case microscopic droplets of one liquid 
phase are completely surrounded by a continuous film of the other 
liquid phase. It is not necessary that the continuous phase be 
present in greater quantity than the dispersed phase; a cross 
section of an emulsion in which the disperse phase is present 
in excess might look something like a section through a cake of 
honey, with thin films of continuous phase (represented by the 
wax cell walls) surrounding droplets of dispersed phase. It is 
only necessary that there be enough dispersing phase to form a 
continuous film between each droplet and the next neighbors 
to it. Gelatin gel is considered as a dilute solution of gelatin 
dispersed in a more concentrated one, the stiffness of such a jelly 
being due to resistance to shearing of the stronger solution. 
That this is not incompatible with the properties of hquids in 
general ia shown' by the fact that stiff non-flowing gels have been 
prepared in which 99 per cent of mineral oil is dispersed in 1 
per cent of a soap solution. The oil is the disperse phase, not 
the soap solution; as may be shown by adding a drop of oil to 
such a gel. If oil were the dispersing medium {continuous phase), 

1 Donnan and Potts, Kolloide Zisck., 9, 159 (1911). 

•Pickering, /. Ckem. Soc. London, M, 2,001 (1907). 
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it should spread through the whole gel; but it remains as a single 
drop in with the smaller droplets. 

Gels in the Ultra-microscope. — Gelatin and other gels show 
under the ultra-microscope a slight Tyndall effect which increases 
with concentration; but these gels do not show individual par- 
ticles as in the case of sols. Such light as is seen in an ultra- 
microscope is probably due to a difference in index' of refraction 
of the liquid phases forming a gel. There is no Brownian move- 
ment of the droplets of disperse phase. In very dilute disper- 
sions of oil in water, Brownian movement is observed, but 
these are not properly considered gels, since the quantity of 
disperse phase is very small, and these emulsions have the prop- 
erty of suspensoids to a far greater extent than they resemble gels. 

Viscosity of Emulsoids. — Emulsoids have viscosities which, 
even for very dilute gels, are much higher than that of the 
"solvent," and which seem to depend upon the rate of shear 
within the fluid dispersing medium. No satisfactory theory 
relating to the viscosity of colloids has been developed, but it is 
known that very slight changes in a gel produce a marked effect 
upon its viscosity, and hence viscosity measurements are a 
delicate means of tracing such changes. About all that can be 
deduced, however, is that a change has taken place, the nature of 
which is matter for speculation or empirical interpretation. Use 
of such methods is extensive in the rubber and nitrocellulose 
laboratories,^ where the age of an emulsoid is a very important 
factor in determining its properties. Lack of a satisfactory 
theory does not interfere with the use of these measurements as 
control methods. 

References. — Complete and thorough reviews of the science of colloidal 
chemistry are given in the reports of the British Association for the Advance- 
ment of Science for 1917 and 1918. Many of the facts in this chapter have 
b^en taken from this report. The industrial applications of colloid chemis- 
try are there reviewed briefly, with full references to the original sources of 
information, of which over a thousand are given in the report. There are, 
in addition, several text books of colloid chemistry available in English. 
Practical applications of colloid chemistry to lubrication, water proofing, 
plasticity of clays, and colloidal fuel are reviewed in /. Ind. Eng. Chem,, 
12, 434 (1920); the setting of cement as influenced by its colloids is discussed 
in the British Association report. Reference should also be made to Ban- 
croft's "Applied Colloid Chemistry *' in this series of text books. 

^ Hatschek, RepU Brit Assoc. Adv, Sd.y 1917, 22. 



CHAPTER XVI 
ELECTROCHEMISTRY 

Chemical reactions at electrodes, and the method of conduc- 
tion of solutions of ionized substances, have been considered 
in an earlier chapter. In this chapter we shall be concerned 
mainly with another aspect of electrochemistry, the potetitiala 
of electric cells or batteries, and the energy to be derived from 
these cells. The energy of any electric process is the product 
of potential and quantity of electricity, or the product of potential, 
current and time. In the usual units of volts, amperes and seconds, 
the energy unit is a volt-ampere-second or joule; 4,182 of these 
units being equivalent to one small calorie. 

Consider the Daniell cell, which consists of a rod of zinc dippii^ 
into zinc sulfate solution and a rod of copper dipping into coppe^B 
sulfate solution, the two solutions being in contact. In conform 
ity with the usual method of writing such a cell, it may 1 
described thus: 

Zn, ZnSO^, CUSO4, Cu. 

Faraday's law states that when two faradays of positive ele& 
tricity are passed through such a cell from left to right, two J 
equivalents or one atomic weight of zinc passes into solution as 
zinc ion and an atomic weight of copper is deposited, or if the 
electricity is passed in the other direction, an atomic weight of 
copper dissolves off the copper electrode and an atomic weight 
of zinc deposits.' Faraday's law says nothing as to which of these 
reactions will occur or whether either reaction will of itself supply 
electric energy. If zinc dissolves, copper deposits and electric 
enei^y is supplied by the battery to an outside mechanism; the ' 
reverse process will not take place unless energy from an outside I 
source is supplied to the battery. 

' The Daniell eel! acta as a reveraible cell in a potentiometer, that ia, 
for very small currents ; for large currentB gas would be evolved at the cath- 
ode in place of part of the sine which ebould otherwise deposit. This j 
oell could not, therefore, serve as an efBcient storage battery. 
371 
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When a copper rod is placed in a solution of zinc sulfate, no 
chemical reaction occurs. But when a rod of zinc is placed in 
copper sulfate, the rod is attacked, and copper is precipitated 
upon it. Thus we see that the precipitation of copper, with the 
solution of an equivalent quantity of zinc, will take place of 
itself. The same process will therefore take place of itself in 
an electric battery producing the same chemical change. The 
only difference between a battery and a rod of zinc dipped into 
copper sulfate is that in the battery, solution of zinc takes place 
in one part of the system, and copper is precipitated in another 
part. The fact that zinc will precipitate copper from its solutions, 
while copper will not precipitate zinc from its solutions, is often 
expressed by saying that zinc has a higher solution pressure than 
copper. A better expression is that zinc has a higher solution 
potential, or electrode potential than copper. When the ele- 
ments are arranged in the order of decreasing electrode potential, 
the "electromotive series" mentioned in inorganic chemistry is 
obtained. The elements high in this series have high electrode 
potentials, and will in general displace from solution those below 
them. Thus all of the metals above hydrogen in this series will 
displace hydrogen from acids, while those below it will not. 
This may also be expressed by saying that those metals having a 
higher electrode potential than hydrogen will displace it from 
acids in solution. 

Upon writing the chemical equation for the Daniell cell, 

Zn + CUSO4 = Cu + ZnS04, 

we see that the net effect of its operation is the transfer of positive 
electricity from copper ions to zinc ions. This will be clearer if 
the equation is written in ionic form, 

Zn + Cu++ = Zn++ + Cu. 

During the operation of a Daniell cell, positive electricity is 
transferred from copper ions to zinc ions by passing the charges 
through a wire connecting the electrodes. When this occurs, an 
electric current is passing through the wire, and may be made to 
perform work as it flows. 

We shall be concerned only with the maximum potential of 
such a system, since the product of this maximum potential and 
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the quantity of electricity is the maximum work available from the 
chemical change involved. In order to obtain this maximum 
potential it is necessary that the cell operates very slowly, and 
that the concentration of each solution remains uniform. To 
determine this maximum potential, the battery is opposed to a. 
potential from another source which is substantially equal to the 
electromotive force of the battery, in the way explained in the 
next paragraph, and illustrated in Fig. 59, 

A potentiometer ia an arrangement for comparing one electro- 
motive force with another which is already known. Suppose a 
storage battery, whose electromotive force is unknown, to be 
connected to the ends of a uniform wire 10,000 mm. long and of 
very high resistance. The potential drop along this wire is 
uniform, but unknown. In order to determine the electro- 

^Illlll V 
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Fia. 59. — Potentiometer diaemiu- 

motive force of the storage battery, and hence the potential drop 
per millimefer of wire, a "standard cell" of known electromotive 
force is placed in position e, in series with a galvanometer, and 
contact is made at such a point c that there is no deflection of the 
galvanometer. Commonly the Weston cell, electromotive force 
1.01872 volts, is used, but any other battery of known electro- 
motive force will serve. The potential of the storage battery 
bears the same relation to that of the standard cell as ab does to 
ac; for since there was no deflection of the galvanometer when 
contact was made at c, there was no current flowing under those 
conditions, and therefore the electromotive force of the standard 
cell was opposed by an exactly equal one suppHed by the storage 
battery. The wire ab being of uniform resistance, only the part 
ac/ab of the total potential from the storage battery was required 
to be equal to that of the standard. 

Now remove the standard cell and place in its position the 
unknown Daniell cell, and find such a point of contact d that 
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there is no current flowing through the galvanometer. Then 
the new cell has an electromotive force which is to that of the 
standard as ad is to ac. 

Hydrogen-chlorine Cell, — ^Any chemical reaction involving ions 
can be made a source of electric energy if the reaction can be made 
to take place at two different parts of a system through a transfer 
of electric charges from one place to another. If the reaction is a 
spontaneous one, it will give rise to electric energy under these 
conditions; otherwise it may be made to occur by supplying 
electrical energy to it from some outside source. For example, 
the spontaneous union of hydrogen and chlorine to form hydro- 
chloric acid may be made to serve as a source of electric energy, 
provided the transfer of electric charges is properly arranged. 
Hydrogen molecules are not electrified, nor are chlorine molecules; 
in a solution of hydrogen chloride, the main constituents are 
hydrogen ions and chloride ions. The chemical reaction H2 + 
CI2 = 2HC1 (in solution) may be made to take place in two steps, 
one of which occurs at a hydrogen electrode, H2 + 2 © = 2H+, 
using the positive charges from the chemical reaction at a chlorine 
electrode, CI2 = 2C1" + 2 ©, where a faraday of positive elec- 
tricity is denoted by ®. 

A hydrogen electrode consists of a plate of platiniun dipping 
into an acid solution, and in contact with hydrogen gas. A slow 
current of gas is bubbled over the plate in order to stir the acid 
around it and keep the electrode thoroughly saturated with 
hydrogen gas. A chlorine electrode is prepared in the same way, 
and the two electrodes are dipped into hydrochloric acid. The 
electromotive force so set up is measured with a potentiometer 
as explained 'above. A diagram of the apparatus is shown in 
Fig. 60. 

Operation of a Cell. — When a hydrogen-chlorine cell is allowed 
to operate, the effect at each electrode during the production of 
an electric current is just the opposite of that occurring during 
electrolysis. At the left hand electrode hydrogen goes into the 
solution as hydrogen ions, chlorine enters at the other electrode 
as chloride ion, and the current passes in the opposite direction to 
the electrolyzing current. This is therefore a cell, which may 
either produce electricity and form hydrogen chloride in solution 
from its elements, or use electricity from an outside source in 
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decomposing hydrogen chloride into its elements. For the opera- 
tionin either way, electrochemical reactions take place at each elec- 
trode which are strictly in accordance with Faraday's law, two 
faradays {2 X 96,500 coulombs) being required to decompose two 
mols of hydrogen chloride into one mol of chlorine and one of 
hydrogen, or two faradays being produced when one mol of 
hydrogen and one of chlorine unite to form two mols of hydrogen 
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Fio. 60. — Diagram of e 



chloride in solution, Puring the production of electricity by 
the cell, the reaction at the chlorine electrode is 

Ch = 2C1- + 2 e 

where the symbol © is used to denote a faraday of positive 
electricity which is given to the electrode. It will be seen that 
this is just the reverse of the reaction occurring during electrolysis. 
At the hydrogen electrode a reaction occurs which causes positive 
electricity to enter the solution, corresponding to the chlorine 
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reaction with gives positive electricity to the electrode. The 
hydrogen reaction is 

H2 + 2 e = 2H+, 

which is again the reverse of the electrolytic reaction. 

The passage of two faradays of positive electricity through this 
cell from left to right, for a cell arranged as in Fig. 60, causes the 
formation of two mols of hydrogen chloride, a chemical effect 
which corresponds to a spontaneous process. When chlorine 
and hydrogen gases are mixed, they combine with the evolution 
of much energy. When they are combined by means of an 
electric cell, this energy appears in the form of electricity. If E 
is the maximum electromotive force of this cell, as measured on a 
potentiometer, the electric energy produced in forming two mols 
of hydrogen chloride is 2EF, where F denotes 96,500 coulombs 
of electricity. This is the maximum work obtainable by this 
chemical process; it is also the maximiun work of any other proc- 
ess which forms hydrogen chloride from its elements and intro- 
duces it into a solution. 

The above statement of maximum work applies when E is the 
electromotive force measured on a potentiometer, that is, the 
maximum electromotive force. If the potential is not opposed 
by a substantially equal potential, current will flow rapidly from 
the cell, and the solutes produced by electrolysis will not diffuse 
into the bulk of solution as rapidly as formed. Under these 
conditions the electromotive force developed is less than the 
maximum available potential for slow operation of the cell. The 
maximum work produced electrically is 2EF when E is the maxi- 
mum potential, but a smaller potential, and hence a smaller 
quantity of electric work, corresponds to the operation of a cell 
in which the concentration is not uniform. Such a cell is said 
to be partly polarized; polarization is the accumulation around 
an electrode of the products of electrochemical reactions. 

Formulation of Cells. — In this chapter we shall consider only 
reversible cells, that is, cells in which by passing an electric cur- 
rent in the reverse direction, the chemical effects attending its 
operation may be reversed. We shall consider as the electro- 
motive force of a cell its maximum electromotive force as deter- 
mined by a potentiometer, that is, we shall consider a cell as 
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operating so slowly that each electrode is at all times in equilib- 
rium with the solution around it. Solutions are considered to 
be present in large quantity, so that no appreciable change in 
concentration takes place in each one as a result of operating the 
cell. This is accomplished in laboratory practice by passing 
only a very small quantity of electricity, so that concentration 
eifects are avoided, but it is convenient in discussing cells to 
imagine a very large cell, and pass through it one or two faradaya 
of electricity corresponding to the production of a mol of dis- 
solved substance. When only a very small quantity of elec- 
tricity is passed through a cell in laboratory practice, it is clear 
that great purity of chemicals is required, otherwise the potential 
measured may be caused by a minute quantity of an unsuspected 
impurity sufficient to give an electrode reaction quite different 
from that which the cell is supposed to give. Cells are therefore 
set up in duplicate or triplicate and cheeked against one another 
frequently, to avoid this possible error. 

The various parte of cells are separated by commas, which indi- 
cate points at which there is a difference of potential developed. 
This will be explained in detail presently. Denoting by M an 
inert metal,' the cell discussed above would be written 

M +U^{1 atm.), HCl (0.1 m.), M + Ch (1 atm.) 

and the chemical reaction corresponding to two faradaya of 
electricity is 

Ha + CU - 2HC1 (in 0.1 m.) 
A reversible process is one which occurs in such a way that a 
substantially equal force is opposed to the one operating. For 
it is only in this way that the maximum work is obtained. Such 
a process may be reversed by a quantity of work which is only 
infinites! mally greater than the work obtained from it. When 
any change occurs rapidly, and without being opposed to a 
substantially equal force, the quantity of work done during the 

' The preBencc of an inert metal at any gaa electrode is always underetood, 

though in formulating cells it ia not always written down. For example, 

Ci,, CI- means that an inert metal is dipping into a Eolution where chloride 

IB are present, and is in contact with chlorine gas at the specified pressure. 

I It would of course be impossible for a gas atone to function as an electrode, 

I for metallic conduction to and from it is 




378 PHYSICAL CHEMISTRY 

change is smaUer by a finite amount than that required to reverse 
the process. Of course the process may be reversed, but only 
by expending upon it more work than it generated, therefore 
with a net loss of work in the surroimdings of the system. 

Maximum Electrical Work Available from a Cell. — ^Electro- 
motive forces determined as outlined in the previous paragraph 
are the maximum potentials which may be developed by a given 
chemical change. The quantity of electricity involved in a 
chemical reaction is strictly that demanded by Faraday's law of 
electrolysis. Hence the electrical work done in such cells is the 
product of quantity of electricity and maximum electromotive 
force, or it is the maximum electrical work obtainable from any 
given chemical change. It is a fundamental law of nature that 
the maximum work derivable from a process carried out rever&- 
ibly is independent of the method of carrying out the process. 
For a given reversible process carried out by a path giving the 
larger quantity of work and reversed by the path requiring a 
smaller amount of work, thus restoring the operating system to 
its original state, would otherwise result in creating a quantity 
of work which is the difference between that of the two paths, 
and this is impossible. 

Whenever, therefore, a given chemical change may be brought 
about by passing n f aradays through a cell of electromotive force 
Ej the maximum electrical work of this process is the product of 
quantity of electricity and potential, or EnF. If this same chem- 
ical change, involving the same initial and final states of the 
system under consideration, is brought about in two different 
cells, each requiring the quantity of electricity ?iF, then if E\ and 
E2 are the electromotive forces of these two cells, £ = £1 + £2, 
since EnF = EinF + E2nF according to the law of conservation 
of energy. In case the quantity of electricity involved is not the 
same in all three cells, it should be noted that it is EvF which is 
equal to EiriiF + E^n^F, whence if two faradays are involved in 
producing a change in the first cell, and one in each of the two 

which produce this change in steps, E = ^^- 

These considerations are helpful in calculating electromotive 
forces of cells which cause a given change of state to occur in 
steps, each step being produced in a separate cell. The maximmn 
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work available from a given change in the state of a system is 
independent of the path by which this change is brought about, 
whether it involves a single step or several different steps; the 
same naaximum work is always obtainable from a given change 
in state. It does not follow that the maximum work is always 
obtained, for a process may be brought about by an inefficient 
(irreversible) path not giving the maximum available work. 
The decrease in ability of a system to do work is the same as if 
the maximum work had been done, however. 

Sign of Electromotive Force. — We shall pass positive electricity 
from left to right through a cell as written, and in all operations 
of cells consider that positive electricity so passes, regardless of 
the actual tendency of the cell. When a cell operates of itself 
in such a way that positive electricity does pass through it from 
left to right, its electromotive force is called positive; when an 
outside potential is required in order to force positive electricity 
through it from left to right, its electromotive force will be called 
' negative.' Thus when we write 

Hj (1 atm.), HCl (0.1 m.), Clj (1 atm.); E = 4-1.4881 v., 
this indicates the tendency of positive electricity to pass of itself 
through the cell from left to right. Then at the left hand elec- 
trode the reaction corresponding to 1 faraday is 

MHj + © = H+ 
and the cathode reaction on the right is 
HCU = CI- + © 
and the sum of these reactions is the formation of hydrochloric 
acid into a solution. Since hydrogen chloride will form from 
hydrogen and chlorine, and since the gas so formed will dissolve 
in water, both of these processes are able of themselves to occur 
without the aid of outside enei^y, A positive electromotive ■ 
force indicates that the cell will supply electricity during its 
operation, at the expense of the chemical energy evolved during 
a reaction taking place in the cell. 

' This is the convention adopted by Lewis, J. Am. Chem. Soc, 36, 1 
(1913), and commonly used in American publications. European electro- 
chemists employ the opposite convention. The usage here followed ia in 
accord with that in the papers to which reference ia made in this chapter. 
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It should be noted that by writing the cell in the opposite 
order and passing positive electricity through it from left to 
right, chemical reactions occur which are the opposite of those 
just given, and hydrogen chloride is decomposed into its elements. 
This is not a spontaneous process; it requires the use of outside 
energy. In the formulation of this cell, the facts just given are 
indicated as follows: 

CI2 (1 atm.), HCl (0.1 m.), H2 (1 atm.); E = -1.4881 v. 

This is equivalent to saying that an outside electromotive 
force of at least 1.4881 volts is required to pass positive 
electricity from left to right through this cell. 

Electrode Potentials. — ^There is at the jimction between an 
electrode and a solution a tendency (positive or negative) for 
positive electricity to pass from electrode to solution; which tend- 
ency depends upon the electrode material, the concentration of 
the ion formed or destroyed in solution by the passage of electric- 
ity, and the temperature. In the cell just given^ the separate . 
tendencies at each electrode may be represented by 

Jlf + H2 (1 atm.), HCl (0.1 m.); ^1 = a; 
and M + CI2 (1 atm.), HCl (0.1 m.); E^ = y. 

In the cell under consideration, 

H2 (1 atm.), HCl (0.1 m.), CI2 (1 atm.); E = 1.4881, 

the total electromotive force as measured is the difference be- 
tween X and y of the two halves of the cell, for y corresponds 
to the passage of positive electricity from electrode to solution; 
and in the actual cell positive electricity passes in the opposite 
direction. The total electromotive force of the cell is therefore 
E = X — y =^ 1.4881, which may be considered as the difference 
of two electrode potentials. One of these electrode potentials 
represents the tendency of positive electricity to pass into solu- 
tion upon hydrogen ions, and is sometimes called the electrolytic 
solution tension of hydrogen; the other represents the tendency 
of positive electricity to pass from electrode to solution with the 
formation of chlorine gas from chloride ions. In general, the 
electromotive force of any cell containing only one solution may be 
computed from the difference of its two electrode potentials. 
1 Lewis, J. Am. Chem. Soc, 86, 21 (1913). 
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The preparation of a table of electrode potentials is therefore a 
matter of importance. But as mentioned above, the electrode 
potential depends upon the concentration of solute already in the 
solution, and, in the ease of electrode reactions involving gaseous 
substances, upon the pressure of the gas. This pressure is 
understood to be the partial pressure of the substance involved 
in an electrode reaction, not the total pressure. A table of 
normal electrode potentiah or specific electrode potentials, repre- 
senting the tendency of a metal to pass into a solution where the 
concentration of its ion is one molal, may be prepared in terms 
of the potential of any one electrode. It will be understood that 
a voltaic cell always consists of two electrodes, and that its pot-en- 
tial depends upon the difference between the tendency of positive 
electricity to pass from electrode to solution at its anode and at its 
cathode. 

It is now customary to assume the electrode potential of 
hydrogen gas at a partial pressure of one atmosphere, in contact 
with a metal electrode dipping into a solution one molal in hydro- 
gen ion, as zero, and to refer the potential of all other electrodes 
to this arbitrary zero. This convention does not mean that there 
is no tendency for the reaction J^ Hi + ffi = H+ (1 molal) to 
occur, but only that the potentials or driving forces of chemical 
reactions corresponding to the other electrodes are greater or less 
than this potential by the values given. 

Electrode Potential and Concentration. — We have considered 
an electrode reaction in terms of positive electricity passing . 
from electrode to solution, whether the actual tendency was 
in this direction or not, and we shall denote electrodes in which 
there is the opposite tendency (that of positive electricity pass- 
ing from solution to electrode) by a negative electrode potential. 
The chlorine electrode is an example of an electrode at which the 
natural tendency is for positive electricity to pass from solution 
to electrode, but we write 

i = ^^ Ch; E = & minus quantity. 

In computing the effect of concentration upon electrode potential, 
the electrochemical reaction occurring at an electrode is always 
written with the symbol © on the left hand side^ of the equa^ 
'I*wis, J. Am. Ckem. Soe., 86, 22 (1913). 
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tion, and the actual sign of the electromotive force is then auto- 
matically cared for by the method of computing electrode poten- 
tials. In any cell the total potential v& E = E\ — E2, where 
El is the left hand electrode or anode potential, and E2 is the right 
hand electrode potential (cathode). In computing the electro- 
motive force of any cell, separate valuer of Ei and E2 are com- 
puted from the normal electrode potentials by the equation given 
below, and the total electromotive force of the cell is obtained by 
subtraction. 

Let the general chemical reaction for any electrode be denoted 
by the production of c mols of the substance C and d mols of 
the substance D from a mols of substance A and 6 mols of B 
by the use of n faradays of positive electricity. The chemical 
equation for this change is written 

aA + 6B+...+ne=cC + dD+... 

Further, let E^ be the electrode potential corresponding to unit 
(1 molal) concentration (or pressure) of each substance 
involved. If the solutes produced or destroyed are gases, it is 
customary to insert their partial pressures in atmospheres in 
place of their molal concentrations, and to determine E^ with a 
partial pressure of each gaseous substance of one atmosphere. 
Then E, the electrode potential corresponding to any other 
concentration of the reacting substances and reaction products, is 

In using this 'equation, the electrode reaction should first be 
written down with the ® symbol on the left-hand side of the 
equation, and the proper number of faradays used to produce 
the reaction as written. In the logarithm term, the products of 
the electrochemical reaction are written in the numerator, and 
the substances used during the reaction are written in the 
denominator, just as in formulating chemical equilibriimi expres- 
sions. The concentrations of reaction products, denoted by (C) 
and (D), are molal concentrations, not equivalent concentrations. 
A few examples of the use of this equation will make its meaning 
clearer. 
For the hydrogen electrode, the potential of H2 (1 atm.), 
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H+ (1 molal) is J5°, and the electrode potential for any other 
concentration or pressure, corresponding to the reaction 

H2 (p atm.) +20= 2H+, 
is 

E = E^-^\n ^^^^ (2) 

When E is expressed in volts and the faraday, denoted by Fy in 
ampere-seconds or coulombs, the resulting energy output of the 
cell is in volt-ampere-seconds or joules, and 72, the gas constant, 
should be so expressed; the numerical value being 8.316 joules. 
At a chlorine electrode the reaction is 

2C1- (at C molal) + 2 ^ CI2 (p atm.) 

and the electrode potential in terms of the normal chlorine 
electrode is 

Similarly at an electrode of iron dipping into ferrous sulfate, 
the electrode reaction is 

Fe + 2 = Fe++ 

and the electrode potential in terms of a specific electrode 
potential corresponding to iron against molal ferrous ion is 

S = ^^-|^ln(Fe++). 

There is another kind of electrode reaction which causes no 
change in the number of mols of solute present, but only a 
change in the state of oxidation of the solutes. The ferrous- 
ferric electrode is an example; it consists of a platinum plate 
dipping into a solution containing ferrous ions and ferric ions. 
Its electrode reaction is 

Fe++ + = Fe+++; 

and the electrode potential corresponding to any concentrations 
of each ionic species, in terms of the potential when ferrous 
ions are one molal and ferric ions are one molal, is 

F (Fe-H-) 
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Another electrode which functions as a chloride-ion electrode 
consists of silver coated with silver chloride and dipping into a 
chloride solution. The electrochemical reaction is 

Ag (solid) + CI- + e = AgCl (solid), 

and its electrode potential in a chloride ion solution of any 
concentration is • 



F "(C1-) 

It should be noted that the concentrations of solid substances 
are not included in the logarithm term. It is not necessary to 
know the concentration of metaUic silver or of silver chloride. 
Only those substances which are gases or solutes appear in the 
expression. 

Normal Chlorine Electrode Potential. — Consider again the cell 

H2 (1 atm.), HCl (0.1 m.), CI2 (1 atm.); ^ = 1.4881 v. 

The total electromotive force of this cell is the difference between 
two electrode potentials; the normal hydrogen electrode has 
been defined as of zero potential. Then a value of E\ for hydro- 
gen gas against a solution which is not one molal in hydrogen ions 
may be calculated in the way explained above. A similar 
calculation in terms of the normal chlorine electrode potential 
may be made for E2. On the other hand, if the fractional 
ionization of hydrochloric acid is known, it is possible to calculate 
from the measured electromotive force of the cell involving 
0.1 molal hydrochloric acid a value for the normal electrode 
potential of chlorine. This may be seen from the equation 

Ei-E2= 1.4881 = [^ - ^In (H+)2] 

- [^ci - 2F ^"^ (CItJ 

In order to be consistent in electromotive force calculations, 
we should employ fractional ionization values based upon 
potential measurements. As mentioned at the end of the chapter 
on Electrolytic Conduction, these are not in agreement with ioni- 
zation values obtained from freezing points or conductivity 
ratios. The fractional ionization of 0.1 formal hydrochloric 
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acid 13 0.82 as determined from electromotive forces, in a way 
to be explained presently.' We shall use this value in computing 
the normal electrode potential of chlorine. Upon solving the 
above expression for Eqi and noting that the hydrogen ion. 
concentration is equal to the chloride ion concentration, we have | 
r8.316 X 298 X 2.303 , 



£Sa = - 1.4881 



2 XS 
1.360 volts at 25°. 



i,500 



; (0.082)* 



This is the potential of chlorine gas at one atmosphere in con- 
tact with a metal plate dipping into a solution one molal in chlor- 
ide ion. Such a potential would not be observed in experiments 
unless the solutes were all ideal ones conforming to the simple 
laws of ideal solutions. But this normal electrode potential 
may bo used to calculate the electrode potential of chlorine 
in chloride ion solutions which are dilute without significant 
error, for it has been calculated from measurements upon a 
dilute solution of hydrochloric acid. This potential corresponds 
to that of the ideal cell 

Ha (1 atm.}, H+ + CI" (1 molal), Ch (1 atm.); 

of which the electromotive force is +1,360 volts. This change 
of sign is made because in calculating the total electromotive 
force of the cell, the expression is E = Ei — Et, and Ei is zero 
by definition, whence E = —Ei= — £ci. 

In order to set up a cell of hydrogen against one molal hydro- 
gen ion it is clearly necessary to adopt some assumption as to 
the fractional ionization of a strong acid at high concentration. 
It is customary in laboratory work to assume that a solution 
2 normal in sulfuric acid is one molal in hydrogen ion, though 
it is by no means certain that the assumption is correct. The 
molal hydrogen electrode has been defined in an indefinite way, 
which is exactly what should not be done for a reference standard. 
A much more definite, and therefore much better, standard is 
the normal calomel electrode, 

Hg + HgaCU, KCl (1 normal), 
> Noyes and Ellis, J. Am. Cbem. Soc, 39, 2,543 (1917); Lewis, J. Am. 
Chem. .Soc, 34, 1,043 (1012), gives 0,76; if 0.76 is used in the calculation 
above, —1.356 is obtained for the chlorine electrode in place of —1.360. 
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which is defined in tenns of the total electrolyte, and is therefore 
a perfectly definite standard, reproducible in any laboratory 
without any assumption regarding ionization. Many of the 
electrode potentials in the following table have been, computed 
from measurements against the normal calomel electrode by 
adding to these measured potentials that of the cell* 

H2 (1 atm.), H+ (1 molal)||KCl (1 molal), HgaCU + Hg, 

for which the electromotive force has been calculated as 0.2828 
volts, by several investigators.^ In the equations above given 
for calculating the electromotive force of simple cells, it does 
not matter whether electrode potentials referred to the one or 
other standard electrode are used, so long as both E^ values 
employed in any calculation are referred to the same standard. 
When the elements are arranged in the order of decreasing 
electrode potential, the order is the "electromotive series'' men- 
tioned in inorganic chemistry. In electrolysis, that ion which 
requires the lowest discharge potential will be deposited first. 
For example, in electrolysis of a solution of sodium chloride, 
using a cathode coated with silver chloride, the reaction 

AgCl (solid) = Ag (solid) + CI" + 

requires a potential of — 0.2238 volts; that is, a potential which 
will cause this electrode reaction is still 0.2238 volts too low for 
the deposition of hydrogen. The potential required to de- 
posit any ion at a cathode must be greater than its own 

^ There is a small potential resulting from the junction of two solutions 
of different solutes, or a junction of two concentrations of the same solute. 
This small potential has been subtracted from the total cell, a fact which is 
indicated in cells by inserting two vertical lines between the solutions 
as is done above. Correcting for jtmction potentials is a difficult task; 
the potentials involved are usually only a few thousandths of a volt, and 
junction potentials calculated by two different investigators do not quite 
agree. The calculation is described by Lewis and Sargent, /. Am, Chem, 
SoCf 81, 363 (1909), for a jimction between unlike solutes at the same 
concentration, and by Maclnnes, J, Am, Chem, Soc, 87, 2,301 (1915), for a 
single solute at different concentrations on the two sides of a liquid junction. 

'Lewis, Brighton and Sebastian, J. Am. Chem, Soc, 89, 2,245 (1917); 
Maclnnes, J, Am, Chem. Soc.y 41, 1,086 (1919) ; Beattie, J. Am, Chem, Soc,, 
42, 1,128 (1920), finds 0.2826; Noyes and Ellis, /. Am, Chem, Soc.j 89, 2,543 ' 
(1917), find 0.2824. 
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Tabu; 119. — Normal Electhodb Potentials at 25° 





Normal 
hydro- 

electroiio 


Normal 
calomel 
ek(^ 
trode 


Elm-trode 


Normal 
hydro- 
electrode 


Normal 
calomel 

ttode 


<Li, Li* U molal).. 

'W«, Na- (1 molBl) 

• K,K*(imola!) 

•Rb,Rb+(l molal) 

> Ph. Pb** (1 molal) . . . , 

Zn. Za** (1 molai) 

Fe, Ffl** CI molal) 

iAg + A*CI, CI- U 

molal) 

'HI + HI.CI., CI- (I 


3.0218 
2.7183 
2.B2SB 

0.1295 

0.78 

0.43 

-0.223S 
+0.H35 


3.3M4 
2.eBSl 
3.ZDS4 
3,Z0» 

1-04 
0.71 

-O.OSBO 


Cn.Cu**!! molal).. 

Cn, Cu* (1 molal)... 
'Ag,Ag' CI molal).... 
1 M, Pe"+ + Fo-'* d 

molal) 

•«Bt„ Br- (1 moUl) .... 
"■a. (1 atm.). CI- CI 


-0.510 
-0.7BB 

-0.533 
-0,1200 


-o.oao 

-0.230 
-O.Slfl 

-0.4560 
-0.8030 


I.,I-(Imolal) 

"Hf + Hf.CI., KCl CI 


-0.2M 


■Sn.Sn"(l molal).... 
"H. (1 ata.). H* (1 


■•Cu + CuCl, CI- (I 

molal) 

0. (1 Btm.), OH- U 


o.iass 













electrode potential or it would pass back into solution when 
present, therefore would not deposit from a solution at all. 
But the tendency of sodium ions to deposit is small, for 
the electrode potential of sodiiam is very high. The potential 
which will cause hydrogen to deposit is 2.715 volts below that 
required to deposit sodium. During this electrolysis, silver 
chloride will be reduced to silver until all of it is exhausted, then 
hydrogen ions will discharge and leave hydroxyl iona behind, 
forming sodium hydroxide, but sodium will not deposit at all 
under the conditions of electrolysis. 

It will be clear from this statement that the electrode potential 
of sodium has not been determined by a single step. It was in 
fact determined in two steps, the first of which measured the 
potential of sodium against a dilute sodium amalgam through a 

i and KrauB, J. Am. Chem. Soc. M, 341 C1013). 
I and KrauB, J. Am. CKim. Boc.. 31, 1,46S (1910). 
' Lewie and Keyea, J. Am. Ckem. Soe.. M, IIB (IttlZ). 
9 and Argo. J. Am. Cham. Soc., IT, l.SBS (igiS). 
nan, J. Am. Clum. aoe.. 40. 819 (1918). 
■ and Bnnn, J. Am. Clum. Soc., 14, 1,016 (lBt2). 
w and Ellis, J. Am. Ckem. Soc., M, 2.541 (1917). 
u and Storch, J. Am. Chtm. Son., H. 1,910 (1017). 
ii and Rupert, /, Am. Chtm. Soc., M, 299 (1011), 
is, Briahton and Bebaatian, /. Am. Chum. Sue.. If, 2,2ES {1917). 
» and Chow, J. Am. Chtm. Son., 40, 739 IISIB). 
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solution in a non-aqueous solvent; the second step determined 
was the potential of this amalgam against the hydrogen electrode 
through sodiiun hydroxide solution. 

Electromotive Force and Ion Concentration. — We have already 
seen that a normal electrode potential can be calculated from the 
electromotive force of a cell involving a dilute solution. Con- 
versely, from the measured electromotive force in a cell with some 
other concentration of solution, we can calculate the ion concen- 
tration. The electromotive force of the cell H2 (1 atm.), HCl 
(C molal), CI2 (1 atm.) \bE\ — E^j and each of these values may 
be computed from the normal or specific electrode potentials in 
Table 119 by means of equations (2) and (3) above, each of which 
equations is a special case of equation (1). But the "ion concen- 
trations" so computed differ from the values based on fractional 
ionization values obtained from freezing point determinations 
or from the ratio of equivalent conductivities, and the differences 
are considerable. Thus in computing the fractional ionization 
of tenth normal hydrochloric acid from that of thousandth normal 
acid, 82 per cent is obtained by the electromotive force method, 
and 92 per cent from the conductivity ratio. It is the fraction 
0.82 which is commonly called the "activity ratio," since in 
tenth normal hydrochloric acid the activity or effective con- 
centration of hydrogen ion is 0.082. The "activity ratios" 
discussed briefly at the end of Chapter VI were determined in 
this way. 

One of the serious problems in connection with the ionic 
theory is the lack of an adequate explanation of this difference. 
For very dilute solutions the activity ratios and conductivity 
ratios are in substantial agreement; in strong solution there is a 
wide difference which is not due to experimental errors. In 
fact, it is this serious difference which has recently led some chem- 
ists to discard the idea of fractional ionization, to assimie com- 
plete ionization, and to seek some other explanation for change 
of activity ratio and of conductivity ratio with changing con- 
centration. This new line of thought has not yet been suffi- 
ciently developed to warrant its consideration in detail here.^ 

Ion concentrations determined from electromotive force ex- 

1 References to the original literature bearing on this new h3rpothesis will 
be found at the end of Chap. VI, page 183. 
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periments are considered in detail later in this chapter, under 
the heading "concentration cells." 

ElectromotiTe Force and Chemical Equilibrium. — We shall 
now consider several examples of the use of normal electrode 
potentials in determining conditions of chemical equilibrium. 
It has already been stated that the driving force of a ceil is the 
driving force of the chemical reaction taking place in it. When 
therefore equilibrium is reached, there is no tendency for the 
chemical reaction to proceed one way or the other, and there is 
no electromotive force. We need not set up a cell in which there 
ia no electromotive force developed, however, in order to deter- 
mine equilibrium conditions. Let us consider the cell 

A% + AgCl, HCl (0.1 formal), CU (1 atm); E = 1.142 ». 
The hydrochloric acid in this cell is saturated with silver chloride, 
which gives rise to a very small concentration of silver ions such 
that the solubility product {Ag'^}(CI~) is satisfied, and on account 
of the very small concentration involved, silver chloride is essen- 
tially completely ionized, so that this aolubHity product ia prac- 
tically So^i where -^o is its solubihty in pure water. The chloride 
ion coQcentration in 0.1 formal hydrochloric acid is about 0.082; 
the silver ion concentration may be computed from the electro- 
motive force. This cell may also be written 

Ag, Ag+ (c) + CI- (0.082), Ch; E = 1.142 v, 
where c denotes the silver ion concentration in a solution 0.1 
formal in hydrochloric acid and saturated with silver chloride. 
At the left hand electrode the reaction is Ag + ffi = Ag"*", and 

At the right hand electrode the chemical reaction is 

2 CI- + 2 e = Cli (1 atm.), 
and the electrode potential is 

a-BSi-2j.-ln(Cfy 
The difference E\ — Ei is the electromotive force of the cell. 
Substituting the above expressions, we have 



[«8. 
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1.142 = -0.799 - 0.0592 log c - (-1.362) - 0.0592 (-1.076) 
or, upon solving for log c, 

logc = -8.70; whence c = 0.2 X 10-« = (Ag+) inO.lfonnalHCl. 
The chloride concentration in 0.1 fonnal hydrochloric acid is 
0.082, and the solubility product for silver chloride is 0.082 X 0.2 
X 10-» = 1.64 X 10-10; the square root of this figure is 1.3 X 
10"*, which is the value for the solubility of silver chloride in pure 
water based on this calculation. Other experiments yield solu- 
biUties of 1.1 to 1.2 X lO"*. 

As another example of the application of electromotive force 
to chemical equilibrium, consider the reaction 

Sn (soKd) + Pb(C104)2 = Pb (soUd) + Sn(C104)2 

for which equilibrium data has been given in a previous chapter, 
showing the ratio (Sn"'~'")/(Pb"'~'") = 2.98 from a purely chemical 
method of experiment. At equilibrium the electromotive force 
of the cell 

Sn, Sn(C104)2 + Pb(C104)2, Pb 

will be zero, whence Ei is equal to Ez* We shall compute the 
two electrode potentials, equate them, and solve for the ratio 
(Sn"'~'")/(Pb"'~'"), following the method already used on other 
electrodes. The electrode potential of the tin electrode is 

^1 = ^n - H^ In (Sn++), 

corresponding to the chemical equation Sn + 2 © = Sn"*"*"; 
and at the lead electrode the chemical reaction written in the 
usual way is Pb + 2 © = Pb"*""*", for which the electrode poten- 
tial is 

i;, =^b-Uln(Pb++). 

Equating these two electrode potentials and solving for the ratio 
of tin to lead in solution, we have 

w, w, __ RT (Sn++) 

whence 
, (Sn++) 0.1435-0.1249 . .__ , (Sn++) 

'°s (Pb^ = — 0:^96 — = o-*^^' ^°^ (Pb4 = ^•^^- 

This illustrates a method of obtaining equiUbrium data from 
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specific electrode potentials, or a method of calculating one 

electrode potential from another by means of equilibrium 



Ionization Constant of Water. — From measureraenta of cells 
of the type, 

Ha, KOH, KCl, HCl, Hj 

there ia obtained, after correction for the liquid potentials 
between the alkali and salt solution, and between the salt solu- 
tion and acid, an electromotive force which is equivalent to 
that of a cell' 

Hs (1 atm.), OH-[|H+, H^ (1 atm.); 
and with molal hydrogen ion on the right hand side and molal 
hydroxide ion on the left hand side, the measured electromotive 
force at 25° is 0.8278 volts. The ionization constant of water is 
the product of the ion concentrations of hydrogen and hydroxide 
ions in any solution. In the left hand solution hydrogen ions 
exist in exceedingly small concentration, but this concentration 
may be calculated from the electrode potential, since this ceU 
may be considered as equivalent to 

Hs (1 atm,), H+ {at C)||H+ (1 molal), H, (1 atm.) 
for which Sj is zero, and hence Ei is the measured electromotive 
force of the cell. Then 

E, = 0.8278 = i;^-^lnC = 0- 0.0592 log C 

, ^ 0.8278 ,.„ 

'''«'^=-0:0592=-^*-«- 

Then the concentration of hydrogen ion in the presence of molal 
hydroxide ion is 10~'*, and this is the value of K^ = {H+) (OH") 
sought.' 

Titration in Colored or Turbid Solutions. — It is sometimes de- 
sired to titrate to neutrality a solution which is so cloudy that 

' Noyes and Toabe, /. Am. Chetn. Soc, 39, 1,637 (191?)- 

' Lewis, Brighton and Sebastian, J. Am. Chem. Soc, 39, 2,245 {1917). 

^Similar reaulta are obtained by Lorenz and Bohi, Z. pbysik. Chem,, 

66, 733 (1909), from a cell H,, HCl (0.1 /.) || KOH (0.1 /.), H,; E = 0,6980 

at 25". AsauituDg each solution to be 82 per cent dissociated, log Jf„ ia 

-13.9 and K„ ia 1.2 X lO"'*. , , 
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ordinary color indicators are useless. This may be accomplished 
readily by means of electromotive force measurements, since near 
the end point of a titration the hydrogen ion concentration changes 
rapidly. Suppose a platinum plate to dip into the solution to be 
titrated, hydrogen to bubble over the plat^, and connection to be 
established with a normal calomel electrode through a very small 
tube so that none of the unknown solution is lost. Table 120 
below shows the concentration of hydrogen ion at several stages 

Table 120. — Hydrogen Ion Concentration in a Soltjtion op Acid Dur- 
ing Titration with Alkali 



Volume of 0.2 normal 
base added to 100 c.c. 


Hydrogen ion concentration if 
the acid is 


Electromotive force for 


of 0.2 normal acid 


Hydrochloric acid 


Acetic acid 


Hydrochloric acid 


Acetic acid 


98.0 


1.9 X 10-« 


2 X 10-7 


0.443 


0.679 


99.0 


9.5 X 10-* 


10-7 


0.462 


0.707 


99.5 


4.7 X 10-< 


5 X 10-8 


0.477 


0.715 


99.8 


2 X 10-* 


2 X 10-8 


0.561 


0.739 


100.0 


10-7 


io-» 


0.697 


0.816 


100.2 


5 X 10-" 


5 X 10-" 


0.893 


0.893 


100.5 


2 X 10-" 


2 X 10-" 


0.917 


0.917 


101.0 


10-" 


10-" 


0.934 


0.934 


102.0 


5 X 10-" 


5 X 10-" 


0.952 


0.952 



of a titration, supposing 100 c.c. of 0.20 normal acid to be titrated 
with 0.20 normal alkali. For example, when 99 c.c. of alkali 
have been added, assuming a strong acid to be present, only 1 
per cent of the acid remains untitrated, the total volume of solu- 
tion has increased to 199 c.c, and it contains 0.0002 formula 
weights of acid, hence the acid concentration is now approxi- 
mately 0.001 normal. When 99.9 c.c. of alkali have been added, 
the acid concentration is 0.0001 normal; when 100 c.c. have been 
added, the hydrogen ion concentration is that of pure water, 
and for 100.1 c.c. of alkali the solution is made 0.0001 normal in 
hydroxide ions, or 10"^V0.0001 = 10"^® in hydrogen ions. Thus 
the last 2 drops change the logarithm of the hydrogen ion con- 
centration from —4 to —7, and the first drops in excess change 
it from —7 to —10. Each of these changes corresponds to a 
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change of nearly 0.18 volt in the electromotive force of the cell 
of which the unknown solution forms a part. Therefore a plot 
of observed electromotive force against the nimiber of cubic 
centimeters of alkali added would show a sharp rise at the end 
point. 

This is illustrated in Fig. 61 below, for a strong acid, and for 
acetic acid, whose salt is hydrolyzed in dilute solution. It will 
be noted that in both cases there is a sharp break in the curve 
of measured electromotive force plotted against volume of 
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Fig. 61.— Showing change of electromotive force with progress of titration. 
The cell consists of a hydrogen electrode dipping into an acid solution, and 
connected to a normal calomel electrode. (Hydrochloric acid is shown by a 
solid line, acetic acid by the dotted line.) 



base added, which indicates clearly the endpoint of the titration. 
Such a process is especially useful in connection with biological 
experiments. SimUar curves showing complete oxidation of a 
ferrous salt to ferric salt may be obtained by plotting the buret 
readings against measured potential. Such electrometric titra- 
tions are beginning to receive the attention they deserve from 
analytical chemists. As the change in potential at the endpoint 
is relatively large, no sensitive galvanometer is required, and 
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relatively simple apparatus for such experiments may now be 
had in the market. 

Concentration Cells. — ^When two separate cells which differ 
only in the concentration of electrolyte in them are connected 
in opposition, and positive electricity is passed through the whole 
combination, the net effect is the transfer of solute from one 
concentration to another. As an example, consider the cells 

AgCl + Ag, HCl (Ci), H;^H2, HCl (C2), AgCl + Ag. 

When a faraday of electricity is passed through the whole system 
considered as a single cell, the electrode reactions are Ag + © 
+ CI- = AgCl and H+ = HH2 + © in the first cell, and HH2 
+ ® = H+ and AgCl = Ag + ® + CI"" in the second cell. 
The net effect of these two cells is therefore the formation of a 
mol of hydrogen chloride in the second cell ancj the loss of it in 
the first cell. For dilute acid solutions the electromotive force 
of the whole combination, considered as a single concentration- 
cell is shown by the equation 

where n is the number of mols of ion solute transferred from the 
ion concentration C171 to the concentration C272 per faraday of 
electricity. In this expression a mol of hydrogen ion is con- 
sidered a mol of solute and a mol of dhloride ion as another mol 
of solute and hence n = 2 f or hydrochloric acid. The expression 
is not accurate for solutions above 0.01 normal; in order to make 
it strictly accurate, in place of the io|n concentration as computed 
from concentration and conductivity ratio, C171, this ion con- 
centration must be determined independently from other electro- 
motive force measurements. In other words, the " activity '* 
or proper mass-action effect should be used in place of the ion 
concentration computed from total concentration and fractional 
ionization. 

Such calculations of ion activity in one solution from that in 
another solution of the same solute at a different concentration 
may be based on electromotive force measurements of single 
ciells of the type 

H2 (1 atm.), HCl (C), AgCl (solid) + Ag. 
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Measurements for this cell at several temperatures' and for 
varioi^ concentrations of hydrochloric acid are given in Table 



Table 121. — Electbomotivb Force f 



B Cell H„ HCl, AgCI + Ag 



Mola HC! per 


Electromotive force at 


1,000 Erama water 


15° 


25° 


35" 


0,33314 


0.29678 


0,29348 


0.28958 


0,10000 


0.35375 


0.35221 


0.35031 


0.09534 


0.35600 


0,35453 


0.35270 


0.03324 


0.40530 


0.40545 


0.40513 


0.00948 


0.46452 


0.46666 


0.46824 


0.003378 


0-51325 


0.51696 


0.52023 



If the iirst two of these cells are connected in opposition at 
25°, the net electromotive force is the diiTerence between those 
of the separate cells, and the change in state of the system as a 
whole is a transfer of hydrochloric acid from one solution to the 
other. If the transfer takes place from the stronger into the 
more dilute solution, the electromotive force is 0.05873 volt. 
Assuming the activity coefficient in 0.1 formal hydrochloric 
acid to be 0.82 (from Table 75), the activity of each ion in the 
stronger solution may be computed from equation (4), Two 
mols of solute are transferred per faraday of electricity, a mol of 
hydrogen ion and a mol of chloride ion. Then 



whence log jt 



;s 0.496, 



96,500 
Lnd as is 0.257 ii 



"^ 0.082' 
1 solution in which the ' 



^ 0.082 

acid concentration is 0.333. The activity coefficient, or "cor- 
rected" degree of ionization, is therefore 0.257/ 0.333 = 0.78. 
In place of taking 0.82 as the activity coefficient in 0.1 formal 
hydrochloric acid, we might assume that the activity coefficient 
and the fractional ionization as determined by conductivity 
ratio were in agreement in a solution as dilute as 0.00338 formal. 
I Noyea and Ellis, J. Am. Chem. Soc, 39, 3,532 (1917.) 
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Assuming this, the activity coefficient in solutions of other con- 
centrations may be calculated from equation (4) by taking the 
difference between the electromotive force of the most dilute 
cell and that involving any other concentration of acid. When 
this is done, activity coefficients in substantial agreement with 
those of Table 75 on page 183 are obtained. From this particu- 
lar set of data the values are: 

Acid concentration 0.333 0.1000 0.03324 0.00948 0.003378 
Activity coefficient 0.782 0.821 0.876 0.934 0.985 

The failure of equation (4) to agree with measured electro- 
motive forces for concentration cells involving strong solutions 
is one of the serious faults of our present theory of solutions. 
The equation, like all other equations for solutions which contain 
the gas constant R, assmnes an ideal solute, one whose osmotic 
pressure is equal to the pressure of solute alone if confined in a 
space equal to that occupied by the solution. But as stated 
before, the "fractional ionization" which may be derived for one 
solution from measured electromotive forces, if that of the other is 
known, is not in agreement with fractional ionization computed 
from freezing point depression or from the conductivity ratio. 

Amalgam Concentration Cells. — Deviations of equation (4) 
from experiment are not confined to aqueous solutions of ionized 
salts; a similar effect is observed in concentration cells consisting 
of amalgams of thallium (and other metals) in mercury. For 
example, a cell at 15° composed of two amalgams containing dif- 
ferent amounts of thallium and in contact with a solution of 
thallous chloride, 

Hg + Tl (0.410%), TlCl, Hg + Tl (0.111%), 

operates by transferring thallium from one amalgam to the other. 
At the left hand side the reaction is Tl + ® = Tl"^, and at the 
right it is Tl"'" = Tl + ©. Applying the above equation to 
calculate the electromotive force of this cell, we find 

^ 8.32 X 288 X 2.303 , 0.410 ^ ^^.^ 

^ = 96,5 00 *^s am = ^-^^^^ 

while actual experiment^ gives 0.0348; the difference is 2.5 
1 Richards and Wilson, Carnegie Inst, Pvbl., 118, 22 (1909). 
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per cent of the measured value. Similar experiments withindium 
amalgams lead to somewhat better agreement between observed 
and calculated potentials, but the potential between tin amal- 
gams containing respectively 0.66 per cent and 0.20 per cent of 
tin by weight is only 85 per cent of that calculated from the ideal 
equation above. In all of the amalgam cells, results approaching 
those derived from the concentration equation were obtained as 
the amalgams employed were made more and more dilute.' 

There is another type of concentration cell whose change in 
state corresponds only to the transfer of a solute from one 
concentration to another, but which involves only a single 
set of electrodes. As an example we may consider the cell 

Ha, HCl (C), HCl (C), H,, 

and pass one faraday of positive electricity through it. The 
electrode reactions are H^z + ffi = H+ at the left and 
H+ = J^Ha + ® at the right, hence by electrolysis there 
has been formed at the left one mol of hydrogen ion into a con- 
centration Ci, and there has been removed from solution at 
Ci one equivalent of hydrogen ion. Electricity is carried through 
the solutions by hydrogen ions and chloride ions in quantity 
proportional to their respective ionic velocities. That is, denot- 
ing by 7*01 the transference number of chloride ions, for each 
faraday of electricity carried through the cell To faradays will 
be carried by Tc\ equivalents of chloride ion moving from right 
to left, and (I — Ted faradays will be carried by hydrogen ions 
moving from left to right. Then the left hand portion of the 
cell will gain by transference T^i equivalents of chloride ion 
and lose by transference (1 — Tci) equivalents of hydrogen ion. 
Its net effect per faraday is the gain of Tci equivalents of both 
hydrogen ion and chloride ion. At the right hand electrode Td 
equivalents of chloride ions are lost by transference, and (1 — 
Tci) equivalents of hydrogen ion are gained by transference. 
Hence the net effect is the loss of Tci equivalents of hydrc^en 
ion and of chloride ion when the effects of both electrolysis and 
transference are considered. Considering now the cell as a 
whole, each faraday of electricity results in transferring Tci 
equivalents of hydrochloric acid from the right hand side of the 
>See also Ricbards and Daniels, J, Am. Chem. 8oc.,il, 1,732 (I9l9). 
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cell to the left hand side. Applying the formula given above 
for concentration cells, and considering hydrogen ion and chloride 
ion as each constituting a mol of solute, we have n = 2rci, and 

From electromotive force measiu-ements of cells of this type 
(called cells with transference) and of the type first given (called 
cells without transference) it is possible to determine the trans- 
ference number, since it will be seen upon dividing equation (4) 
by equation (5) that the ratio of the electromotive forces is the 
transference number direct.^ 

Electromotive Force and Heat of Reaction. — Chemical 
reactions which proceed vigorously evolve large quantities of 
heat in many cases. When these same reactions are caused to 
take place in electric cells or batteries, electrical energy is given 
out in place of heat. Naturally a given quantity of energy 
cannot appear as heat and still be used to generate electricity. 
In many cells the quantity of electric energy is roughly equal 
to the heat of the reaction when carried out in a calorimeter, 
and it was at first thought that the electromotive force of a 
cell could be computed from the heat effect simply by equating 
EvF to Q, the heat of reaction. In order to test this belief, it 
is only necessary to place an electric cell in a calorimeter and 
let it operate. If any heat is given to the calorimeter during 
the electric operation of the cell, the simple equivalence of 
total heat of reaction and EnF is not to be expected, for some 
heat is evolved even by the electric process. If during its 
operation the cell absorbs heat from the calorimeter, the electric 
energy output will be greater than the heat of reaction by the 
quantity of heat absorbed from the calorimeter and changed into 
electric energy. Usually there is not a very large evolution or 
absorption of heat during the operation of an electric battery, 
and the relation given above, EnF = Q, is roughly satisfied in 
many batteries. 

1 Examples of such measurements are given by Maclnnes and Parkers 
/. Am. Chem, Soc, 37, 1,445 (1915) , for potassium chloride, and by Maclnnes 
and Beattie, J. Am, Chem, Soc, 42, 1,117 (1920), for lithium chloride. 
These papers will be difficult reading for beginners, but are very profitable 
reading for anyone really interested in the method. 
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A strict relation between electromotive force and heat of 
reaction is that known as the Gibbs-Helmholtz equation, 



= nF 



dT 



(6) , 



where dE/dT is the rate of increase of electromotive force with 1 
increasing temperature. It will be seen from the equation J 
that when dE/dT is zero, that is, when the electromotive force | 
does not change with temperature, the heat of reaction Q is equal 
to the electric energy EnF derived from the cell. In other words, 
the approximation that the heat of a reaction is equal to the 
electric energy derivable from it is more nearly true the smaller 
the temperature coefficient of electromotive force. In using 
the Gibbs-Helmholtz equation the heat of reaction Q must be 
expressed in joules since the term EnF appearing beside it is in 
joules. A calorie is 4.182 joules. 

The integral of this equation between two temperature limits ] 
over which the heat of reaction is substantially constant is 
Ei El _ Q^( 



nF\Ti 



(7) 



Let us illustrate the apphcation of this equation by means of 
the second cell of Table 121, using Ba as the electromotive force 
at 35°, where T is 308°. The chemical reaction corresponding 
to two faradays passing through the cell is 
Hz (1 atm.) + 2AgCl (solid) = 2HC1 (in 0.1 /.) + 2Ag (sofid) + Q, 
and upon substituting in equation (7), it is a value for this heat 
of reaction which is obtained: 

0.35031 _ 0.35375 ^ Q /J 1^\ 

308 288 2 X 96,500 l308 288/ 



whence Q is 77,870 joules or 18,900 cal. 

The heat of dilution of hydrochloric acid may also be calculated 
from Table 121 by means of equation (7). Since when two cells 
are connected in opposition, the net effect of the pair is the trans- 
fer of hydrogen chloride from one concentration to another, the 
electromotive force at 15° of such a pair is 0.05922 if the first two 
cells of Table 121 are used to transfer hydrochloric acid from 
0.33314 formal to 0,1000 formal; the corresponding electromotive 
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force at 35° is 0.06312 volts. Substitution in equation (7) leads 
to a value of the heat of dilution as follows: 

2HC1 (at 0.333/.) = 2HC1 (at 0.10/.) + (Q = 520 joules). 

Questions 

1. The electromotive force of a certain cell is higher at 25^ than at O^'C. 
Does it evolve heat during its electric operation or absorb heat? 

2. Calculate from the normal electrode potentials the electromotive force 
of the cell Hg + HgCU, HCl (0.1m.), Clj (1 atm.). The experimentally 
determined value is 1.0896 volts. 

8. When one mol of hydrogen chloride is formed from its elements, 22,000 
cal. are evolved, and when this is dissolved in 10 liters of water, 17,200 cal. 
are evolved. From these data and the electromotive force of the cell 
Ht, HCl (0.1/.), Qa (E = 1.4881), at 25** calculate the electromotive force of 
this cell at 0°C. 

4. Calculate the electromotive force of the cell H2, (1 atm.), HCl 
(0.001/.), CI2 (1 atm.) at 25% assuming 98 per cent ionization. 

6. Calculate the "activity "or effective concentration of hydrogen ions 
and of choride ions in 0.10 formal HCl from the measured electromotive 
force given in the text, and the normal electrode potentials. 

6. The electrode potential of zinc is 0.76 volt; that of cadmium is about 
0.42 volt. Calculate the equilibrium constant for the chemical reaction 
ZnSOi + Cd = CdS04 + Zn at 2b\ 

7. Compute the electromotive force of the combination at 25°: 

H2, HCl (O.ln), HgCl + Hg'^g + HgCl, HCl (O.OOln), H^ Use the 
data of Table 67 for the conductivity of hydrochloric acid. (Tolman and 
Ferguson, J. Am Chem. Soc, 34, 232 (1912).) 

8. Calculate the electromotive force of the cell Zn, ZnSOi (Ci), ZnS04 
(C3), Zn, at 25° when the first solution is 0.10 formal in zinc ion and the 
second is 0.0001 formal in zinc ion. 
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